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EXAMINING Iguana for parasites is Dr Jo- 
seph Kunzer of Addison The lizard will be 
ant of several exotic pets including a young 


lioness on display at Sunday's open house at 
the animal hospital in Bensenville 


4-VILLAGE SEWER 
SYSTEM STUDIED 


Village attorneys and engineers from Roselle, Bloomingdale, 


Addison and Glendale Heights will meet to decide legal, financial 
and engineering feasibility of a "quad-village authority" for a 
sanitary system to service the four municipalities 


Village presidents, administrators, trustees, engineers, and 


lawyers met Wednesday night in Addison's Municipal Building to 
kick-off the formation of a sanitary district or authority 


IT WAS AGREED that village 


attorneys and engineers would 
report back to the steering com- 
mittee of village presidents on 
March 20 at 8 pm. 
Roselle Village Hall 


in the 


imum-maximum estimate 


The four villages sought delay 


of the county's plans to hold a 
countywide sewer referendum 
in April The state legislature 


Attorneys will research legal' put a cnmp in the plan 


aspects and restrictions of a 
sanitary district or authority 
and how the project can be fi- 
nanced 


Engineers will estimate the 


type of work and capacity 
needed and come up with a 
"ballpark" cost figure The fig- 


The vote cannot be taken until 


at least mid-summer 


THE FOUR villages want o 


keep the power of sanitary ser- 
vice in their combined areas as 
a lever of annexation 


A sanitary district under law 


would have to service anyone 


i ure would probably be a mm-! within the district 


A POLICE DOG attacks Tony Selch, of 424 S Mar- 
lon, Bensenville as if he is a burglar or thief trying 


to make a get-a-way Demonstration in the effec- 
tive use of dogs in police work will be given Sunday 


at an open house at the Bensenville Animal Hospi- 
tal, 1032 W Irving Park Road 


Teacher Pay About 
Same in Diocese 


Elementary 
and secondary 


lay teachers in the Joliet Dioc- 
ese will continue on much the 
same salary schedule next year 
as they had during the current 
school year 


Beginning teachers 
with 
a 


bachelor's degree will start at 
$6,000 as they had last year, 
while beginners with a master's 
degree will start with $6,600 — 


a $100 raise over last year's 
base 


The revised salary schedule, 


effective next September, was 
announced after a recent spe- 
cial meeting of the board of 
education 


LAY TEACHERS m the Chi- 


cago diocese will start with the 
same beginning salary sched- 
ule, but are guaranteed at least 


Tree Planting 
Plan Pondered 


Itascn property owners may 


be asked for comments by vil- 
lage officials concerning a tree 
planting program on a 50-50 
sharing basis 


Such a proposal was offered 


by Trustee Roy Johnson this 
week during the regular meet- 
ing of the village board 


Itasca has lost some 250 dis- 


eased trees the past few years 
and an additional 38 trees are 
being cut down in the village at 
the present time, according to 
Johnson 


JOHNSON presented his plan 


to sound out board members, 


explaining that such 3 replace- 
ment program could offset the 
loss of trees in the village. 


"If the people would be recep- 


tive to sharing the cost of re- 
planting the new trees, it might 
be well for the board to consid- 
er implementing such a pro- 
gram," he said 


Itasca has a master tree- 


planting plan prepared by John 
DeKamp, village forester 


The plan throughout the vil- 


lage suggests 25 different tree 
varieties 
which could assist 


property owners in the type of 
program suggested by Johnson. 


a 7 per cent increase beginning 
in September, 1970 


According to a release from 


the Joliet Catholic Schools Of- 
fice, the newly adopt edschedule 
is built on an index-ratio basis 
to provide incentive to the 
teachers for undertaking ad- 
vanced study 


While the difference between 


the beginning for bachelor's and 
master's degrees is a "relative- 
ly modest" 10 per cent, the size 
of the differential increases 
each year, the release said 


By the tenth year, when the 


teacher with a bachelor's de- 
gree is making 138 per cent of 
the base salary, the teacher 
with the master's degree is 
making 160 per cent and the 
teacher with a master's degree 
plus 30 hours is making 183 per 
cent. 


THE HIGHEST salary per- 


missible on the schedule is $10,- 
960 for a teacher with a mas- 
ter's degree plus 30 hours on 
the tenth step 


The schedule will be reviewed 


•gain next year 


"We would love to be able to 


raise the base at that tune," 
Supt 
Fr 
Nales Gillen said, 


"and, hopefully, some form of 
outside aid will enable us to do 
just that" 


DR. JOSEPH KUNZER treats a friendly looking dog for an 
ear ailment See story inside today's Register. 


(Staff Photos) 


The county plan also would 


take away the lever. 


The alternative is to form a 


sanitary authority as the vil- 
lages want. This would limit 
service to selected persons and 
developers to encourage their 
annexation into a village. 


Village presidents and engi- 


neers agreed the county plan 
was a good one, but not com- 
patible with expansion needs 


However at a later date the 


sanitary authority and facilities 
created by it could Join a coun- 
tywide plan, the representatives 


"WE JOINED in the e'fort 


even though we have present 


expansion room for 2,000 more 
in our sewer plant," Roselle Vil- 
lage Pres. Robert Frantz said 


"We would ultimately benefit 


from this venture " 


Bloomingdale Village Pres 


Stanley Haverkampf and Glen- 
dale Heights Village Pres Wil- 
liam Keating said their villages 
were in need of treatment facil- 
ities 


"We are the most needy of 


the four villages here," Haver 
kampf said 


Keating said his village js 


proceeding with plans to double 
its one-milhon-gallon plant and 
is not waiting for the four vil- 
lage system 


The system would run from 


Roselle to Glendale . Heights 
where a treatment plant would 
be built. 


DURING DISCUSSION of a 


group name, Roselle Trustee 
Betty 
Lou Mann suggested 


"GRAB," representing the first 
letters of the four villages 


F r a n t z joked perhaps it 


should be "BRAG " 


"You 
can't brag about our 


sewers," Mrs Mann retorted 


The steering committee is 


subject to approval by all the 
village boards 


Addison Village Pres Harry 


Warthen was named chairman 
of the committee 


More Juvenile 
'Rights' Coming 


'The time is coming when 


juveniles will have more legal 
rights than adults," Thomas 
Benda, DuPage County public 
defender's office, said Wednes- 
day 


"They 
will get the same 


rights to jury trial and police 
questioning only in the presence 
of their attorney soon," he said 


"They deserve as much and 


more legal rights to protect 
them in the legal process of ar- 
rest and courts as adults." 


Benda is a public defender as- 


signed to juvenile court cases in 
DuPage County. He spoke to the 
I l l i n o i s Welfare Association 
Dist 2 meeting, at St Andrew's 
Country Club, near West Chi- 
cago 


COURT DECISIONS in 1966 


set up the procedure for having 
a public defender for juveniles, 
he said 


This was not done previously, 


he added 


"The probation departments, 


police and courts will have to 
stop and think more in the fu- 
ture on what is the proper way 
to handle a juvenile case," he 
said. 


"It will be harder to get at a 


kid and take him away from his 
home," he said, "to place him 


"There is no such thing as no 


detention home experience, ei- 


in a better situation, evenlther it's 
bad or good, not 


though it would benefit the neutral," Marian Tevis, super- 
child " 
mtendent of the Kane County 


There will have to be a com- youth home, said at the meet- 


bmed push on state legislatures ' ing 
to get more money and more 
"TIME SPENT in the deten- 


foster and detention homes, he tion home, no matter if three 
said 
days or three months, will ei- 


The effort to help the repeat- 


ing offender with state aid must 
be made, he added 


"WE IN THE public defend- 


er's office try not to win the 
case and lose the child," he 
said. "In other words, get a kid 
off on a technicality when some 
court control may do him more 
good 


ther hinder or help the youthful 
offender 


"Illinois municipalities must 


hang their heads in shame for 
the lack of juvenile facilities in 
this state," he said 
There are 


nine communities which have 
homes for juveniles, he said, 
and fewer than that have recog- 
nized programs of rehabilita- 


"We protect the rights of the tion 


child, but also try to help him 
Last year, 400,000 juveniles 


find his way back into society " ! were confined by authorities, he 


Benda referred to county de-, said 


tention homes as a place for i 
Of this, 90 000 stayed in jails 


helping youths in trouble 
j of which only 20 per cent were 


The DuPage County Board of considered adequately equipped 


Supervisors is expected to re- °r kept he added 
view plans for a county deten- 


in the 


The average cost to taxpayers 


tion home in the next two for each 45-year-old man m- 
weeks 
volved in a life of crime is 


Tentative groundbreaking for $125,000, he said 


the home is set at Sept 1 this 
year. 


"It is cheaper to help and 


(Continued on Page 4) 


Average $827 Pay 
Hike for Teachers 


Lake Park High School teach- 


ers will receive an average $827 
raise in their salaries next year, 
according to a plan approved by 
the board of education in a 
c l o s e d 
executive 
session 


Wednesday night 


Since the action was taken in 


closed session, it was in direct 
violation of the Illinois Open 
Meetings Law 


The salary raises will mean 


an additional $53,375 adjustment 
in the education fund budget for 
1969-70 Along with other salary 
and cost adjustments, the addi- 
tional expenses of the fund will 
total $154,075" 


The plan also included in- 


creases in hourly wages for be- 
hind-the-wheel driver education 
from $4 50 to $5, an increase in 
summer school wages from $6 
to $675, and increases in extra 
duty contracts 


Under the district's innovative 


responsibility-salary 
program, 


teachers are placed in one of 
five groups ranging in responsi- 
bility from being a member of a 
teaching team to a high position 
of curriculum planning and di- 
rection. 


SALARIES IN group one, 


those teachers of highest re- 
sponsibility, go up to a max- 
imum base salary of 
$12,000 


with a maximum differentiated 
responsibility increment of $3,- 
000 


Group two salaries could go) 
Seventy-five per cent of any 


up to a maximum of $11,500 
with a maximum differentiated 
responsibility increment of $2, 
000 while group three salaries 
could go up to a maximum of 
$11,000 with a maximum differ- 
e n 11 a t e d responsibility in- 
crement of $1,000 


Group four salaries could go 


increase in pay will be written 
in under a differentiated con- 
tract with 25 per cent under the 
regular base salary contract 


This is done to protect the dis- 


trict against the teacher who 
cannot live up to the increased 
responsibility 


Under law the base salarv 


up to a maximum of $10,000 and | cannot be reduced, but the dif- 
group five up to a maximum of 
$9,000 There are no maximum 
differentiated responsibility in- 
crements for these two lowest 
responsibility groups 


These, however, are max 


imam salaries a teacher could 
reach for the responsibility he 
carries They do not indicate 
the lowest a teacher could earn 
in the district 


SUPT. CARL Forrester said 


he hoped the 15 to 20 new teach- 
er replacements for next year 
could be hired for $6,900 to $7,- 
000 


Predicting 
the competitive 


salaries ranging from $7,000 to 
$7,500, Forrester said, 
"We'll 


have to sell them (prospective 
teachers) on everything about 
Lake Park but money " 


Lake Park teachers receiving 


a differentiated 
responsibility 


increment as well as the base 
pay will be hired under two con- 
tracts rather than the con- 
ventional single contract 


ferentiated salary written under 
a separate contract could be 
rescinded if the promotion does 
not work out 


ASKED HOW the program in 


its first year is shaping up. For 
rester said the "best evidence is 
the enthusiasm of the facultv 
for the system " 


Teacher evaluation 
begins 


with the "number threes," typi 
cally team teachers, is pro- 
cessed through "numbei twos 
under the leadership of teachei s 
in group one 


The evaluations are given to 


administrative 
assistants 
Dr 


Eugene Swierczewski and Stan 
ley Wheeler who add their eval- 
uations and turn the 
whole 


package over to Forrester who 
serves as moderator or arbiter 
if necessary 


He will then make a decision 


on final recommendations to the 
board and "plug these people 
into a dollar amount according 
to criteria,' Forrester said 


PADDOCK PUBLICATIONS 
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Soden in Capital 
For VFW Meeting 


R;iy R Soden of Bensenville 


was in Washington this week for 
the annual midwinter 
confer- 


ence of national and state lead- 
ers of the Veterans of Foreign 
Wars of the United States. 


Soden is chairman of the 


VFW National Voice of De- 
mocritcy 
Committee 
and 
a 


member of Bensenville Tioga 
VFW Post 2149. 


On Saturday and Sunday he 


attended meetings on the va- 
rious programs of the VFW and 
also attended cloned briefings 
by government and civilian offi- 


cials on national and inter- 
national affairs. 


A GENERAL VFW meeting 


was scheduled for Monday. 


On Tuesday Soden appeared 


before the House Committee on 
Veterans 
Affairs 
with VFW 


Commander-in-Chief 
Richard 


W. Homan who outlined in de- 
tail the organization's legisla- 
tive proposals for 1969. 


T h e conference concluded 


Tuesday with the annual VFW 
Congressional Banquet held to 
honor members of Congress 
who served in the armed forces. 


Accompanied by an adult 


CHILD'S 
MEAL 


ALL OTHERS Vi PRICE 


Children's Selections 


LITTLE JACK HORNER STEAK 


29 


Child's 
size 
steak 


served with 
Ranch 


House Toast, French 
fried potatoes. 


CHICKEN LITTLE 


Three pitctt of chicken (a 
thigh and two wing dru- 


!, peach ga'nith. Ranch 


Houw Toast, French fried po- 
tatoei. 


Salad is not included with children'! portions 


BEVERAGES 


KFSI, TEiM OR ORANGE 
IS 


HOT CHOCOLATE 
„ 
15 


CHOCOLATE MILK 
15 


(mn.. 
„ 
_ 
is 


lUTTUMIlK 
~ 
15 


ME ALA *ODE 
CHEISI CAKE.. 
CHEESi CAKE WITH 


KI CRUM OR SHERIET 


Police Dog Work Part 
Of Open House Show 


Bensenville 


A demonstration by a police 


dog in the apprehension of 
criminals will highlight an open 
house Sunday from 2 to 5 p.m. 
at the Bensenville Animal Hos- 
pital, 1032 W. Irving Park Road. 


On display in conjunction with 


Veterinary Education Week in 
Illinois will be various breeds 
of dogs, cats, and exotic pets on 
loan from the Midwest Aqua- 
rium Co., Bensenville. 


The police dog demonstration 


at 2 will depict the actual work- 
ing conditions of the dog and 
how it is used in police work. 


AT 3:30 another demonstra- 


tion will be given in which the 
dog will show how it can stop a 
hold-up suspect. 


Officer 
Ted Clark of the 


Franklin Park police force will 
give both demonstrations. 


At 2:45 Dr. James Zabin will 


discuss career opportunities in 
veterinary medicine. At 3:15 
Peter Koch will give a lecture 
on animal restraint, handling of 
sick and injured animals, and 
the administration of medica- 
tion. 
, 


Dr. Joseph Kunzer will speak 


at 4 p.m., discussing various 
conditions in animals which are 
comparable to human ailments. 


A slide show of hospital 


procedures 
and surgical in- 


spections will also be presented. 


Barbara Graff 
529-4778 


COUNTRYSIDE 
AND 


CHURCHILL CAPERS 


Sincere condolences are ex- 


tended to the Mel Bubley family 
on the death of Mel's father. 


Donna, daughter of Mr. and 


Mrs. Robert Wishtischin of De- 
vonshire Lane, celebrated her 
12th birthday March 5 with her 
family. 


Jeffrey Alan, son of Mr. and 


Mrs. Ronald Persche, Devon- 
shire Lane, celebrated his first 
birthday Feb. 18 and Susan, 
daughter of Mr. and Mrs. Ed 
Green of Mayfield Lane, cele- 
brated her 14th birthday March 
6 with their families. 


Two candles were lit on the 


cake for Jeffrey, son of Mr. and 
Mrs. Philip Zeidman of Park- 
view, and four generations were 
represented at a family gather- 
ing Sunday in the Zeidman 
home in his honor. Among the 
guests were great-grandparents, 


Mr. and Mrs. Milton Menacher 
and Mrs. Sarah 
grandparents, Mr. 


Practice Teachers 
Return to Northern 


BASHFUL THE BASSETT receives an ear 
cleaning from Dr. James Zabin of Roselle at 


the Bensenville Animal Hospital. 


(Staff Photo)(Z 


Harriet Miller 
LA 9-2012 


Talk of the Town 


Dining Out? See the Billboard Pages 


Saturday evening Lawrence 


and Jennie Voyles of Washing- 
ton had dinner at Corrado's and 
then went on to a show, in cele- 
bration of Jennie's birthday. 


Although 6 feet tall and a ju- 


nior at Conant, Arnold, son of 
the Bernard Millers of Washing- 
ton Boulevard, only had 
4V4 


candles on his birthday cake 
this year. He was born Feb. 29 
and really was 17 Saturday 
night. He celebrated the eve- 
ning with his parents at Rand- 
hurst Cinema and then having 
pizza. 


Recently moving into the new 


apartments on Evanston were 
Tom Lenhart of Des Plaines 
and his bride, the former Con- 
nie Harper, daughter of Mr. and 
Mrs. Thomas Harper of Lafa- 
yette Lane. 


Karen Daly, daughter of the 


John Dalys of Willow, is busy 
shopping for a trousseau. April 


DID YOU KNOW THAT 


ENTHUSIASM and 
YOUR YOUNGSTER 


ARE THE 


GREATEST PALS GOING? 


In getting youngsters enthusiastic about music lessons, the 
main thing is to show them what they can accomplish in a 
hurry. That's why we stress the teaching method that ac- 
tually has them playing simple tunes right away, instead of 
starting with boring drills and exercises. 


Instead of long, non-productive practive sessions where your 
child sees no obvious accomplishment, this teaching method, 
with every 
lesson, puts the youngsters' newly-acquired 


knowledge to practical, thrilling use — playing real music. 


This ne* teaching method is so simple, so practical, so 
loaded with immediate results, your child will be wide-eyed 
with pleasure. 


Remember, if a child wants to play, he can play! Why not 
come in and find out all about it? 


ROSELLE SCHOOL OF MUSIC 


217 E. Irving Pk. Rd. 
LA 9-2031 


19 she will become the bride of 
PO 3.c Mike Karom of Great 
Lakes. 


Monday with an after school 
party for Larry Voyles, DavW 
Cecrle, Tom and David War- 


Another bride-to-be, Sharon i hack, Tim Berkley, 
Edward 


Metrick of Skokie, and 
her 


fiance, Al Feinberg of Chicago, 
were entertained Saturday night 
by her cousin, Barbara Isaac, 
of N. Olive, and her husband, 
Chuck, at a party in their home. 


KEITH, SON OF Larry and 


Barbara Excell of Ashland, cel- 
ebrated his 13th birthday Satur- 
day with Dave Damlich and 
Joey Weisz by seeing "Dave 
Major and the Minors" at the 
Sheraton O'Hare. 


This year Mary Ellen, daugh- 


ter of Eloise and Charles Young 
of Baxter, gave up having a 
party for her llth birthday, 
Feb. 11, and instead spent the 
day lunching and shopping with 
her mother at Golf Mill. 


Friday night Ellen, daughter 


of Walter and Ina Hines, was 
guest of honor at a surprise 
party hosted by Cris Atcher of 
Schaumburg. Ellen and her 


Ness, 
Jim 
Radous, 
George 


Theros and Casey Moore. 


Also celebrating her birthday 


this week was Wendy Woynich, 
daughter of Alex and Delores of 
Washington. 
Afternoon 
party 


guests were Sheryl and Jill 
Davis, Diane Schmidt, Kevin, 
Michelle and Kathy Brown and 
Mary McNally. Sunday her 
cousin, Tom Rossow, son of Mr. 
and Mrs. John Rossow of Mo- 
have, celebrated his birthday. 
His grandparents, Mr. and Mrs. 
George Rossow of Chicago, 
came for the day. 


ON MONDAY, Julie Groh, 


daughter of Jim and Mickey of 
Decatur, celebrated her third 
b i r t h d a y w i t h Ileene 
McCormack, Paula McVey, Ka- 
ren Fortney and Jim and Pa- 
muela Xaverais. While the chil- 
dren played, their mothers had 
their own Kaffee Klatsch. 


Practice Teachers 2-30 ital 8 


Five area residents, education 


majors at Northern Illinois Uni- 
versity, have returned to the 
campus after nine weeks of 
practice teaching in the north- 
ern Illinois area. 


Wins Bradley Degree 


Lana Nerkins, 353 N. Oak, 


Wood Dale, received a bachelor 
of science degree in the College 
of Liberal Arts and Science at 
Bradley University's recent mid 
y e a r 
commencement con- 


vocation. 
Engineering Degree 


Charles Orzehoskie, 938 Dan- 


iel Drive, Bensenville, was 
awarded a bachelor of science 
degree in civil engineering from 
Illinois Institute of Technology 
in recent commencement cere- 
monies. 
At NIU'S Taft Campus 


Jan Cunningham, daughter of 


Mr. and Mrs. L. E. Cunningham 
of 430 Walnut Lane, Elk Grove 
Village, is a member of a class 
of elementary education majors 
at Northern Illinois University 
which recently participated in a 
three-day science and nature 
study camp-out at the Lorado 
Taft campus at Oregon, 111. 


mother left Sunday for their! Edie, young daughter of Mr. 
new home in California. 
j a n d Mrs. Nick 
Mejia 
of 


Danny, son of Mr. and Mrs. j Douglas, is home from North- 


Frank Casurella of Glendale I west Community Hospital. 
Lane, had to postpone celebra- 
ting his 12th birthday, Feb. 24, 
due to a strep throat infection. 


Visiting Margie Richter of 


Baxter Friday was Jo Lebbin, 
former Washington Boulevard 
resident. 


Billie, son of Mr. and Mrs. 


William Baillie of Flagstaff, cel- 
ebrated his 12th birthday Feb. 
25 with his family. 


DOWN THE BLOCK, Kathy, 


daughter of Mr. and Mrs. B. A. 
Helmer, celebrated her birthday 
Feb. 24 with her family and 
fiance, James Lohff of May- 
wood Lane. 


Sheryl LeVine, daughter of 


Bernie and Cookie of Alcoa, had 
to cancel her birthday party be- 
cause of illness. Sunday she and 
her family drove to Chicago to 
visit her grandparents. While 
there, she had a birthday cake 
in honor of her seventh birth- 
day. 


Wally and Edna Paukstis of 


Washington Boulevard had a 
busy weekend. The water pipes 
leading to their house collapsed. 
To replace them, the yard, 
driveway and the street had to 
be dug up. After no water for 
two days, the household is slow- 
ly returning to normal. 


Delbert and Maxine Gilbert of 


N. Morton and their daughter 
Pam drove to Lafayette, Ind., 
for the weekend, to visit Mrs. 
Gilbert's uncle who is hospi- 
talized. 


Jeffrey Peters, son of Joseph 


and Gerri Peters of Washington, 
celebrated his eighth birthday 


Bob and Barbara Humphreys 


of Decatur had as house guests 
over the weekend, Bob's brother 
and family, the Arthur Humph- 
reys of Cincinnati. 


Monday evening Ron and Kay 


Xaverais of Decatur had as din- 
ner guests, in honor of the 
birthday of Mrs. Sills, Kay's 
mother of the same address, 
Kay's sisters and brothers and 
their families. 


Karen Callopy, daughter of 


Tom and CeCe, celebrated her 
birthday in their Alcoa home 
last week, when guests were 
Sheryl LeVine, Robin Rice, Lisa 
Donatelli, 
girlfriend, 
Laura 


Roberta Hubner, Susie Wymeul- 
ter and Sheryl Conley of Hano- 
ver Park. 


Last Saturday Tom and CeCe 


Callopy celebrated her natal 
day by driving to Chicago to see 
the play "Plaza Suite" and 
meeting the Joseph Conleys for 
a late supper at Around the 
Corner in Niles. 


Last week Roesia Gerstein, 


Carol Robinson and Daniel Stein 
participated in taping a TV quiz 
show, which will be presented 
on TV Tuesday, March 18, at 10 
p.m. 


Schmidt Is Assigned 


Army 
Spec. 
4 Arden 
L. 


Schmidt, 20, son of Mr. and 
Mrs. George E. Schmidt, 4N637 
Kingery Hwy., Bensenville, has 
been assigned to the 501st Ad- 
ministration Company at Ft. 
Hood, Tex., as a clerk. 


Rosanne Brezinski of 19W232 


Fullerton, Addison, taught at 
Chippewa School, 
Bensenville, 


while another Addison resident 
Barbara Wilson taught specia 
education at Littlejohn school 
She lives at 562 Valerie Lane. 


Bensenville resident Sharon 


A. Edgerton of 17W062 Second 
St. taught Spanish at Glenbard 
East, while Martha J. Judd of 
4 N 0 3 0 Church Road, Ben- 
senville, taught speech at Ley- 
den East. 


Karen Jean Grove of 515 N. 


Elm, Itasca, interned at John- 


son School in Bensenville. 


Pearlman; 
^ 
r 
and Mrs. 


jeonard Zeidman and Mr. and 
Mrs. Harold Kaplan, and aunts, 
uncles and cousins from Chi- 
cago and the Bernard Rafilson 
family of Hoffman Estates. 


FRIENDS 
AND 
neighbors 


recently said their farewells to 
Mr. and Mrs. James Decker 
and children, Michael, Gary, 
Karen and Diane, of Oabnont 
They have moved to Los Angel- 
es. 


Anniversary wishes go to Mr. 


and Mrs. Jules Swerdlow of 
Hassell Place, March 4, and to 
Mr. and Mrs. George Seaver, 
Hassell Court, who celebrated 
17 years March 1. 


Celebrating an 18th birthday 


in March is Nedd, son of Mr. 
and Mrs. Jerome Ross. 


Sherry, daughter of Mr. and 


Mrs. Richard Gilbert of Notting- 
ham, celebrated her ninth birth- 
day March 1 with several 
friends. 


Christened 
at St 
Mathew 


Church in Barrington was Kim- 
berly Mae, infant daughter of 
Mr. and Mrs. Wayne A. Din- 
schel of Kingsdale Road. At- 
tending the mass were her god- 
parents, Mr. and Mrs. Ron Zim- 
mer of Lake Zurich. After the 
christening, the family returned 
to the Dinschel home for dinner. 


New Bradley U. Grad 


Linda Elaine Murphy, 6N550 


Pine Ave., Bensenville, received 
a bachelor of arts degree in the 
College of Liberal Arts and Sci- 
nice at Bradley University's re- 
cent mid year commencement 
convocation. 


Complete 


DRY CLEANING 


SERVICE 


— Yovr choice of 


DROP-OFF or SELF-SERVICE 


at THRIFTY PRICES 


"OfEN 7 DAYS EVEUT WEEK" 


VILLAGE LAUNDROMAT 


3 Doori North of Gorjki't Food Fair 


MWM 894.2M4 
• 
132 MakiM ». 


ROSELLE 


Save '30.07 


COLDSPOT 16.6 CUBIC FOOT 
FROSTLESS REFRIGERATOR 


Sears 


All porcelain Interior 
Spacemaster Shelves. 
Rollers for Easy Movement 
Reversible Door 


WE SERVICE 


WHAT WE SELL 


Cun S«nfc» 


Y»»r 
A»li»«« 
r Vwi Uw 


•r; M«f* ta Ik* 
t'.$.A. Atk Vmr 
S«|CIB*B Ab««l 
San ftUlBlcuM* 


REG. 
319.95 


NOV 


'289.88 


ICEMAKER AND «OU]R8 
AVAILABLE AT EXTRA COST 


773-2000 


NO MONEY DOWN 


MI Sean Easy Fajrant Pla» 


SEARS, ROEBUCK.* CO. 
ITASCA 


920 W. Irving Park Rd. 


AMHJ PWI fAIKING 


Dialing 


Elk Grove Village 


Etbel K. Dupn 


I'ronzaga University. Spokane, 


W;ish . chase Tricia La Bahn, 
daughter of Pat nnd John La 
Bahn. 257 Parkchester Drive, to 
study abroad this year The his- 
tory and political science major 
spends many weekends away 
from studies in Florence. Italy 
on the ski sloptvs at Xertnnt. at 
the Matterhorn. Switzerland. A 
recent 
week, 
however, 
was 


spent in London, to be with her 


the Republican Womans Organi- 
zation of Elk Grove Township 
met at the home of their newly 
elected president, Dorothy Thu- 
11 n , 
540 
Landmeier Road, 


Wednesday evening for a spe- 
cial business meeting. 


BACK 
FROM 
A Colorado 


Springs vacation are Charles 
and Frances Eining, Ann and 
Jimmy, 
32 Woodcrest 
Lane. 


They 
staved 
with 
Charley's 


in- 


parents, there on H holiday. In- mother. Mrs. T. A Eining. but 
eluded in their sightseeing trips visited his four sisters and their 
were London Tower, art mu-1 families throughout the area, 
scums. St .lames Palace. Buck- 
ingham Palace and the Chang- 
ing of the Kuard ceremonies, 
Windsor Castle and Trafalgar 
Square. Famous eateries were 
also on their list 


Ann 
and 
Jimmy 
were 


troduced to their 18 cousins, Hospital 
most of whom they had never shay to 


HEmpstead 7-0140 


NBC to Hollywood, Calif., was 
also scheduled by Charley for a 
couple days, while the rest of 
his family remained in Colora- 
do 


Cindy De Orio, daughter of 


the William De Orios, 137 Crest, 
was guest of honor at a bridal 
shower given by Beth Jackson 
Friday night in her 330 Crest 
Ave. home. Co-hostess was Lois 
Swanson. A March 22 wedding 
is scheduled for Cindy and Rob- 
ert Fisano of Mount Prospect. 


Rosemary and Jim Sullivan of 


Bristol Lane recently welcomed 
15 brothers from St. Alexius 


met Garden of the Gods, Wood- 
land, Manitou, the Air Force 
Academy and other sites were 


Fourteen board members of i also visited. A business trip for 


Elk Grove Village 


Community Calendar 
» 


(Sponioreil by F.Ik Grove Village Junior Woman's Club) 


Mrs. Donald Varnpy 
437-1482 


Friday. March 7 


N W Suburban Chapter 1K8. Parents Without Partners, 8:15 p.m., 


Knights of Columbus Halt, 15 N. Hickory, Arlington Heights, 
338-24H5 for information. 


Monday. March 10 


The New Look Tops Club, 7 pm., St. Nicholas Church multi- 


purpose room. 1072 RidRe. 437-2573 for information. 


Kiwanis Club, 6.30 p m., Moitre d' Restaurant, 439-2982. 


Tuesday, March 11 


Tops Club, 7 p m , St. Nicholas Church multi-purpose room, 1072 


Ridge. 


Wednesday. March 12 


Junior Women's Club. 8 p m , public library. 
Chess Club. 7-8':m p m. beginners. 8:30 -10 p m. advanced, Lively 


Junior High School drafting room. 


Thursday. March 13 


Clearmont School P.T 0. general meeting, 8 p.m. 


Frlda). Saturday. Sunday, March 14-16 


Masque and Staff Dinner Theater play, "Harold," Green Tree 


Inn, BOO W Irving Park Road, Bensenville. March 14, 15 begin- 
ning at 7 p m . March IB, beginning at 6 p.m. Reservations at 
437-K707. between 4 and !) p.m. 


Monday, March 17 


New I/«)k Tops Club. 7 pm., St. Nicholas Church multi-purpose 


room. 1072 Ridge 


Tuesday. March 18 


Tops Club. 7 p m . St Nicholas Church multi-purpose room, 1072 


Kicljje 


Nurses Club, fl p m St. Alexius Hospital, 437-2490. 


Wrihmdny. March 19 


Amateur R-ulio Club. 8 p m , village hall, 437-2472 
Over •!!» Club, in a m . public library, 437-4164. 
Lions Club, K-'to p m.. Salt Creek Country Club, 437-0120. 
Chess Club, 7-8-30 p.m. beginners. 8:30-10 p.m. advanced, Lively 


.hinmr High School drafting room. 


Friday, March 21 


Northwest Suburban Chapter 168. Parents Without Partners, 8:15 


p m 
Knights "f Columbus Hall. 15 N. Hickory, Arlington 


Heights 35H-24«"i 


Monday. March 24 


New l/)ok Tops Club. 7 p.m . St. Nicholas Church multi-purpose 


room. 1072 Ridge, 437-2373 


Lutheran Church Women. Christus Victor Church, 8 p.m., 437- 


0277 


Kiwams Club, K•:«) p m.. Maitre d' Restaurant, 439-2982. 


Tuesday. March 25 


Tops Club, 7 p m . St. Nicholas Church multi-purpose room, 1072 


Ridge 


V F W Ladies Auxiliary to Post 9284, St Nicholas Church multi- 
purpose room. 1072 Ridge 


Wednesday. March 26 


Sundowners Campers Club, 8 p m . , public library LE 7-5365 or 


2mi-58H7 


Chess Club, 7-8 30 p.m. beginners, B'30-10 p.m. advanced, Lively 


Junior lliah School drafting room. 


Frida>. Saturday, Sunday, March 28-30 


Masque and Staff Dinner Theater piay, "Harold," Green Tree 


Inn. 800 W Irving Park Road, Bensenville. Friday and Satur- 
day 7 p m , Sunday, 6 p m . Reservations 437-8707 between 4 
and 9 p m . 


and 
their 


Father James 
home. Co-hosts 


were the Patrick Fosters and 
John La Bahns. 


M O R E THAN two dozen 


neighbors of John and Pat La 
Bahn arrived at the bon voyage 
sendoff party given for them by 
the Jim Sullivans, prior to their 
flight to England. The La Bahns 
arrived back in the States last 
week. 


Since 
the 
Dan 
Pomeroys, 


Kathie and Brad moved from 
1221 Hemlock Drive to 20 Hast- 
ings Lane two weeks ago, much 
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mother died suddenly in North- 
west Hospital; Almeda Pome- 
roy was a Barrington resident. 


one another. 


Sunshine Club members met 


at Florence Hintze's 901 Vic- 


Then from Round Bay, Md., j toria Lane home Thursday, 
came Mrs. Pomeroy's mother, 
Helene Herriman, to visit the 
family. 


The wedding of a nephew, Mi- 


chael Williams, to Sharon Ha- 


Dall 
and 
daughter, 


507 Briarwood. They 


g e r 
at Danforth Chapel at the 


University 
of Kansas, Law- 


rence, prompted the trip for 
Earlein 
Wendy, 
stopped en route to pick up her 
son, Clay, and his fiancee, Gin- 
ny Sellers, Illinois State Univer- 
sity at Normal. 
Earlein and 


Wendy spent a night at Normal 
v i s i t i n g 
the Bloomington 


campus the next day, before re- 
turning home. 


A NINTH birthday party for 


Jay, son of the Jim Robertsons, 
152 Essex Road, in February in- 
e l u d e d 
grandparents, 
the 


Charles McGills of Chicago and 
the James Robertsons of Glen- 
view, plus the Clarence McGills 


WHEN THE Gordon Gronerts 


spent the weekend here, they 
and their son, Kevin, stayed 
with former neighbors, Jim and 
Lynn 
Young, 43 Evergreen; 


and Frank Coveys of Chicago.; Rassas. Godparents chosen 
An aunt and uncle, the Harry 
Au Buchons of Drexel Hills, 
Pa., were there, too. 


From Wind Lake, Wis., came 


the Bob Domroes family to visit 
the Robert Schnells, 831 Oakton. 


Catherine and Jack Pfeiffer, 


former 
neighbors on Forest 


Lane of Art and Loretta Kling, 
moved to St. Petersburg, Fla., 
several years ago and now find 
themselves again being able to 
visit frequently with the Klings. 


has happened. Mr. Pomeroy's I They live within five miles of 


their daughters, Krista and Ka- 
ren, were overnight guests of 
the Ed Youngquists, next door. 
A combined dinner party was 
held at the Young home Satur- 
day night. The Youngquists en- 
tertained the group Sunday. 


John and Pat Umbs of Sum- 


mit, N.J. were welcomed by the 
Bob Dunns, 34 Woodcrest Lane. 
There was a party at the Mar- 
riott Motel on Saturday 
and 


Sunday plans were for dinner at 
the Playboy Club in Lake Gen- 
eva. 


Lisa Christine, daughter of 


Ronald and Angela Waidanz, 
204 Landmeier, was baptized Li 
Queen of the Rosary Church on 


J. 
to 


attend were Ray Powers, Palos 
Heights, and Katherine Bacon 
from Green Bay. Grandparents 
in attendance were the Irwon 
Waidanzes of Mount Prospect 
a n d 
the 
Andrew 
Pickerts, 


Franklin Park. A dinner party 
in the Waidanz home followed 
church ceremonies. The Wai- 
danzes are recent newcomers to 
Elk Grove Village from Frank- 
lin Park. 


ALSO BAPTIZED in Queen of 


Feb. 23 by Father George 


New Marines Finish 
Recruit Training 


Two Elk Grove Village ma- 


rines recently completed recruit 
training at the Marine Corps re- 
cruit depot at San Diego, Calif. 


They are Pvt. Larry J. Law- 


ler, son of Mr. and Mrs. Wil- 
liam G. Lawler of 934 Wilshire 
Ave., and Pvt. Daniel M. Wag- 
ner, son of Mr. and Mrs. Joseph 
R. Wagner of 391 Laurel St. 


Lundgren In Virginia 


Aviation Machinist Mate How- 


ard C. Lundgren Jr., son of Mr. 
and Mrs. Howard C. Lundgren 
of 245 Ctearmont Drive, 
Elk 


Grove Village, is serving with 
Fleet Composite Squadron Four 
at 
the 
Naval 
Air 
Station 


Oceana, Virginia Beach, Va. 


The squadron provides jet air- 


craft services to Atlantic Fleet 
units. 
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PVT. WAGNER PVT. LAWLER 


by Father George Rassas was 
Gina, daughter of Mr. and Mrs. 
Phillip Palmisano, 1316 Carlisle 
Ave. Julia and Julio Merandola, 
Berkley, 111., served as godpa- 
rents. Participating in church 
ceremonies and invited to the 
dinner party later at the Palm- 
isano home were grandparents, 
the Joseph Palmisanos of Villa 
Park and the Ralph Spizzirris, 
Chicago. Aunts and uncles also 
arrived from Chicago and sub- 
urbs. 


Doris and Walter Menard, 


1240 Cypress Lane, with their 
son and family, the Walter Men- 
ards, River Forest, spent the I 
weekend in Toulon, 111., for the] 
christening 
of 
their 
grand- 


daughter, 
Renee 
Jacquelyn, 


daughter of Doris and Ronald 
Smith. 


York Theater 


TE 4-0675 


1 SO N, York St. 
Elmhurst 


For Further Information 


Coll 834-0676 after 1:30 p.m. 


March 7 thru March 13 


"THE IMPOSSIBLE YEARS" 


Starring: David Nivtn ft Lola Albright 


3-05-640- 10:15 


-plus- 


"HOT MILLIONS" 


Starring: Peter Ustinov & B*b Ntwhart 


MO- 4-45-8-20 


Lots of Protein 


Fish is the staple of the 


the Rosary Church on Feb. 23 Portuguese diet. 


SAT. & SUN. ONLY! KIDDIE MATINEE 
"TOM THUMB" 
All Seats 


"BIG BAD WOLF" 
75' 


COMPLETE SHOW 12 15 & 2.20 


Theater Cleared 4:40 P M., Regular Show 4-45 P.M. 


SALE ON ALL 69's 


ALL MODELS 


A-1 USED CARS 


1968 Pontiac GTO 


4 spe<?d positraction, radio, chrome wheels 
wide ova'* tach 


$259 


DOWN 


CASH OR TRADE 


1966 Chevrolet SS Conv. 196 1967 Pontiac Catalina. < o, 


4 io-*H D"»*' *'••' "a DO*.*' b'Qktv 
M T 
Automat* Iranimmion powtr ll«r 


pr.«>r wioHo* *M ff* v*'r»ot»o«>ir fir* 
>"n powffr brokvt radio, whittwalU full 


*to"p 500 4 o'v '"•* ""iron" b'rtck top 
whcpl duct tintfd qlau, air conditioning 


•295 DOWN *- 
,229S 


1967 L« Mont Conv. *uiam>i«- 


Mn. now bkKt'on 
1968 Pontiac 
BonrMviN*. 


'299 DOWN 
J(1' HI »»>omol« Ironirmiiion. po»«r 
Mv*'inn powpr b'aht\ radio whitewalU. 


_ ^ 
_ 
full wh«*l rt>\t\ (.ni^d o'ost vinyl top. oir 
1967 Comoro Conv. i?'no 
,ond,,,on,,q „,„„blacktop 


«K.t^ blnrb t^p 
9295 


' 29 S DOWN 


196S Pontia, tonn.viM. ^6* *£**£, *£- £, 


MffMrnmion 
power 


* 
OOwe' window* 


» b'o'k too 
*29SoowN 


rttdto whir*walt^ lull wht«l d>ttt, 
qlau 
vinyl fop. V8. Oir condi 


q oc'd, block fop 


•189S 


DAVIS PONTIAC 


420 N. YORK RD. 
IN ELMHURST 
TE 2-6181 


OD^" Monday thru Friday 9 a m to 9 p m 


Saturday 9am to 5 p m • Opm Sunday 12 noon to S p m 


Do you bank here, there and everywhere? 


Roselle State Bank can provide every 
banking service you'll ever need. It's con' 
venient and an orderly way to do business. 


Roselle State Bank 


106 E. Irving Park Rd., Roselle, III., Phone: 529-2421. Member PDIC 


PAttK FOLK 
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Bank, Village in Embezzlement Debate 


A mud-slinging legalistic de- . attempting to prove in court 


had- hiis erupted between Ben- ' that "incompetency" 
in the 


scnville and a Chicago bank in ' 
thi \ illagu's efforts to recover 
funds embezzled by former vil- 
la«e treasurer Harold Keeling. 


A c c u s a t i o n s 
of 
"in- 


competence" ha\e been hurled 
by both sides in the civil suit 
which grows more complicated 
each t'me it hits the courtroom. 


The suit, filed in November 


Bensenville Village Hall enabled 
Keeling "to carry out his fraud 
and forgery." 


This charge was made last 


Nov 13 in answer to a Nov. 12 
charge by Bensenville's attor- 
neys that Harris Bank was guil- 
ty of "shocking abandonment of 
elementary care in the pre- 
servation of public funds 


19H«. now has been taken off the | Harris is represented by the 
March jury trial calendar by Chicago law firm of Chapman 
Circuit Judge Bert Rathje and ' and Cutler, 
is rescheduled tentatively for | BENSENVILLE'S 
attorneys 


M-i> 
| also charged that Harris Bank 


Additional delay,-, 
however, "was guilty of willful and want- 


are expected as Bensenville at- j on misconduct in paying any 
tempts 
to 
recover the 
full! one of the three checks in ques- 


amount of $6H.01M 70 it alleges j tion." 
was taken by Ktvling between ( 
The three checks in question 


1%1 and 19B5 
were state sales tax receipts 


KKELIMi. 


McLean St . 
con\ icted in 


now 61. of 316 
Bensenville. 
was 


October. 
19H6 of 


that Keeling, as village treas- 
urer, deposited in a Water- 
works and Sewerage System 


embtv./lmit $:t1.7ll 55 in village I Bond Construction Fund at Har- nances. 


deposited a check for $7,632.84 
at Harris and on May 21, 1964, 
withdrew the same 
amount 


from Harris and deposited it in 
Elgin. 


-On 
April 30, 1965, Keeling 


deposited a check for $12,855.76 
at Harris and on May 6, 1965, 
withdrew 
the same amount 


rrom Harris and deposited it in 
Elgin. 


—On Aug. 15, 1965, Keeling 


deposited a check for $11,252.95 
at Harrio and on Aug. 24, 1965. 
withdrew the same 
amount 


from Harris and deposited it in 
Elgin. 


In the Nov. 12 brief filed by 


Bensenville's attorneys in the 
case, Francis Riley of the Chi- 
c a g o firm of Adamowski, 
Newey and Riley, and William 
Redmond, village attorney, Ben- 
senville "denies that it did not 
at all times exercise due care" 
in the handling of village fi- 


funds in 


He sevxed two yours of a one- 


to five >ear sentence at Illinois 
State Penitentiary in Joliet. 


He was paroled last Nov 24 


and currently is reported to be 


IMS. 


Using checks from the rear of 


the village checkbook, Keeling 
then withdrew similar amounts 
from Harris and deposited the 
checks in his personal or busi- 
ness accounts at the First 
tional Bank of Elgin. 


Na- 
workmu .it an auto agency m 
LaGranize Park 


Hams 


Bank of 
Rensenullp is seeking to recov- < hold Harris Bank liable took 
IT the $31 741 .M which Keeling ' place on the following dates: 
pleaded i:uill> to embalms, us 
—ON MAY 1, 1964, Keeling 


Trust 
and 
Savings] The transactions for which 


Chicago, from whom | Bensenville is attempting to 


Riley and Redmond charged, 


instead, 
that 
Harris should 


never have made the construc- 
tion bond fund, "a limited and 
special account," available to 
Keeling as village treasurer. 


THE BANK retorted that the 


village never gave Harris notice 
of any limitations or special 
conditions with respect to the 
account, 
checking 
said. 


It 
was 


account, 


a 
general 


the bank 


Bensenville attorneys then as- 


serted that Harris Bank had 
been "alerted to the fact that 
one check was a blatant (al- 
leged) forgery and yet was 
paid." 


The bank replied that when 


Harris officials asked Village 
Clerk Herbert Dierking whether 
he had signed check number 
395, Dierking said he would 
have Keeling call Harris to tell 
the bank whether the check 
should be paid. 


"The Village of Bensenville," 


t h e 
bank 
accused, 
"acting 


through its agent and village 
clerk Herbert Dierking, thus 
misled the Harris Bank into be- 
lieving that the signature of 
Herbert 
Dierking 
on check 


number 395 was authorized and 
made it possible for Harold F. 
Keeling to carry out his fraud 
and (alleged) forgery." 


BENSENVILLE 
further 


charged that Harris asked "the 
very person who committed tht- 
(alleged) forgery to confirm the 
signatures on the check by a 
form which invited a repeated 
(alleged) forgery." 


To this Harris replied curtly 


that a letter sent to the village 
requesting Dierking to confirm 
his signature on the check was 
delivered by village employes 
not to Dierking but to Keeling, 
who allegedly forged Dierking's 


1 signature of confirmation. 


Harris virtually ignored a fi- 


nal accusation by Bensenville 
that the bank paid a check with- 
out a sufficient number of sig- 
natures on it. The check was 
signed by Keeling, who alleged- 
ly forged Dierking's signature. 


WHEN KEELING, represent- 


ed 
by 
Alfred 
Woodward of 


Wheaton, pleaded guilty in Sep- 
tember, 1966 to three counts 
each of grand theft and official 
misconduct, six counts of forg- 
ery were dropped by prose- 


cuting attorney Mrs. Helen Kin- 
ney in DuPage County Circuit 
Court. 


Keeling, village treasurer in 


Bensenville for 18 years and 
F e n t o n (Bensenvi lie) High 
School board member for 17 
years, of which six were served 
as president, was arrested Feb. 
12, 1966, by local authorities af- 
ter village officials discovered 
the then apparent embezzle- 
ment. 


Code Bans Use 
Of Chemicals 


ItiiMcn 
be requested of the village for 


Third Party Files Complaint 


An nnllitmii'K prohibiting the 


in HIP iiM|>llciitlon o) 


mi vlllnni« |»'0|H>rty 


WIIN approved Tiii'wliiy hy 
I he 


Ilii.scn VllliiK"' Ilimnl 


flrslrlc'llnim Nd 
fnilh In Ihe 


codo HIV dlrre'lrd pilnrlpnlly to 
persons or flrnm where they 
have sprnyod or applied chem- 
icals to nnd on village; owned 
streets, shrubs, and vegetation, 
without prior authority from the 
village. 


According to the provisions of 


the ordinances, the preventive 
measures called for prohibiting 
"double spraying," to 
offset 


possible injury to trees and 
shrubs, including wildlife. 


HOWEVER, permission may 


Attorney- for Harold Keeling, 


former village treasurer, have 
until March 3> to file an answer 
or otherwise respond to a Third 
Party Complaint filed Feb. 20 in 
Bensenville's suit to recover 
enibewlecl village funds 


The Third Party Complaint 


wa< filed In Amherg and La- 
bar. attorneys for Fidelity and 
Casualty Co. of New 
York, 


bonding company who held an 
insurance bond on Keeling when 
he served as village treasurer. 


Bensenville 
filed 
suit 
in 


falling to detect errors in vil- 
lage bookkeeping, and from Fi- 
delity as a legitimate insurance 
claim 


The village also seeks another 


$15,000 from Fidelity, represent- 
ing the amount paid by the vil- 
lage to bond Keeling. 


HARRIS TRUST and Savings 


Bank of Chicago is sued in the 
same action for $31,741.55, the 
sum Keeling admitted embezzl- 
ing from the village prior to his 
October 
1966 conviction 
and 


prison sentence. 


The bank is charged with per- 


which has served Bensenville i 
ALSO PENDING in the Ben- 


! milling Keeling to 
Nmember I9HK to recover S6B. 
»<H "o from Keeling, from vil-1 proper withdrawals from 
laKi- auditors Raymond Blunt, lage checking account, 
and Associates of Chicago for I 
T h e Blunt auditing 


make im- 


a vil- 


since 1947, reportedly was hired 
originally on the recommenda- 
tion of then newly-elected Vil- 
lage Clerk Herbert Dierking. 


Fidelity claims in its Third 


Party Complaint that Keeling 
was "guilty of fraudulent and 
dishonest acts as the con- 
sequences of which (the bonding 
firm) is liable to the plaintiff 
(Bensenville). . ." 


Fidelity further alleges that 


Keeling should be liable for all 
claims of the plaintiff, and asks 
that, if Bensenville wins a judg- 
ment against Keeling, Fidelity 
| wants to be granted the same 


firm, i judgment. 


senville vs. Keeling case is a 
contested order granted in Sep- 
tember 1967 by Associate Cir- 
cuit Judge William Guild that 
Mrs. Helen Keeling be named 
as an additional party defend- 
ant. 


Keeling allegedly has liquida- 


ted some of his holdings since 
his conviction, and transferred 
others to his wife's name. 


He had been owner of two 


gift-stationery stores, one in 
Bensenville and one in Elgin. 
He also had owned his home in 
Bensenville. 


'Suspicious Auto' 
Leads to Arrests 


Two burglary suspects were Corky Ely. and Mario Cichocki, 


a r r e s t e d early Wednesday | alias Frank Diamond. Both list 
morning 
following an initial | several Chicago residences. 


Initially charged with posses- 


sion of burglary tools, the in- 
vestigation 
by 
officers 
Ray 


Marinec. William Kohnke and 
Jon Scharpenter soon led to the 
c ' i s c o v e r y that Garcia was 
wanted in connection with an 
October burglary in the village, 
and Cichocki was identified as 
his alleged accomplice. 


Garcia, under indictment for 


the Oct. 12 burglary of the Hi- 
Low Food Store, Elk Grove Vil- 
lage, was sent to Cook County 
Jail after he was unable to post 
$20,000 bond. 


CICHOCKI could not make 


bond 
of 
$25,000, 
has 
been 


charged with burglary, and is 
also confined in Cook County 
Jail. 


Investigation of the matter is 


continuing. 


The pair were found parked 


on Devon Avenue about 200 feet 


complaint of a suspicious auto I 
in Elk ('trove Village 


Investigating 
village 
police 


apprehended Tony Garcia, alias 


Charge Man 
With Murder 
Ot His Wile 


The operator of the 
Snack 


Time Restaurant, 270 N. Illinois 
IB. Elmhurst. was charged by 
Chicago police Tuesday with the 
murder of his wife. 


John Bitakis, 35. of Chicago, 


surrendered to police after the 
body of his 30-year-old wife. Eu- 
genia, was found Tuesday in 
her father's home in Chicago. 


Police reported she died of 


gunshot wounds in the back. 


west of Ridge at 2:30 Wednes- 
day morning, and when police 
asked what they were doing be- 
came evasive, police said. 


Further investigation revealed 


a variety of burglary tools in 
the car, registered to Frank 
Diamond, as well as $22.50 in 
small coins and Armored Ex- 
press Corp. coin wrappers, po- 
lice said. 


They were arrested, and fur- 


ther investigation led to the dis- 
covery that Garcia had jumped 
bail and was under indictment 
for burglary by the Cook County 
Grand Jury, according to po- 
lice. 


LATER, CICHOCKI was iden- 


tified as the man who escaped 
when police captured Garcia af- 
ter the October burglary in Elk 
Grove. 


Both have previous arrest 


r e c o r d s , and Cichocki had 
served three years in prison for 
the attempted murder of a Chi- 
cago policeman. 


Juvenile 
Detention 
Probed 


Teachers in north Elmhurst 


recently voted to investigate 
what the DuPage County board 
has done toward building and 
administering a juvenile deten- 
tion home. 


DuPage County has no facil- 


ities for juveniles and is forced 
to use the facilities of other 


A motion to dismiss the com- j counties or the DuPage County 


plaint 
against 
Mrs. Keeling' jail. 


came up for a Feb. 7 hearing, I Val Beck, a teacher, told 
and was rescheduled for Feb. 211 members of Churchville Ele- 
before 
Circuit Judge Philip 1 mentary School Dist. 3's educa- 


tion association that many chil- 
dren in legal trouble are held in 
the county jail at Wheaton until 
time of their court hearings, 
possibly several weeks. 


TEACHERS expressed objec- 


tions to having young teenagers 
confined in the same area with 
adult inmates for long periods 
of time. They called it a "de- 
plorable situation." 


The DuPage County board 


recently indicated that juvenile 
detention facilities will be con- 
structed near Wheaton. Ground- 
breaking is tentatively sched- 
uled for Sept. 1. 


Suspended Again 


Wood Dale 


Wood Dale Patrolman Robert 


Sample, 27, was suspended from 
the force for five days begin- 
ning Saturday by Police Chief 


; Locke. 


The court action did not ap- 


pear in public court records 


1 that day, nor is any trace of it 
available in the DuPage County 


I Courthourse. 


! 
IN A F U R T H E R com- 


•plication, Locke has ordered 
that bank records involved in 
Keeling's financial transactions 
need not be produced except as 
they show balances "from time 
to time on deposits" in each 
Keeling account. 


It had been hoped that per- 


sonal checking account records 
would confirm additional trans- 
actions by Keeling. 


Attorneys for Bensenville par- 


ticularly want the bank records 
of the First National Bank of 
Elgin and Elmhurst National 
Bank examined. 


Harris Bank reportedly com- 


plied with the original subpoena 
for all records pertaining to the 
case. 


The civil suit originally was 


scheduled to go to trial last 
November, but Keeling had not 
yet been released from Illinois 
State Penitentiary in Joliet. 


C h i e f Judge Bert Rathje 


moved the trial date to this- 
month, and later advanced it to 
May. 


spraying 
and 


chemicals by 


application 
individuals 


Jack McGann. 


McGann said 
Sgt. Edward 


Bids To Be Let in Spring 
For Widening of York Rd. 


Bensenville 
NORTH OF Memorial, York 


Bids are expected to be let this spring for the widening of I is not scheduled to be widened. 


York Knad from Memorial Road south to Interstate !)». 
stretch from Hensenville to north Elmhurst. 


Construction is scheduled to begin during the summer months 


a 2 7-mile I However, improvements are un- 


der consideration by village of- 


and In-l for about four months, according to Ronald A. 
DuPngi' County superintendent of highways. 


The SI it-million project repre- 
- 
- 


sents a |omt effort by the vil- 
lage. count\. state, and federal 
government 


TIIK I'KOJKCT includes wid 


enmg of the two-lane highway 


Dold, 


to four I'J foot lanes, a four-foot 


manually operated school cross- 
i n g 
signal 
near 
Chippewa 


School 


Dold 
said 
the 
engineering 


plans for the project are being 
completed by the state highway 


w i d e . 
I ' -inch-high 
rumble I department in Elgin. 


strip, curbs nutters, and storm 
He added that negotiations 


sewers 
j are still under way for obtain- 


In addition there will be a 


raised barrier for channel and 
left turn limes at York Road 
and Grand Avenue 


A traffic control signal will l>e 


installed tit York ami Memorial. 
Dold said, replacing the present 


ing the right-of-way. 


"Seventy-seven per 
cent of 


the right-of-way has been ob- 
tained." Dold said. 


County officials are seeking a 


right-of-way of from 80 to 100 
feet. 


ficials, if financial help from 
the county and state can be ob- 
tained. 


Mrs. Mildred Richter, village 


trustee, said this is the only 
way the roadway could be im- 
proved this year. 


Mrs. Richter said York Road 


should be improved north of 
Memorial and that she would 
like to see it done at the same 
time it is being widened south 
of Memorial. 


It is a "top priority" item, 


she said, but the village does 
not have the funds to finance 
the project by itself. 


Last March 21 the village 


board approved by a 5-to-l vote 
an agreement with the county 


calling for the widening of York 
south of Memorial. 


The board opposed the widen- 


ing of York Road north of Me- 
morial because residents ob- 
jected to having trees and park- 
ways removed with the road- 
way coming closer to their 
homes. 


COUNTY AND state highway 


officials insisted that a median 
strip accompany any widening 
project. This was necessary if 
federal and state funds were to 
be obtained. 


The Bensenville board dis- 


approved of the median strip 
and thus relinquished the pros- 
pect of obtaining federal and 
state aid for widening York. 


Now, according to Mrs. Tich- 


ter, aid may be sought for the 
improvement of York, but not 
for its widening. 


Windle allegedly found Sample 
sleeping Feb. 27 at 5:30 a.m. 
while in a squad car on Irving 
Park Road near Wood Dale 
Road. 


McGann said Sample denies 


the charge. 


Last fall Sample was sus- 


pended 30 days for allegedly 
sleeping on duty. 
Obituaries 


John P. Meagher 


John P. Meagher, 76, died 


Tuesday in DuPage County Me- 
morial Hospital, Elmhurst. 


He was born Oct. 15, 1892, in 


McComb, Miss., and lived at 
4N619 Church Road in Ben- 
senville. 


Visitation is today at Geils 


Funeral Home, 180 S. York 
Road, Bensenville. Funeral ser- 
vices will be held tomorrow at 
10:30 a.m. from the funeral 
home to St. Alexis Catholic 
Church in Bensenville, for 11 
a.m. mass. Interment will be at 
St. Joseph 
Cemetery, River 


Grove. 


Surviving 
are 
his 
widow, 


Irona; two daughters, Mrs. Vir- 
ginia Davies of Bensenville, and 
Mrs. Alice Furlan of Harwood 


firms on village property. The 
Ixmrd of trustees may then act 
on the request for possible ap- 
proval. 


Requests to the village board 


must contain statements con- 
cerning the area and place, the 
chemical to be used and in what 
proportion. 


Other information to be pro- 


vided would explain the type 
and manner of application or 
spraying, who will conduct the 
operation, 
and the 
proposed 


date of the operation. 


Violators of the ordinance are 


subject to a fine of not less than 
$25 or more than $100. 


IN PRESENTING the ordi- 


n a n c e to board 
members, 


Trustee Roy Johnson said the 
village will continue to spray 
trees '"but not committed to 
what chemical the village will 
use." 


Johnson's comment reflected 


a recent plea by Itasca resident 
Watson Tucker for the village to 
ban the use of DDT as a pesti- 
cide in spraying diseased elms 
in the village. 


Parks Work 
At Spreading 
Word on Vote 


Roselle Park District is con- 


tinuing its month-long effort to 
meet with civic organizations to 
explain details of a referendum 
slated for a vote March 29. 


The park board will meet 


with the Roselle 
Taxpayers 


League March 14, Roselle Meth- 
odist Women's Society March 19 
and American Legion Women's 
Auxiliary March 18. 


THE BOARD will also meet 


with the Chamber of Commerce 
at a luncheon on March 18. 


"Any group that would like a 


personal presentation can call 
the park district office," Paul 
Derda, park director, said. 


The ballots for the regular 


park district elections and the 
special $400,000 referendmu are 
being printed separately. 


The vote, if passed, would al- 


low extensive improvements at 
two parks including construc- 
tion of a swimming pool. 


Charge 3 With 
Theft of Auto 


Three Elgin youths ages 14 


and 15, were arrested early 
Tuesday on charges of stealing 
car from Itasca the night be- 
fore. 


No damage was reported to 


the car. 


The three were reported as 


runaways Monday and, when 


18 Protest 
R-4 Zoning 


Bensenville 


Eighteen residents on Diana 


Court in Bensenville are pro- 
testing 
R-4 (multiple-family) 


zoning and annexation of 4.9 
acres to the village. 


The homeowners are object- 


ing to apartment buildings lo- 
cated near their single-family 
dwellings north of Diana Court 
and near Addison creek. 


Bensenville 
builder 
Ralph 


Cantrell has sought zoning and 
annexation of the unincorpo- 
rated tract south of George 
Street. 


A PUBLIC hearing was held 


Jan. 24 before the zoning board 
of appeals. As yet no recom- 
mendation has been made to 
the village board. 


The zoning board is allowed 


90 days to make a decision. 


A letter of protest to Eugene 


Sullivan, chairman of the zoning 
board, states: 


"Not being aware that public 


hearings were being held on 
this matter, we therefore wish 
to go on record at this time that 
we are opposed to any zoning 
other than single-family dwell- 
ings in our neighborhood. 


"One of the motivating fac- 


tors in our decision to build our 
homes in this area was the 
'single-family' pattern that ex- 
isted. 


"Any multiple dwelling con- 


struction would certainly sub- 
stantially alter the residential 
nature of our neighborhood. We 
further feel a corresponding re- 
duction in our property values 
would occur." 


Several of the residents met 


last Saturday with village offi- 
cials to discuss sewer problems, 
land filling operations in Brent- 
wood East (being constructed 
by Cantrell) and the 
section 


north of Diana Court, south of 
George Street. 


Juvenile Rights- 


(Continued from Page 1) 


control these potential men of 
crime in their youth," he said, 
"rehabilitation can start in a 
detention home." 


FOUR OUT of five crimes in 


this nation are committed by 
repeating criminals, he added. 


Simple talk, education, recre- 


ation, and professional care can 
be enough to help many youth 
offenders back to normal way 
of life, he said. 


i 


Wood Dale Beat 


Safety Facts 
On Sidewalks 


were questioned 
lice. 
by Elgin po- 


During the conversation, one 


youth admitted stealing a car 
from Itasca, police said. 


The 1965 Chevrolet four-door 


had been taken from 204 W. Ir- 
ving Park Road. 


"Keys were left in the car," 


Itasca Police Sgt. Peter Ander- 


Deaths Elsewhere 


Donald L. Bach, 51, of Whea- 


ton, died suddenly Feb. 21, in 
Central DuPage Hospital, Win- 
field. Funeral services were 
held Feb. 24, at the Wheaton 
Evangelical Free Church in 
Wheaton. The Rev 
LaReau 


ThorwaU officiated. Interment 
was at Memory Gardens Ceme- 
tery in Arlington Heights. Sur- 
viving are his widow, Doris; 
three daughters. 
Carolyn at 


Heights, 111.; four sons. Tom of | home, Mrs. Virginia Sandsmark 
Tampa, Fla., Jack of Jackson 
ville, Fla., Robert and Henry, 
both of Bensenville; 14 grand- 
c h i l d r e n 
c h i l d r e n 


17 great-grand- 


of Wilmette, and Annette Bach 
of Chicago; two sons, Marvin 
and Donald at home; his moth- 
er, Mrs. Martha Bach of Arling- 


a sister, Maggie j ton Heights; two sisters, Mrs. 


Rausa of Serttle, Wash.; three 
brothers, Harry Rausa and Nick 
Rausa, both of Chicago, and 
Frank Rausa of Hartsville, Ala. 


Dorothy Carleston of Dundee, 
and Mrs. Marlyn Culton of 
Springfield, Mo.; and a brother, 
Harold Bach of Elgin. 


by SYD JAMIESON 


The Wood Dale Council recently was criticized by irate resi- 


dents for proposing a sidewalk tax program geared to combating 
hazardous walking conditions on main arterial streets. 


The council proposed that sidewalks be put in sections off 


Addison Road, Wood Dale Road, Irving Park Road, and Com- 
mercial Street. 


Criticism was not against the intent behind the proposed proj- 


ect, but against the fact that only certain streets were designated 


for sidewalks. 


The council was advised to shelve the wid- 


ening project for Wood Dale and Irving Park 
roads in favor of sidewalk construction through- 
out the entire village. 


IN ALL FAIRNESS to the council, the side- 


walk tax program was a step to alleviate past 
criticism for the lack of sidewalks and the dan- 
gers school children have by walking along 
roadways. 


JAMIESON 
When talking about sidewalks, safety statis- 


tics should be used in making any judgments. 


Jack McGann, police chief, reported that in 1965 there were 


138 traffic accidents in Wood Dale. Out of this total, one 16-year- 
old was injured at 157 N. Addison Road. 


In 1966, out of 176 accidents, there were seven children in- 


jured, and a 64-year-old pedestrian. Of the seven injured children, 
two were riding bicycles. One ran against a traffic light at Wood 
Dale and Irving Park and another 5-year-old riding a bike was hit 
at Wood Dale and Montrose Avenue. 


A 14-year-old student was also hit that same year while riding 


a bicycle on Addison Road south of Gilbert Drive; a 13-year-old 
was injured by a hit and run driver on Commercial and Oak 
streets, and in the 300 block of Hemlock Avenue another teenager 
ran into the path of a motor vehicle. 


POLICE RECORDS show there were three injured children, 


all 10 years of age, who were riding bicycles in 1967. 


Again in 1968 three more children were added to the list of 


traffic accidents by Wood Dale police. These included a 6-year-old 
crossing Irving Park at Catalpa Ave. who was catching a school 
bus. 


In Roy Oaks subdivision, which does not have sidewalks, a 


girl was struck by a passing motorist. That same year a 13-year- 
old girl was hit by a passing vehicle on Walnut Ave. and Com- 
mercial while walking with her back turned to traffic. 


For this four-year-period, out of 711 traffic accidents reported 


by police, 14 children were injured. Fortunately none were fatali- 
ties. 


As for the first two months of 1969, police records reveal 43 


accidents to date with one being listed for a 10-year-old girl. She 
was injured by a motorist while crossing Wood Dale and Division 
Street. 


The proposed sidewalk tax program offered by the village 


council at least is a start to alleviate a pressing problem. Un- 
doubtedly the council has hopes in the future for a complete 
sidewalk program. 


AT THE SAME TIME it is bugged continually for help in 


stemming the perennial traffic bottleneck for motorists at the 
intersection of Wood Dale and Irving Park. 


You can't do everything in a day and both the sidewalk and 


the widening projects are recognized as priority items. 


Each in its own way requires a considerable outlay of village 


funds, recognizing that the widening program will be financed 
predominantly in the beginning from motor fuel tax funds (MFT). 


It is true that Mr. taxpayer will have to foot part of the cost 


for the sidewalk project — on his own or under a sidewalk tax. 


The fact* At residents indicated they had no objection to a 


50-50 share of 'he cost for a community-wide sidewalk project is 
in itself commenu^ble. 


BUT WHERE DO you draw the line? 
Like Comr. Dino Janis commented at a recent council meet- 


ing when confronted by a packed house of property -owners - 
' The only time we have an audience like this is when something 
happens that affects the residents. Then it's damned if we do and 
damned if we don't." 


Sometimes you just can't win for trying! 
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By JOSEPH W. GRIGG 


Sixth ID A Series 


LONDON (UPI)-An Ameri- 


can businessman, arriving in 
the Belgian capital of Brussels 
late one evening recently, spent 
two hours driving from hotel to 
hotel before finding a bed for 
the night. 


That booMing city of nearly 


11 
'million 
population 
has 


become not only the home of 
the European Common Market 
and the North Atlantic Treaty 
Organization (NATO) but the 
croMToads of Western Europe. 


Every night its hotels are 


Jammed with officials from the 
six Common Market countries- 
France. West Germany, Italy. 
Belgium, Netherlands and Lux- 
embourg — and businessmen 
from these and every other 
country of Western Europe. 


Out at the Brussels suburb of 


Evere, half-way to the city's 
bustling international airport, 
the 
Hags of the 
IS NATO 


member countries fly in a 
brave show of Allied unity in 
front of a bleak, sprawling 
complex of prefabricated build- 
ings These have served as the 
alliance's political headquarters 
aince it was eased out of France 
in 1967 by President Charles de 
Gaulle. 


In the NATO cafeteria Ameri- 


can and Canadian officers stand 
in line with mini-skirted British 
secretaries. Danish and 
Dutch 


diplomats, Turkish officials and 
paunchy German colonels 


The 
impression 
all 
this 


conveys is of unity—a booming, 
forward-marching Western Eu- 


rope and a united Western 
alliance. 


Yet. 
seldom 
since 
World 


War II — as President Nixon 
knew when he net up his now 
ended tour of Western Europe 
— has the dream of a united 
Europe been farther from real- 
ization. Seldom has the Atlantic 
alliance been in more disarray 


"The 
problem," 
London's 


weekly Economist wrote recent- 
ly, "lies in the 
fact 
that 


Western Europe has become too 
s t r o n g to p u t 
up un- 


complainingly with the Ameri- 
can-European 
relationship of the 1950s, which 
was essentially a relationship of 
leader and led, but is still too 
weak—in will, if not in material 
resources—to sustain any co- 
herent alternative to that rela- 
tionship " 


Yet 10 years ago chances for 


European unity looked rosy. 


The Treaty of Rome, signed 


March 25, 1957, went into effect 
Jan. 1, 1958. It created the six- 
nation E u r o p e a n Common 


j Market, a 
fledgling economic 


giant with an area of 543,000 
square miles and a combined 
population of more than 180 
millions, able to look the United 
States and the Soviet Union in 
the eye and trade with them on 
equal terms 


Already it is the world's 


largest single trading bloc. 


In July, 1968, the Common 


Market countries climaxed a 


i decade of progressive 
tariff- 


slashing by abolishing all tarixf 
barriers 
between them 
and 


turning 
themselves 
into 
a 


The Almanac 


By United Press International 


Today is Friday, March 7. the 


66th day of 1969 with 299 to 
follow 


The moon is between its full 


and last quarter. 


The 
morning 
stars 
arej 


Mercury, Mars and Jupiter 
| 


The evening stars are Venus 


and Saturn. 
, 


On this day in history: 
In 1932 about 3,000 men rioted 


for jobs at the Ford plant in 
Detroit in the midst of the 
depression. Four were killed. 


In 1936 Adolf Hitler ordered 


his Nazi troops into the German 
Rhineland, violating the Ver- 
sailles Treaty. 


In 1945 the United States 1st 


Army crossed the Rhine at 
Remagen. south of Cologne, as 
World War II drew toward an 
end 


In 1965 police broke up a 


Negro protest march in Selma, I 
Ala. Forty civil right marchers 
were injured. 


A thought for the day Robert 


Ingersoll said, "Few rich men 
own their own property. The 
property owns them." 


From Thi' 


Pcrsin and Bobbin 


CLASSIC DIAMOND 


COLLECTION 


A BREATHTAKING BLENDING 


OF PEARL AND DIAMONDS 


Magnificent to say the least.. 
thi* truly tltgant cocktail ring of 
*up«rb brilliance and classic beauty 
We've blended a perfect cultured 
p«arl of smooth beauty with 12 
surrounding perfectly matched 
round diamonds on a distinctive 
crown sttting of 14 kt. whit* gold 


O1ri«r distinctive cochtiit ring* from 


$7500 


Cltunt Bridtl Sttt from 1200 90 


Rtersln 
Rotobln 


24 South Ounton Court 
• 
Arlington Heights 


CLearbrook 3 7900 


OflH TMUHS AND FBI. EVENINGS UNTIL « 


customs union. 


Yet, impressive though these 


achievements are, they are only 
limited. The dream of a united 
Europe seems to have been 
halted 
by insuperable road- 


blocks 


Britain, reluctant to sever her 


traditional commonwealth and 
Atlantic trading ties in order to 
join Europe, held back and did 
not sign the treaty of Rome. 
Instead, in 1960 she formed a 
rival trading group under her 
Free Trade Association (EFTA) 
or "outer seven," consisting of 
herself, Austria, Denmark, Nor- 
way, 
Portugal, 
Sweden and 


Switzerland. 


In 1961, in one of the most 


dramatic policy switches in her 
long history, Britain applied for 
Common Market membership. 


But it was too late. 
In January, 1963, DeGaulle 


shocked Britain, Europe and the 
United States, too, by abruptly 
vetoing Britain's entry. 


He did so on the ground that 


Britain was not yet "ready," 
economically or politically. But 
his real objection, as it soon 
became clear, was that Britain, 
in his eyes, was too closely 
linked with the United States. 
And he already was getting set 
to try to squeeze the United 
States out of Europe 


In 
May, 
1967, Britain's 


present labor government head- 
ed by Prime Minister Harold 
Wilson made a new bid for 
membership. Once again De 
Gaulle's icy "non" vetoed it. 


De Gaulle, souices in London 


said Feb. 21, has now proposed 
creation of a new European eco- 
nomic and political arrange- 
ment which would include Brit- 
ain and eliminate the need for 
the U.S -led NATO. 


The plan, as reported in 


London, would include a four 
power directorate composed of 
France, West Germany, Italy 
and Britain. 


The 
French 
accused 
the 


British of "sensationalizing" De 
Gaulle's proposal and claimed it 
was no different than what he 
had proposed publicly before. 


The Common Market was 


designed by its founding fathers 
in the 1950s to be not only an 
economic but also a political 
community, 
with 
a 
supra- 


national government and parli- 
ament 


That dream, too, died on a 


roadblock t h r o w n up by De 
Gaulle. 


It was the economic weakness 


of Western Europe's individual 
nations that spurred them to 
create the Common Market and 
EFTA. They did so in an effort 
to trade on equal terms with 
the United States a n d the 
Soviet Union. 


In the same way, it was their 


individual 
military 
weakness 


that drove them to unite against 
the 
threat 
of overwhelming 


Soviet Power. They did so under 
American leadership 
in the 


North Atlantic Treaty in April, 
1949. 


NATO 
celebrates 
its 
20th 


anniversary April 11-12 at a 
meeting of its foreign ministers 
in Washington, where the treaty 
was signed 


B r i t i s h Defense Secretary 


Denis Healey warned recently 
that NATO ground and air 
forces could not hold out more 
than a few days against all-out 
Soviet attack. He said they then 
would 
be forced 
either 
to 


surrender or to call America's 
intercontinental 
nuclear 
mis- 


silen into action. 


Probably the most jolting 


blow NATO has suffered was 


when De Gaulle in 1966 pulled 
France out of the military side 
of the alliance and ordered 
Supreme Allied Headquarters 
(SHAPE) and all U.S. and other 
Allied troops out of France. 


By early last summer there 


was serious speculation that 
France might quit the alliance 
altogether 
and that Canada, 


Norway 
and 
possibly 
other 


member countries might follow 
her. 


The 
shock 
of the 
Soviet 


invasion of Czechoslovakia end- 
ed such talk, for the time being, 
at least. But NATO's future still 
remains a question mark 


The United States wants the 


Europeans to carry a bigger 
share of the common defense 
load and costs. The Europeans 
want a larger say in running 
the alliance and in deciding its 
strategy, but balk at picking up 
more of the tab for it. 


Over all looms the uncertain- 


i ty of France's role. 


De Gaulle's consistent aim for 


the past 10 years has been to 
make France a separate center 
of power in Europe, independent 
of the United States. This has 
meant balking, challenging and 
frequently openly opposing U.S. 
interests. 


He has done so militarily in 


NATO, politically in blocking 
Britain's Common Market bid 
and financially by seeking to 
undermine the dollar and the 
British pound. 


In 1968 De Gaulle suffered 


pride. 


— The nationwide French 


strikes and Paris street rioting 
in the spring humiliated him. 


—The invasion of Czechoslo- 


vakia in August knocked the 
props from under his policy of 
seeking closer ties with Moscow 
as 
a 
means 
of 
sapping 


American influence in Europe. 


—The crisis of the French 


franc last November and the 
loss of one-third of France's 
gold stockpile deprived him of 
his 
financial 
club 
for 
use 


against the United States. 


But De Gaulle is an obstinate 


man. Despite these reverses, 
few see any likelihood he will 
change his mind on the issues 
that are really vital to him. 


In sum, so long as De Gaulle 


is determined to maintain his 
role of challenger of the United 
States, European leaders see 
three grievous setbacks to his 
little 
hope 
of 
creating 
a 


workable new relationship be- 
tween the United States and a 
resurgent Western Europe. 


President Nixon has warned 


that "the future of the countries 
of the West can no longer be an 
exclusively American design," 
and there must be a "streng- 
thening and revitalizing of the 
European-American 
communi- 


ty." It was in this mood that he 
arranged 
his nine-day West 


European tour of Feb. 23-March 
3. 


But 
the 
united 
Western 


Europe 
Nixon 
believes 
the 


United States must deal with 
as an equal partner is not there 
—yet. 


with the 
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One of the next 


50 drivers coming 
your way is drunk. 


Cog Awaits 
Word On 
Crime Funds 


Amount of a planning grant 


the Council of Governments of 
Cook County (COG) will receive 
to study criminal justice in the 
r e g i o n will be determined 
March 14 


On that date, the state Com- 


mission on Law Enforcement 
will parcel out some $833,050 in 
federal funds fdr planning im- 
proved law enforcement mea- 
sures. 


COG's application for plan- 


ning funds under the federal 
Omnibus Crime Control and 
Safe Sfxta Act of 1968 has 
been approved. 


COG could either get less or 


more than its requested $200,- 
000, Commission Chairman Ar- 
thur Bilek has stated in the 
past. Local government is to get 
$500,000 of the money allotted 
the state for planning 


According to COG's appli- 


cation for planning funds, the 
study will encompass all of 
Cook County, representing a 
maximum number of municipal- 
ities and coordinating planning 
with other neighbor counties in 


the metropolitan area. 


But which one? 


His inhibitions are lessened. 
His confidence is bolstered. 
His field of vision is narrowed. 
Ordinary objects are dark to him. Dark 


objects may .not be seen at all by him. 


His reaction time has slowed by at least 


15%. His behavior is erratic and unpre- 
dictable. He's 25 times more likely to cause 
a crash than when he's sober. 


He may kill you. 
Last year, 55,500 Americans died in auto- 


mobile crashes. At least half of the deaths 
involved drinking. 


A study reported to the Congress by the 


U. S. Dept. of Transportation shows that 
one driver out of 50 is drunk. Not drinking. 
Drunk. 


The situation is almost out of control. 


But it is still possible to reverse the trend. 
If. 


If you agree that the drunk driver's li- 


cense should be revoked. 


If you'll write your governor and legisla- 


tors that they have your support in getting 
the strong drunk-driving laws outlined by 
the National Highway Safety Act. 


If you support your judges, your prose- 


cutors, and your police when they enforce 
drunk driving laws. 


For a free copy of the Allstate Action Book- 


let "Drunk Drivers and Highway Safety," 
write to: Safety Director, Dept. ST-3, 
Allstate Insurance Companies, Northbrook, 
Illinois 60062. It shows how you can help. 


/instate 


Help stop the traffic slaughter, 
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1964, I9M R*oipi««t of Will Loom* Memorial Trophy, 


Illinois' high«*t honor for editorial achievement. 


The Way We See It 
Adopt An Interim 
State Tax Formula 


Illinois revenue system no longer 


wotks 


Tluit ix a simple and grave truth 


of this stati- and a plight that can- 
not be tolerated if the state is to 
meet the demands of tt.s growth 


State Treasurer Adlai Stevenson, 


underscoring the revenue agony as 
the "problem that is central to all 
our problems " has estimated that 
Illinois has already run up a $175 
million delicti in this biennium 


On that kind of money structure, 


no state can function, and Governor 
Ogilv ie's commendable call for a 
statewide austerity program may 
be onlv a hint of what may be nec- 
essarv before the crisis can be re- 
solved 


Austerity is no long-term solution, 


and neither is the adding of more 
hix formula 


A profound and revolutionary so- 


lution is needed, and it can only be 
that kind of financing which has 
been avoided in this state for too 
lonsj a state income tax 


The sales tax. the current core ot 


the revenue system, just doesn't do 
the |ob It is. of course, the most 
regressive of taxes hitting hardest 
proportionately those who can least 
afford it. and it becomes increas- 
ingly distasteful when it is pushed 
ever higher to fill the revenue vacu- 
um 


N progressive income tax is the 


most obvious alternative as the cen- 
tral piece of a streamlined tax pro- 
gram in a state as rich as Illinois 
It s the fairest the most likely to 
reflect increasing material 
wealth 


in tax returns, and — most im- 
portantlv — able to produce a major 
block of revenue 


More importantly — and this 


should be a necessity if an income 


tax is adopted — it could allow a 
decrease in real estate taxes; a de- 
crease in. the sales tax. and elimin- 
ation of the personal property tax 


Unhappily, because the graduated 


income tax was declared uncon- 
stitutional in Illinois in 1932, such a 
profound reshaping of the state's 
tax foundation must wait action of 
the upcoming state constitutional 
convention, a process that may not 
be completed for several years 


Illinois can't wait that long and is 


in the position of "what to do until 
the doctor comes " 


To that end, we recommend adop- 


tion by the state legislature of the 
basic recommendations 
)ust re- 


l e a s e d by Governor's 
Revenue 


Study Committee, appointed by for- 
mer Gov Samuel Shapiro, 


Particularly we urge, at the July 


1 beginning of the new biennium if 
possible, the adoption of the flat 
rate income tax, which it is general- 
ly agreed would meet current con- 
stitutional requirements It would, 
of course, also be a regressive tax, 
but the emergency justifies it, and it 
could be kept at a low enough rate 
to be not overly oppressive A basic 
2 per cent levy on individuals and 
corporations, for example, would 
yield some $840 million for the bien- 
nium 


Coupled with it, to get through the 


crisis, the governor must press on 
with his austerity effort, and there 
should be increases in certain spe- 
cial taxes, like those on cigarettes, 
liquor and hotel and motel rooms 


But all of these must be regarded 


as short-term answers The final an- 
swer — an entirely new tax formula 
written around a graduated income 
tax — must come from the con- 
stitutional convention 
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School's Showing: 
Something'Yellow' 


by CLIFFORD G. ROWE 


Asst. Managing Editor 


I'm getting it second hand, I admit, but 


apparently the faculty at one of our local 
schools is quite upset about pictures run 
in one of our newspapers of an event 
recently held in that school. 


The event was titled "Light Sighted 


Discorporate." Advance publicity 
from 


those in charge of it at 
the school described it 
as a 
"mind-blowing" 


event — which is quite a 
p o p u l a r thing today 
among those who, not 
too long ago, were just 
learning to blow their 
noses. 


The pictures showed 


1) shadows of two girls 
wall, one holding what 


could be a ball-point pen, cigarette, soda 
straw, etc ; 2) a couple embracing on the 
floor of the room this event was held in; 
3) a girl, her body painted a la "Laugh- 
In" in what, I suppose, is a provocative 
pose. 


The faculty members reportedly are 


disturbed that a newspaper would print 
these pictures. At one point it was hinted 
this was "yellow journalism," which is a 
handy label to hang on anything we find 
distasteful in any newspaper. 


I FIND A HINT of "yellow" in the 


whole thing, too, but it's not in the news- 
print. 


HOWE 


cast against 


In the first place, this was an event 


under school sponsorship. As such it could 
be covered as a legitimate news story. 


The photographer was admitted to the 


scene of the 
"Lighted 
Sighted Dis- 


corporate." He did not have to sneak 
through a back door or shoot pictures 
through a window. 


The cry that the pictures were staged 


rings hollowly of a plaint heard so often 
today about kids. It is heard most often in 
police stations and disciplinary hearings 


"This couldn't be the way it was. Our 


kids wouldn't do that." 


OUR PHOTOGRAPHERS don't stage 


pictures. After talking to this particular 
photographer, it was a credit to him that 
he showed the taste he did in his selection 
of picture subjects. 


That IS the way it was. 
It's not just the students at this par- 


ticular school, either. They just happened 
to stage something that was of such mag- 
nitude it couldn't be missed. 


The students are not to be blamed 
Neither are those who sponsor and plan 


and encourage such events so long as they 
have the courage to back them up when 
they come off. 


PERHAPS WHAT they are encour- 


aging and permitting to take place is dis- 
tasteful in the public eye and embarrass- 
ing when shown to them. 


If it is, then they should be questioning 


their own motivations and not those of the 
newspaper which portrays such events. 


The Political Beat 


Who Is Responsible for Caring? 


by CHARLES HUFNAGEL 


Gov. Richard B Ogilvie is interested in 


"block grants" from the federal treasury 
for Illinois and favors Washington funding 
the entire cost of welfare in every state in 
the union. And he may have something 
here too. 


The reason is clear enough, because 


the astronomical rise in public spending 
today at all levels of government is bring- 
ing a confrontation in this changing 
society in Illinois which amounts to need 
for more services versus ability to pay for 
them. What to do? 


A situation which no political party, 


however conservative, is able to resist and 
stay in power is forcing 
the hand of the Republi- 
can administration m Il- 
linois. 


In washing his hands 


so to speak for welfare 
responsibility, the gover- 
nor is saying that in his 
opinion no matter how 
the revenue laws are re- 
vised and no matter 
»' FVAOKL 


what new sources of revenue the legisla- 
ture is able to uncover, the magnitude of 
the welfare problem is beyond the scope 
of present-day tax financing by any state 
and local government. This is true even 
with the federal government sharing the 
burden 


THE STATES point out that the federal 


government pre-empts the tax field and 
takes the first and biggest slice at the an- 
nual tax feast. In terms of the operation 
of the national tax economy, the rest 
amounts to leftovers. 


But he also cites another reason m con- 


tending that under state-federal participa- 


tion in costs there is a broad inequality in 
the distribution of welfare in the several 
states. Thus as many new problems are 
created as are solved. Like investment 
capital the flow is in the direction of the 
highest returns. 


New York, California and Illinois pro- 


vide higher welfare payments which invite 
recipients from low-paying states whose 
economies and tax structures keep their 
welfare payments on a lower level. 


This has become a massive problem in 


New York state and particularly New 
York City, mainly because the one-year 
residency law has been invalidated. It 
poses a threat for all heavily populated, 
wealthier states which provide much larg- 
er welfare payments. 


But this is not the whole story by any 


means. Officials in DuPage County with 
near a half-million population and ex- 
ploding welfare costs, say another change 
in the law in Illinois puts an additional 
burden on the local taxpayer 


THEY SAY THAT with the weakening 


of moral responsibility on the part of chil- 
dren and parents for each other's care, 
there is no longer a legal responsibility. A 
new law approves this. 


Spelled out it says, according to wel- 


fare officials, that a parent over 65, how- 
ever great his financial circumstances, is 
no longer responsible for any of his chil- 
dren's welfare. But if the parent is less 
than 65 he is fully responsible financially 
if his circumstances warrant it. 


Also, children are freed from any legal 


responsibility for their parents, regardless 
of financial standing, if the parent is past 
65. 


Thus a parent over 65 with a million 


dollars in the bank has no legal responsi- 
bility for the care of a 40 year old para- 


plegic son. Neither does a 40 year old son 
making $25,000 a year have any legal re- 
sponsibility for the care of his parents if 
they are over 65. 


These are the reasons why — the elimi- 


nation of the one-year residency law in 
Illinois and abolishing legal responsibility 
— local welfare officials are despairing at 
the prospects ahead. 


The breakdown of moral responsibility 


and the removal of legal responsibility 
with abolishment of the one-year residen- 
cy law for all states places the welfare 
problem in a new perspective. The gover- 
nor recognizes this. 


SO IT IS NO longer entirely a problem 


of poverty and the poor that have been as 
disturbing as Jefferson's fire bell in the 
night. Something more is forcing welfare 
costs to astronomical levels. Something 
has happened to the traditional family 
honor and ethic 


The impersonal atmosphere character- 


istic of the institutions of the 1969 commu- 
nity has perhaps eroded the time-honored 
family allegiance which has stood every 
test through thick and thin. 


Personal success measured in terms of 


money beckons, and like it or not, to a 
large degree transcends every other con- 
sideration including family ties. This is 
true irrespective of calling or profession. 
Money is believed by most to be the 
means to a better life, a status criterion 
Therefore it receives the first 
consid- 


eration. 


PARAPHRASING John Donne: Ask not 


for whom the welfare state exists, it exists 
for all. But does it? Some thoughtful 
people will wonder how a great society 
can emerge when parents and children 
are relieved or relieve themselves of mor- 
al and legal responsibility in their family 
relations. 


Critic's Corner 


Moms' Ire Wasn 9t 
Very Responsible 


GOP's 4 Points: What of Tax Relief? 


The purpose of this letter is to express 


mv disappointment in the Palatine Town- 
ship Republican Party — more so in their 
candidates President Moodie and Trustees 
Jones, Hughes and Leighty 


Their four-point platform, printed in the 


Feb 24 edition of your paper captioned 
•Candidates Promise Four Points." must 
h.ue surelv taken many hours of deep 
though' and concentration to have arrived 
at such ;i progressive and energetic plat- 
form 


TRt K. THE four-point program is es- 


sentml in the growth of the village, but 
rqnall) essential is the means (or reduc- 
ing the extremely henvy tax load pre- 
sently levied on the village property own- 
ers 


The statement attributed to President 


Moodie in the Feb 24 edition in which he 
stated his unopposed ticket " 
is either 


so good no one will run against us, or we 
hiive the opposition so confused they don't 


know what to do" leaves much to be de- 
sired in a candidate for village president 


I would like to ask two questions of 


President Moodie and his slate with the 
proposed state income tax almost a cer- 
tainty in 1970, what are your plans for tax 
relief for Palatine property owners; also, 
does the village master zoning plan pro- 
vide for sufficient industrial zoning to off- 
set the high residential rezoning0 If so, 
what has been done to encourage choice 
industry to develop in the village' 


If the round robin circus involving vil- 


lage signs and the sign ordinance is any 
criteria, then I presume little tax relief is 
planned for Palatine residents. 


BEFORE PLEADING that the state, 


county and school districts are the politi- 
cal 
subdivisions 
responsible 
for 
high 


taxes, it only stands to reason that a good, 
healthy industrial tax base will reduce 
present tax rates levied against the home 
owners 


As a former mayor and councilman 


from Michigan, my platform always in- 
cluded reduction of taxes and increase in 
services. I might add this city now enjoys 


one of the lowest tax rates in Michigan 
and the services are second to none. 


Robert H. Wright 
Palatine 


Teichert: 1 Will Debate 


Relations Group Supports Clergy 


We would like to mnke the following 


public statement to the people of the Hoff- 
man-SohmimlHirg 
area 
The 
Hoffman- 


Schnumburg Committee on Human Rela- 
tions is in agreement with the views pre- 
sented by the Clergy Council at the Feb 
13 lloffmnn Kstntes Village Board Meeting 
nnd the Feb 
27 Schaumburg Village 


Bonrd meeting 


We (eel that fair housing legislation on a 


local level would be beneficial to the pre- 
sent residents as well as the future resi- 
dents of both villages. We have also sent 
letters to both Village Boards and to the 
Clergy Council to this effect. 


Mrs. Stanlev Gray 
President 
Hoffmon-Schaumburg 
Committee on Human Rela- 
tions 


In response to your article "Needed — 


A Debate," may I respond as one of the 
mayoral candidates by accepting your of- 
fer to discuss the issues on a face-to-face 
basis 


The newspapers recognize, perhaps bet- 


ter than most, the necessity for hearing 
both sides of a story 
. . or, as in this 


case, both sides of an issue. You stated 
most clearly the need and the importance 
of confrontation with spontaneous reac- 
tion. I am hopeful that others agree with 


Fence Post Mail 


All letters to the Fence Post must be 


signed with name and address. No 
anonymous letters will be considered 
for 
publication. Signatures will be 


withheld from pubUcation if desired, 
but 
will 
be made available 
upon 


request to responsible authority of 
whatever taxing body or public agency 
is discussed. All letters should be ad- 
dressed to The Fence Post, Paddock 
Publications, 
Arlington Heights, 
III. 


60006. 
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you, for a series of debates would be even 
more meaningful to the community than a 
single debate. 


I am aware of Dan Congreve's reluc- 


tance to engage in open discussion on is- 
sues . . . this itself is an issue of the 
campaign. In his platform he pledges "to 
keep our citizens fully informed on village 
matters, promptly and truthfully". . . un- 
less this is just a phrase he is using to 
obtain votes, he should accept your offer. 


HAVING RECEIVED no reply from the 


Mayor on my own previous offers to de- 
bate, I have necessarily filled my calen- 
dar with other campaign commitments. I 
will, of course, rearrange my schedule to 
accommodate any debates . . . I merely 
ask for reasonable notice so that such 
rearranging can be accomplished with 
courtesy to others who are involved. 


It is true that I abhor secrecy in govern- 


ment, and I accept your offer as proof of 
my sincerity. The time and place, as well 
as the rules of procedure, I leave in your 
hands. Just advise me when and where I 
should appear 


Again, my-thanks to you and your news- 


paper for offering this public service. 


Robert D. Teichert 
Mount Prospect 


by GEOFFREY MEHL 


Ah, sweet suburbia; it sits there most of 


the time like a turtle sunning itself on a 
log, completely safe in its shell of isola- 
tion, complacent when nothing raps on its 
concrete hide. 


Of course, it is a bit unfair to contend 


that suburbia is complacent and apathetic 
— at least part of the time 


Everything is just fine until someone's 


pet project is questioned, or when some 


unusual 
circumstance 


creates minor hardship, 
or 
when 
there's 
not 


enough social penicillin 
to go around. 


Our turtle has a 
cha- 


meleon-like 
quality 
in 


times of such stress, be- 
coming a dragon breath- 
ing the fire of concern 


MEHL 
and opposition, fear and 


distrust. 


CONSIDER, FOR example, the sterling 


display of motherhood at a recent School 
Dist. 59 Board of Education meeting. The 
problem was one of an elementary school 
barnmg down and the classes temporarily 
s q u e e z e d into another school; 
con- 


sequently, children from John Jay School 
go to classes from 8 a.m. to 1 p.m., while 
kids from the destroyed Juliette Low 
School are bused in and attend from noon 
to 4:30 p.m. 


So the mothers at Jay are upset 
the 


children's sleeping and eating habits are 
upset, it's a very, long hard day, and 
there's the problem of the kiddies getting 
out of school at 1 p.m. instead of the tradi- 
tional 3:30 


SO THEY'RE FURIOUS with the board 


of education for forcing the kids to submit 
to such agony. Perhaps the harried educa- 
tors would like to have instant classrooms, 
just add alligator tears. 


Then, too, there are the local govern- 


mental officials; all is just fine, until one 
of their favorite programs is subject to 
the most remote negative comment. Up- 
set, the dragon breathes fire and flame 
and the phrase "disservice to the commu- 


nity " No one seems exempt from that re- 
action to criticism. 


Kick the right turtle in the right place 


and he'll swim in whatever direction you 
want; so it is with the self-proclaimed 
doctors prescribing all sorts of pills and 
penicillins for the human animal that just 
doesn't quite fit into our concepts of civ- 
ilization Find the right turtle sometime, 
and kick it in the proper way — and 
watch it swim off in the desired direction, 
transforming itself into the social doctor 


BUT WHEN NO one is kicking the 


turtle, or criticizing him, or when there 
haven't been any disasters lately, the sun 
shines — and the turtle sprawls on the 
log, completely safe in its isolation, com- 
placent behind its concrete shell 


Good old suburbia, so young in 
com- 


parison with the immense upheavals, shat- 
tering disasters, and shocking conflicts of 
human history: I wonder what will happen 
when the turtle upsets itself just a bit too 
much, and finds itself resting on its back. 


Set the Timer 


Store Opens-Grandly 


ART HEU/VKK: Chicago radio announcer, recently made a 
guest appearance at Douglas' Store at York Road and Green 
Street In Bcnsenville. The store had its grand opening last 


Wednesday and Hellyer made a guest appearance on Friday. 
In charge of the operation of the store is Mel Douglas of 
Elmhurst. 
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The S u b u r b a n Veterans 


Chorus of 35 voices, directed by 
Richard L. Daniels, will enter- 
tain at the DuPage County 
Democrats' 
dinner 
honoring 


Samuel H. Shapiro on St. Pat- 
rick's Eve. 


The dinner will be at 7 p.m., 


March 16, in the 
Elmhurst 


Country Club. 


William A. Redmond, county 


Democratic chairman, said a 
crowd of more than 400 is shap- 
ing up to join in the tribute to 
former Gov. Shapiro. 


"THIS IS the first time we 


have been able to obtain this 
stirring chorus, founded in 1947 
by World War II veterans, for 
our Democratic dinners," said 
Redmond. 
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"But they have entranced 


thousands in their performances 
in Orchestra Hall, the Civic Op- 
era House and on television. 


"The singers accept no money 


for their work. The donation 


Girl Scout Week 
Begins Sunday 


Bensenville Girl Scouts will 


begin Girl Scout Week, March 
9-15, with a scout activity day 
from 2 to 5 p.m. Sunday at the 
Tioga VFW Hall, York and 
Roosevelt roads. 


All Brownie, Junior Cadette 


and Senior Scouts, in the area 
will participate. The annual 
| cookie sale will be held through 
the 15th. 


A Girl Scout father 
and 


daughter square dance was held 
at 
Mohawk School in Ben- 


senville. 


"Both fathers and daughters 


seemed to be having a grand 
time," observed Mrs. Martha 
Jones, neighborhood chairman. 


ON FEB. 22, which was Girl 


Scout Thinking and Friendship 
Day, Cadette Troop 521 pre- 
sented a program of film strips 
on Girl Scout Founder "Daisy" 
Lowe Gordon's birthplace in 
Savannah, Ga. 


Attending the program were 


Cadette Troop 004 and Junior 
Troop 519. 


All guests were served re- 


freshments after the program. 
Don't Touch! 


Teach all children the dangers 


of playing with unknown sub- 
stances. 


Hours Daily 9 to 9 
Saturdays 9 to 5 


Conveniently 


located 


HERITAGE 


Home of the World's Most Wanted 
Used Cars ... Cadillac Trade-ins!!! 


FEATURING THE ELECTRONIC AUTOMOTIVE 


INSPECTION CENTER! 


303 W. ROOSEVELT 


COMPLETE 
BODY SHOP 


• 


COMPLETE 


SERVICE 
CENTER 


• 


Phone 


629-3300 


LOMBARD 


from 
be 
our organization will 


used to purchase pianos, or- 
gans, TV sets and other musical 
facilities for veterans' hospitals. 


"The singing of the Star- 


Spangled Banner, usually before 
dinner, will be held until after 
dinner and before the formal 
program on this occasion, so 
any diners who arrive late will 
be sure to hear it ted by this 
magnificent chorus." 


Grand opening of a new store 


in B e n s e n v i l l e was held 
recently. 


Douglas' Store at York Road 


and 
Green 
Street 
officially 


opened last Wednesday. The 
store is next to the Green Street 
Super Mart. 


MEL DOUGLAS, 
president, 


said the discount store is "a 
new concept in modern retail- 
ing." 


The store not only offers low 


prices but friendly, courteous 
service in attractive surround- 
ings, he said. 


Some of the items offered in- 


clude 
school 
supplies, 
baby 


goods, toys, drugs, household 
goods, cosmetics, watches, cam- 
eras, lawn and garden supplies. 


Dystrophy Drive 
Displays Sought 


• Bensenville volunteer firemen 
in the next few weks will be 
canvassing stores in an effort to 
pick up used old collection dis- 
plays for a muscular dystrophy 
fund raising drive. 


Mies Sanchez Elected 


Rachel Sanchez, daughter of 


Mr. and Mrs. Alejandro Sanc- 
hez of 1202 W. Glendale, Ben- 
senville, a sophomore nursing 
student at Andrews University, 
has been elected public rela- 
tions officer to the university's 
future nurses club. 


Selling ? 


Your home is one of the most important transactions you'll ever 
make. We know that . . . and we have built a reputation and our 
ability to handle • your house sale with personalized care and 
complete dedication. Some Realtors are larger than us ... 
But 


none offer our individualized type of customer service . . . Try us 
and see the difference. 
tHr 
"O«f references ore Mose we Aov* served" 


HOFFMAN HOME VALUES, INC.' 


NE CORNER Of HISeiNS t ROSELLE 80S. 


PHONE 5294220 


KODAK 
INSTAMATIC 


124 Camera 


Kit 


READY 
TO USE 


PRICE SMASHING 


REG. 98' VAPORIZING OINTMENT 


MODEL A124R 
13§8 


VlCKS 
VapoRub 


• RUB IT ON 
• USE IT IN STEAM 


REG. SM9 LARGE SIZE 


LISTERINE 
ANTISEPTIC 


KILLS GERMS BY 
MILLION ON CONTACT 


14 OUNCE SIZE 


the perfect hygiene companions 


FEMININE 
SYRINGE 


The easier, modern -way. No hose or 
hang-up. Petite, compact. . . Yet holds REGULAR 
two quarts of water. Simple to use . v*.oT 
Choose Pink, Blue, Mint, Lilac or Gold. 
*A95 


SHY 


SYRINGE 
$395 


only 
^J 


CHOICE OF PROFESSIONAL HAIR STYLISTS 
THE 
HOUSE 
OF 
STYLE 


HAIR 
SPRAY 
• REGULAR • HARD TO HOLD 


LOWEST PRICES! 


K2r SPOT-LIFTER 


66* 


OUNCE TUBE 


LIFTS THE SPOT 


NEVER LEAVES 


A RING 


VALUES TO $1.19 
7" AND 9' 


PAINT ROLLER 


COVERS 


PLASTIC 
CORES 47' 


IRONING 
BOARD 


PAD AND COVER SET 


COATED 


WITH 


TEFLON 49« 


^EXCLUSIVE POWER SPRAY GUN 


EASY TO HOLD AND USE 


APOLLO-MARK II 
Alarm 
Clock 


30 HOUR 


ALARM MOVEMENT 


AMOUS LIQUORS AT SAVINGS! 


VODKA 


HAULERS" 


DISTILLED FROM 


100% GRAIN 
044 
•• 
FIFTH 


MEISTER BRAU 


QUART 3 
BRANDY 


IMPORTED 
IMPERIAL 
NAPOLEON 
BRAND 


REGULAR or DRAFT 


12OZ. CANS 
12 PAK 


\fesMan. 


Charles Whitlock is a "Yes Man." He is also 
President of Bensenville State Bank. How 
come the "Yes Man" reputation? Easy. When 
the question arose whether the Bank should 
undertake a $360,000 remodeling program, 
Charles Whitlock said "Yes." When the Bank 
reviewed a plan to introduce a 5% Golden 
Passbook Account, Charles Whitlock said 
"Yes." And when the subject of a new drive-in 
facility was raised, Charles Whitlock said 
"Yes." So Charles Whitlock has been supply- 


ing the final "Yes" to all the new programs and 
facilities being introduced at the Bank. He 
knows that what's good for the community is 
often good for the Bank. This means he finds 
himself saying "Yes" to progress—in facilities 
or services—that makes banking easier, more 
sound, more profitable for the community. If 
you have a banking question that might be 
answered by Charles Whitlock, come in and 
see him. One thing's for sure: if you call for an 
appointment, he won't say "No." 


BENSENVILLE 
STATE BANK 


Bensenville, Illinois 60106 


312/766-0800 


Member Federal Deposit Insurance Corporation 


COZY CORNER IN THE living room is furnished with one of 
the two inexpensive wicker chairs which the Jennings painted 
• soft green, a small round lawn table covered with a floor- 
length piece of olive-colored felt and slip-covered chair. The 


lamp is Bristol blue, and on the table Susan has arranged 
rocks as an unusual accent. The interesting wall grouping 
exemplifies the young homemaker's ability to make the most 
of a variety of items. 
(Staff Photos) 


A CARVED MARBLE slab mounted on the wall with heavy 
metal brackets serves as one end table for the celery-hued 
Lawson sofa, the young couple's one large expenditure. Wall 
hanging over the couch is really a rug. Lamp in lime green 


and floral Chinese ash tray are carefully chosen accessories 
that complement this livingroom setting. Gracing the alcove 
at the far end is a Chinese Chippendale loveseat with birds 
and leaves carved in the dark wood back. 


How Suburbia lives 


Beauty on a Budget 


by BILLIE BACHHUBER 
rights from the nursery. 


Energy, artistic talent, per- 


•iitence and imagination can 
pay off in furnishing a first 
borne. 


Susan and Daniel Jennings, 


Arlington Heights young mar- 
rleds. have 
feathered 
their 


first nest wi'.h abundant charm 
and 
"know how" but little 


cash. 


An art major in college, pet- 


ite Susan, while super-charged 
w i t h 
home 
decorating 
in- 


spiration, gives equal credit to 
her husband for the results. 


"He's great about helping," 


she declared, dark eyes spar- 
kling with pride, "and he can 
do anything from upholstering 
to refinishing." 


DAN. WHO WILL finish a 


Navy hitch in June, studied ar- 
chitectural 
engineering 
and 


plans to work part-time when 
he resumes his studies. 


The Jonnings rent a 
first 


floor flat in an older section of 
Arlington Heights. 


"We have lots of space," Su- 


san said, pointing out sun 
porch, living and dining rooms, 
kitchen, three bedrooms, bath 
and full basement, "But the 
bedrooms are off limits," she 
laughed as 8-month-old Christ- 
opher suddenly demanded his 


BEDROOMS 
ARE 
future 


projects to be tackled between 
her part-time job at a furniture 
store, art classes at Coun- 
tryside 
Gallery and home 


duties. 


Susan loves massive paint- 


ings, stresses accessories, pre- 
fers simple furniture. 


The couple's one major ex- 


penditure was their 
sofa, a 


loose-cushioned Lawson style 
in celery green. Two wicker, 
club style occasional chairs, 
carefully painted soft green by 
Dan, were bought for $7 each. 


"I love them so, I don't plan 


to change them even when we 
can afford it," said the young 
homemaker. 


IVORY SHEERS at living 


room windows blend with ivory 
textured walls, and an olive 
green cotton shag rug ties to- 
gether the color scheme of ivo- 
ry, greens and blues with a 
touch of yellow. 


Instead of the usual end ta- 


bles and matching coffee table, 
Susan combined hard work »nd 
imagination to come up with 
s o m e t h i n g offbeat. Beside 
Dan's slip-covered "husband's 
chair." she placed a small 
round lawn table covered with 
floor length olive-colored felt. 


On it sit'a Bristol blue lamp 
and an interesting rock collec- 
tion. 


A curved marble slab of 


gray and ivory, anchored to 
the wall with heavy metal 
brackets costing $5, serves as 
one end table. Dan sandblasted 
and installed the marble. 


AT 
THE 
OPPOSITE 
end 


stands a six-sided, intricately 
carved antique table that they 
stripped of finish and rubbed 
with white oils. Its charm is 
enhanced by an 
electrified, 


nickel-plated 
kerosene 
lamp 


which the couple purchased on 
their honeymoon. 


"We then owned a lamp, a 


lawn table and a loveseat," Su- 
san confided. 


The settee now sits in an al- 


cove adjoining the living room. 
Though Susan presently is re- 
covering the Chinese Chippen- 
dale loveseat with Bristol blue 
cotton velveteen, she plans to 
sell it. 


OVERHEAD HANGS a tulip- 


shaded Tiffany shade of ivory, 
leaded black, with long brass 
chain, "a real buy for $20," 
says Susan. To complete the 
setting she filled an oversized 
rattan basket with greens. 


Mrs. Jennings' forte is wall 


decoration. Her own work is 


displayed near the front en- 
trance. Unable to afford can- 
vas, the petite artist is creat- 
ing an abstract floral print in 
yellow and green on a white 
window shade. 


"It's really a potato print," 


she explained. "I'm using an 
overlay technique that will pro- 
duce several different visual 
effects." 


FOR THE WALL behind the 


couch Susan has hung a Bel- 
gian "tapestry" in blues and 
ivory. 


"It's really a rug," she con- 


fessed, "but it is much too 
pretty to walk on, and I love 
wall hangings." 


A third- wall grouping in the 


living room includes a signed 
Kmaro print and a framed 
mounted collection of antique 
keys. 


In her dining area Susan 


p l a n n e d the color scheme 
around one of her first paint- 
ings, a contemporary abstract 
floral in black, kelly green, 
white, yellow and blue that 
hangs over a white enameled 
decorative fireplace. It blends 
harmoniously with the green 
and blue grass cloth rug . . . 
cost $30. 


ROUND METAL patio table 


and Brentwood chairs, at $7 
each, comprise the dining set. 


The light fixture? A pulldown 
that has been transformed by 
an inverted bamboo basket. 


"I wouldn't trade it for a 


crystal chandelier," Susan .de- 
clared. 


Antiques in this room include 


a French lady's desk, painted 
celery green outside and bright 
blue inside. Behind the desk is 
a V i c t o r i a n , hand-carved 
framed nfljror. Their Victorian 
sideboard of solid cherry is 
Dan and Susan's current proj- 
ect. They are stripping away 
its dark varnish to uncover the 
natural wood, and they plan i 
rubbed wax finish for this love- 
ly piece with its serving shelf 
of lustrous brown marble and 
decorative carved edging. 


FOR CONVENIENCE those 


who love older homes often 
remodel bath and kitchen, but 
the Jennings have proved it's 
possible to make these rooms 
comfortable 
and 
attractive 


without spending a lot of mon- 
ey. 


"I just love our kitchen!" 


Susan declared proudly, and 
with good reason. 


Rough-hewn cedar paneling 


on two walls combines with 
deep blue walls and white 
enameled woodwork and cup- 
boards. Privacy curtains are a 
blue and white print, and white 


IT WAS HtSBAND DAN'S idea to panel two walls 
of the Jennings' kitchen in rough-hewn cedar. On 


the wall over her kitchen the young homemaker 
has an interesting combination of utensils, antique- 


framed pictures, baskets and an antique combcase 
filled with blue strawflowers. 


Suburban 


MMMMMM 
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•butters will be added as budg- 
et permits, according to the 
talented homemaker. 


COOKING UTENSILS hang 


on hooks along with assorted 
antique-framed 
pictures 
and 


other decorative items. One of 
Susan's favorite kitchen acces- 


sories is a hanging shelf made 
by her brother. Painted blue, 
it's utilitarian as well as deco- 
rative. Another prize, the 75- 
year-old Victorian highchair 
used by young Chris. 


Black and white are used in- 


geniously in the small bath 


FRI., MAR. 7, 196» 


with its outdated 
fixtures: 


White fur rug, black and white 
checked towels, white shower 
curtain and the piece de resis- 
tance, Dan's huge framed mir- 
ror mounted on a large framed 
s q u a r e background, both 
frames enameled white. 


IN THE JENNINGS' 
dining 
area 
Susan 


planned her color scheme around her own 
painting, a contemporary abstract floral in 
black, kelly green, white, yellow and blue. 
Grass cloth rug in bright green and blue cost 


$30 Metal patio table and Brentwood chairs 
create an interesting dining set. Her pull- 
down light fixture has been transformed with 
an inverted bamboo basket. 
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Seven Maids Awaiting That Day of Days 


Jacqwllne Miller 


In 
a 
Valentine 
Day 
an- 


nouncement 
to 
family 
and 


close friends. Mr 
and Mrs. 


John 0 Miller, \U\ W. Claren- 
don Road. Arlington Heights, 
told of the engagement of their 
daughter, Jacqueline, to Ken- 
neth Sanderson, son of the 
Howard Sandersons of East 
Dundee, III The couple Is plan- 
ning a Ma> 3 wedding 


Miss Miller, n graduate of 


Arlington High School, attend- 
ed Western Illinois University 
and Colorado State University. 
She N now employed by Moto- 
rola. Inc . Schaumburg. Her 
fiance, a graduate of Elgin 
High School. Elgin, is with 
Phillips 
Product-- 
Company, 


Inc . StiTamwixxl 


Mlchele Glardini 


Forest 
View High School 


graduate Michele Giardini and 
her fiance, Terry, J. Wagner ot 
Montgomery, 111., will be mar- 
ried Aug. 2. The couple's en- 
gagement 
and 
approaching 


marriage is announced by Miss 
Giardini's parents, the Angelo 
Giardinis of Des Plaines. 


Miss Giardini and her fiance, 


both seniors at Northern Illi- 
nois University, will graduate 
in June. The bride-to-be is ma- 
joring in elementary education 
and is now doing her student 
teaching in Des Plaines. Mr. 
Wagner, a marketing major, is 
a member of the American 
Marketing Association. 


Suzanne Zingraf 


A June wedding is planned 


by Miss Suzanne Ellen Zingraf 
and her fiance, Loren C. Ker- 
ley, son of Mrs. Bessie Kerley 
of Simpson, 111. The couple's 
engagement and approaching 
marriage is announced by Miss 
Zingraf's parents, 
Mr. and 


Mrs. Clifford I. Zingraf of Ben- 
sen ville. 


The bride-to-be is a '63 grad- 


uate of Fenton High School, 
Bensenville. She studied 
at 


Wisconsin State University at 
Platteville, majoring in history 
and library science and re- 
ceived her bachelor's degree in 
June, 1967. She received her 
master's degree in library sci- 
ence at the University of Illi- 
nois at Champaign and is now 
employed as a cataloger-in- 
structor at the Morris Library 
of Southern Illinois University, 


Joanne Hudson 


A May wedding is planned 


by Miss Joanne Hudson of Ar- 
lington Heights and Tom Van 
Deren of Grand Rapids, Mich. 
Their 
engagement and ap- 


proaching marriage are an- 
nounced by Miss Hudson's par- 
ents, the Jack Hudsons of 2410 
Brandenberry Court. 


The bride-to-be works for 


United Air Lines, and 
her 


fiance is associated with Bell 
and Howell Co. 


\ 


Carbondale. 


Mr. Kerley received his B. 


A. degree from the University 
of Illinois and is teaching at 
his alma mater, Harrisburg 
High School in Harrisburg, 111., 
while working on his master's 
degree in education at South- 
ern Illinois University. 


Carole Komorowski 


Mr. and Mrs. Ralph Komo- 


rowski, 9 Debbie Drive, Mount 
Prospect, announce the en- 
gagement of their 
daughter, 


Carole Jean, to Patrick Joseph 
Luchsinger, son of Mr. and 
Mrs. Joseph P. Luchsinger of 
Chicago. 


Miss Komorowski, a 
'66 


graduate 
of Wheeling High 


School, attends the University 
of Illinois at the Medical Cen- 
ter College of Nursing. Mr. 
Luchsinger is a senior in the 
University of Illinois' College 
of Pharmacy and is affiliated 
with Phi Delia Chi Fraternity. 


An A u g u s t wedding is 


planned by the engaged couple. 


Glenna Cotter 


Brewster, Minn., residents, 


the Vincent Cotters, are an- 
nouncing the engagement of 
their daughter, Glenna Marie 
of Bensenville, to Dale Steven 
Walker, son of the Harold Wel- 
kers of Lakefield, Minn. A May 
10 wedding date has been set. 


Miss Cotter is a '66 graduate 


of Brewster High School and is 
now employed at the Ben- 
senville Post Office. Mr. Wel- 
ker, a graduate of Lakefield 
High School, plans on attend- 
ing DeVry Institute of Tech- 
nology 
in Chicago. He is 


serving in the Marine Corps 
and has just returned from 
Viet Nam. He will now be sta - 
tioned in Quantico, Va. 


Karen Specht 


An area couple have become 


engaged, according to an an- 
nouncement by Mr. and Mrs. 
Leo E. Specht, 109 S. Dun ton, 
A r l i n g t o n Heights. Their 
daughter, Karen Martha, and 
Paul Allen Weber, son of the 
Lorenz Webers of 552 Bruno 
Drive, Palatine, are making 
plans to marry. 


Miss Specht works for City 


Products in Des Plaines, and 
her fiance is a senior- at Mis- 
souri State Teachers College. 


Had to Find a Use 


Uranium was discovered in 


1789 
by a German chemist, 


Martin Klaproth, but remained 
an obscure element for more 
than a century. 


Bargain Mart 
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AN INDOOR OUTING 
! 3-Day Antique Show 


CORDIALLY INVITES 


ALL BRIDES-TO-BE 
TO ATTEND THE 


Thursday, March 20, 7:00 p.m. 


• Get the benefit of our professional 


Bridal Consultants — FREE 


• See the Newest patterns in exciting 


China, dazzling silver, & precious China 


• Learn about current Bridal Gift Trends 


and numerous tips for the Bridal Party 


• Receive a Gift for attending 


ENTER YOUR NAME IN OUR 


BRIDE-OF-THE-MONTH DRAWING 


win a valuable Gift Certificate .. . 
and your picture in the Newspaper 


DOOR PRIZE . 
REFRESHMENTS 


IY RESERVATION ONLY • Phont Dettit Hortman 


CL 3-7900 


or stop in at... 
Riersln ana Robbin 


ie**j 


24 South Dunlon Court 
• 
Arlington Height* 


CLrirhrook 3-7900 


Open Thurwlay and Friday to 9 p.m. 


by MARILYN HALLMAN 


Explore the woods this spring — indoors! You can see an Illinois 


woodland in spring (diorama) and learn about local plants and trees this 
month at Chicago's Field Museum of Natural History. This new "spring 
journey," planned for boys and girls who can read and write, will continue 
through May. The self-guided tour takes about one hour. Be sure to bring 
a pencil! 


Each year the museum presents four different journeys. Children 


completing 4, 8, 12,16 and 17 different journeys are presented awards each 
spring. This year's awards will be given at 10:30 a.m., April 12, in the 
museum's James Simpson Theatre. The free program also will include a 
color film. 


Doors open daily at 9 a.m. at the Field Museum, located in Grant Park 


at Roosevelt Road and Lake Shore Drive. Children are always admitted 
free. Adult admission is free on Thursdays, Saturdays and Sundays; 25 
cents other days. 


Reserve Bus Seats Now 
For World Flower Show 


Set For Mt. Prospect 


Several area garden clubs 


are chartering buses for trans- 
portation to and from the Chi- 
cago World Flower and Garden 
Show being held March 22-30 at 
t h e 
International 
Amphi- 


theatre. Seats may be reserved 
by non-members of the clubs 
which are also offering show 
tickets at reduced prices. 


On Saturday, the first day of 


the show, Arlington Heights 
Garden Club has chartered two 
buses, both leaving at 9:30 
a.m. 
from Pioneer Park. The 


club is also sponsoring two 
buses on Monday, March 24, 
also leaving 
from 
Pioneer 


Park at 9:30 a.m. 


The buses will leave the Am- 


phitheatre for the return trip 
at 3:30 p.m., arriving back at 
Pioneer at 4:15 p.m. 


Mrs. 
William Fricke, 253- 


6930, and Mrs. Dennis Dick- 


Floral Workshop 


Buffalo Grove Garden Club 


will meet Tuesday, March 11, 
at the Rose Bowl, 100 Dundee 
Road at 8 p.m. Mrs. C. Leon- 
ard will have a workshop for 
the members in arranging. 


ison, 259-2218, are taking the 


reservations. 


ALSO 
ON MONDAY, 
In- 


verness Garden Club is char- 
tering a bus. Mrs. Robert 
Gocke, 358-1370, may be con- 
tacted for further information. 


Mount Prospect Woman's 


Club has chartered a bus for 
Tuesday, March 25. This bus 
will leave at 9:30 a.m. from St. 
Mark Lutheran Church, ac- 
cording to Mrs. Roy L. Duda, 
255-1140, who is taking the re- 
servations. 


Both the Bloomingdale Gar- 


den Club and the Garden Club 
of Bensenville have chartered 
buses for Wednesday, March 
26. The Bloomingdale bus will 
leave at 9:15 a.m. from the 
corner of Lake Street and 
Bloomingdale Road. Taking re- 
servations is Mrs. Larry Ma- 
lek, LA 9-7201. The Bensenville 
bus will be leaving at 9:30 a.m. 
from Peace Church. Mrs. Rob- 
ert Giles is taking the reserva- 
tions. 


AMONG THE AREA exhib- 


itors is the Charles Klehm & 
Son 
Nursery 
of Arlington 


Heights. The nursery has de- 
signed a formal garden with a 
12-foot high blue spruce and 


Bloomingdale Homemakers 
To Attend Area Lectures 


Use the Want Ads-It Pays 


The area-wide meetings next 


week will have members of 
Bloomingdale 
Homemakers' 


Unit in attendance. 


A county meeting Tuesday 


afternoon, March 11, in Lom- 
bard will feature Miss Gerald- 
ine Acker, University of Illi- 
nois specialist on food and nu- 
trition, speaking on "Milk and 
Milk Products." 


MRS. 
CHARLES Kroll, Mrs. 


Charles Franzen, Mrs. Chris 
Hoff, Mrs. James Healy, Mrs. 
W. A. Kroeger, Mrs. C. M. 
Whitney and Mrs. Fred Hoepp- 


ner, all of Bloomingdale unit, 
are planning to be present. 


Some of the women will take 


part in a "Green Thumb Day" 
Wednesday, March 12, at Mor- 
ton Arboretum. This is a dis- 
trict meeting featuring ses- 
sions all during the day and 
evening on gardening and lawn 
care. 


The Bloomingdale unit's 


board meets March 19 at 1 
p.m. in Mrs. Whitney's home. 
Plans will be completed for a 
tour of a New Glarus, Wis., 
lace factory. 


four 8-foot red-flowered jade 
weeping crabs. Hedges of yews 
will create a border for the 
walks that will divide the gar- 
den into four sections. 


T o p i a r y yews, crimson 


pygmy barberry, dwarf hedge 
s h r u b s , marigolds, azaleas, 
rhodondendrons and geraniums 
will also be featured in the 
Klehm garden. 


Over-all designer of the Chi- 


cago World Flower and Garden 
Show is Harold 0. Klopp of 
Plum Grove Estates, Palatine. 
Refresher 
Course Set 
For Nurses 


A refresher course for regis- 


tered nurses who have been in- 
active in their profession will 
be offered at Memorial Hos- 
ptal, Elmhurst, beginning Mon- 
day, April 14, according to 
Mrs. Florence Dyer, director 
of the hospital's In Service 
Education Department. 


The course lasts for six 


weeks, with classes from 8:30 
a.m. to 3 p.m. daily, Monday 
through Friday. At least half 
of the training is clinical expe- 
rience, supplemented by lec- 
tures, films and demonstra- 
tions. 


THERE HAVE been 61 nurs- 


es who have completed 
the 


course which has been held 
semi-annually at the hospital 
since October, 1966. 


Women interested in the 


course are urged by Mrs. Dyer 
to register before March 28 
since applications must be pro- 
cessed by the Chicago Council 
of Community Nursing, and 
each registrant must have a 
personal interview with the 
Memorial In Service staff. 


Detailed information may be 


obtained by calling 833-1400, 
Ext. 580. 


An antique rocker, a cut 


glass bowl that sparkles in the 
sun's rays and a collection of 
dolls are among the hundreds 
of items that will be on sale 
next week at the fifth annual 
Antique Fair and Sale spon- 
sored by Mount Prospect Wom- 
an's Club. 


Set for Wednesday, Thursday 


and Friday, March, 12, 13 and 
14, the annual sale will be held 
in the Mount Prospect Commu- 
nity Center. Luncheon will be 
available and tickets will be 
for sale at the door. 


HIGHLIGHT ON Friday will 


be a "Show and Learn" ses- 
sion conducted by experts in 
the field who will look over an- 
tiques brought by guests to de- 
termine their values. Lectures 
on antique jewelry and Victo- 
rian silver will be other high- 
lights of the 3-day Fair. 


Ward's Seeks 
Teen Princess 


March is application month 


for area teens who wish to en- 
ter the fourth Annual Inter- 
national Teen Princess Pag- 
eant competition. To qualify 
girls must be between 14 and 
18 years of age, a citizen of the 
United States, have character, 
charm, poise, good personality, 
appearance and intellect; it is 
not a beauty pageant. 


Twenty-five registered deal- 


ers will be exhibiting and sell- 
ing between 11 a.m. and 9:30 
p.m. on Wednesday and Thurs- 
day and from 11 a.m. to 5 p.m. 
on Friday. All proceeds will go 
to club philanthropies. 


Mrs. Lee Becker, 259-9788, is 


chairman of the Fair and may 
be called for further informa- 
tion. 


ROLLING MEADOWS 


A rummage sale sponsored 


by St. Colette Catholic Wom- 
an's Club of Rolling Meadows 
has been set for Saturday and 
Sunday, March 15 and 
16. 


Hours will be from 10 a.m. to 4 
p.m. both days. 


Club members invite all in 


the area to "browse and per- 
haps make one of the biggest 
bargains in your life " 


HARRINGTON HILLS 


Countryside School mothers 


are knee-deep in plans for 
their annual "Miss Fitz" rum- 
mage sale, set for Saturday, 
March 8, at the school on West 
C o u n t y Line and Brinker 
Roads. Hours will be 9 a.m. to 
4 p.m. 


BATAVIA 


In addition to those on their 


mailing list of several thou- 


sand antique seekers, mem- 


bers of Batavia Unit of Com- 
munity Hospital Auxiliary in- 
vite all area women to their 
12th annual antique show and 
sale. The sale will be held at 
the Kane County Fairgrounds 
Wednesday, Thursday and Fri- 
day, March, 26, 27 and 28. Mrs. 
Corinne Meyer of Barrington, 
show producer, has limited ex- 
hibitors to 30. 


Luncheon and refreshments 


will be available at the show 
which is being held in the In- 
dustrial Exhibition Hall. The 
fairgrounds 
are 
located on 


Randall Road between High- 
way 64 and Alternate 30, Gen- 
eva-St. Charles. 


LAKE ZURICH 


A 2-day rummage sale will 


be held at Quentins School, 
Plum Grove Road, Friday and 
Saturday, March 14-15, from 9 
a.m. to 5 p.m. The school can 
be reached by taking Route 12 
(Rand Road) to Plum Grove 
Road. 


Sponsored by the 
Parent 


Teacher Club, the sale win fea- 
ture antiques, clothing, appli- 
cances and toys. Proceeds will 
help purchase the school's 
physical education equipment. 


Dryer.. ^ 
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Harried baby-sitter to re- 
turning parents: "Don't 
apologize — I wouldn't be 
in any hurry to come home 
either." 


* 
* 
Even if money could buy 
happiness, think what a 
luxury tax there would be 
on it. * 
* 


The trouble with 
teen- 


agers' transistor radios is 
that they are both AM 
and PM. 
* 
* 


Heard about the guy who 
graduated from bartend- 
er's school with honors? He 
was the highest member of 
the class. 
* 
* 


Neighbors: people who 
never notice you until you 
do something you wish 
they hadn't noticed! 
* 
* 


You'll notice our flair for 
casual hair-dos at Beau- 
tiful Lady Hair Fash- 
ions, ,1713 £. Central 
Road. 


She spends a 


fortune on 


clothes... 


...but 


only $22.00 a year* for 
Household Pest Control's 


Pest Prevention and 
Protection Policy 


She can afford the best, but knows she 
doesn't have to overspend to get it with this 
complete prevention and treatment service. 
Visits every six months to stop or prevent 13 
of the most common problems: Ants, 
spiders, clothes moths, roaches, mice, 
and others listed. Don't 
wait for an emergency, call 
NOW. 
call Household 
Pest Control 
362-5722 
Also: Mosquito Fogging 
Area Tick & Flea Treatment 
Lawn & Tret Spraying 
• For the first sac rooms 
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January25Newlyweds 
Met as First Graders 


THEY'RE LINED UP to model clothes their moth- 
ers have made for them which will be featured at 
the "Junior Miss and Master Fashion Show" Satur- 
day at St. Peter'i School, 500 N. Cherry, Itasca. 


Sponsored by St. Peter Council of Catholic Women, 
the show begins at 1 p.m. The "line-up" from left 
includes Anne Sylvester, Kathy Hnilo, Joanne Quat- 
raro, Frank Hnilo, Robert and James Vitale and 


Rosemary Daley. An added attraction will be a 
showing of spring fashion from Geri's Children's 
Wear of Bensenville. 


(Staff Photo) 


Sorority Activities 


Service Sorority Opens 
Two Suburban Chapters 


Suburban 


EP9ILON SIGMA ALPHA 


Tbe newest chapter of Epsi- 


km Sigma Alpha in the Bart- 
lett, Hanover Park, Stream- 
wood, Keeneyville area has 
been named Gamma Tau. Next 
meeting of Gamma Tau will be 
•t the home of Mrs. James So- 
tern, 923 Cuyogoga 
Drive, 


Bartlett, on Monday, March 10 
at 8 p.m. Mrs. Thomas Mul- 
doon and Mrs. Morris Spangler 
will report on possible phi- 
lanthropic activities available 
in this area. 


Those attending the second 


organizational meeting chose 
the second and fourth Mondays 
for meeting nights. A tentative 
date of Monday, March 24, has 
been selected for-the candle- 
light pledge ceremonies. It is 
expected that 22 women will 
become members. The charter 
will remain open until this cer- 
emony. 


GAMMA TAU will be the 


43rd chapter in the state of Illi- 
nois and the third capter lo- 
cated in the northwest suburbs. 
The other chapters are Gam- 
ma Tbeta in Hoffman Estates 
and a new chapter in Arlington 
Heights. 


Upon chartering, this chap- 


ter will have the privilege of at- 
tending the International Con- 
vention in Los Angeles in July, 
participate in leadership confer- 
ences and educational work- 


ested in affiliating with a chap- 
ter may contact Mrs. Andrew 
Voykin, 1301 W. Cottonwood 
Lane, Mount Prospect. Next 
meeting of Xi Eta Bpsilon will 
be held Wednesday, March 12, 
in the Arlington Heights home 
of Mrs. Forrest Sward. 
DELTA KAPPA GAMMA 


Members of Gamma 
Eta 


Chapter of Delta Kappa Gam- 
ma, an international organiza- 
tion for women educators, will 
meet Monday, March 10, at 
6:30 p.m. in McAuley School, 
Roosevelt Road, West Chicago. 


Mrs. Marshall Stone, teach- 


er, principal and superintend- 
ent of McAuley School, will 
present the program. Her topic 
for presentation is "Values — 
Reaction to Challenge." 


A planned potluck will pre- 


cede the meeting. Mrs. La- 
Verne Volbrecht of Itasca will 
be one of the hostesses. 
ALPHA OMICRON PI 


When Mrs. James Stephens 


entertains Alpha Omicron Pi's 
Northwest Suburban Alumnae 
Chapter at 8 pjn. Wednesday, 
March 12, her home's decor is 
sure to receive closer-than-usu- 
al attention, because "Furni- 
ture and Decoration," as inter- 
preted by Schneller Furniture 
Company of Arlington Heights, 
is the program. 


Schneller 
representatives 


will concentrate on living room 


is Mrs. Thomas Hall of Pros- 
pect Heights and Mrs. John 
Hannibal of Mount Prospect is 
local membership contact. 
President is Mrs. Thomas Per- 
les of Glenview. 


Mrs. Richard Swob, 220 S. 


Can-Dota, Mount Prospect, will 
be hostess to the chapter for ' 
the 
Wednesday, March 19, 


meeting which will feature 
comments by local American 
Field Service Exchange stu- 
dents. Mrs. Donald Landwer 
and Mrs. Lambert will be host- 
esses for the 8 p.m. meeting. 


A r e a A l p h a Xi Delta 


alumnae interested in joining 
the group may call Mrs. Han- 
nibal at 394-0027. 


St. Peter Ladies Will Be 
'Popping into Spring* 


"Popping into Spring" with 


fashions and flowers is the 
theme of the Saturday, March 
22, fashion show and luncheon 
being sponsored by the Parent- 
Teacher League of St. Peter 
Lutheran Schoo,, Arlington 
Heights. 


The event will begin with a 


social hour at 11:30, followed 
by a noon luncheon at Itasca 
Country Club. 


shops, select Individuals for out- decor, including floor covering, 
standing 
pledge, 
outstanding lighting, color, room layout 


girl, honor a man who makes 
an outstanding contribution to 
his community with the Zeus 
Award and recognize an out- 
standing youth in the sixth, sev- 
enth or eighth grades. 


TUT SECOND meeting of a 


new chapter forming in Arling- 
ton Heights was held Thursday 
evening in Mrs. Edward Get- 
ting's home. Mrs. Arnold Kos- 
kta and Mrs. Milan Miller, 
members of Gamma Theta 
chapter in Hoffman Estates, 
were present. The two will be- 
come members of the new 
chapter when it is initiated. 


This chapter will have a lim- 


it of 25 members so that meet- 
Ings can be held in the mem- 
bers' homes. 


Area women interested in ei- 


ther chapter may call Mrs. Al- 
lan Schoeld, field director, at 
529-96*6, for details. 
BETA SIGMA PHI 


Three area women, Mrs. 


Richard Allinger of 
Buffalo 


Grove, Mrs. Fay Daniel of 
Hoffman Estates and Mrs. Ter- 
ry Kohl of Arlington Heights, 
were welcomed into Xi Eta 
Epsilon chapter of Beta Sigma 
Phi at the Feb. 26 meeting. 


Area Beta Sigma Phi's inter- 


and furniture. 


Pi's will be encouraged to 


ask questions about decorating 
problems in other areas of the 
home, also. 


KEY TOPIC of the business 


meeting before the program 
will be the chapter's by-laws, 
which have been under revi- 
sion since last August. 


Mrs. Stephen's home is at 


924 Wilkinson Pkwy., Park 
Ridge. She will be assisted by 
Mrs. David Weidner of Des 
Plaines and Mrs. Robert Cor- 
bett, Mrs. William Tubbs and 
Mrs. Martin Voise, all of Ar- 
lington Heights. 


Transportation can be ar- 


ranged with Mrs. Tubbs, 392- 
1039, Mrs. Robert Scott, Mount 
-KM 's-rw '9Bto-m 'iMdsojj 
liam Rietz, Palatine, 358-6168. 
ALPHA XI DELTA 


Several area women have 


been elected to posts in the 
North Area Alumnae chapter 
of Alpha Xi Delta. Mrs. James 
Lambert of Mount Prospect 
will be serving as the group's 
recording secretary and Mrs. 
Donald Van Dragt of Arlington 
Heights will be the Journal 
correspondent. 


Magazine Agency chairman 


Fashions are from Marge's 


Apparel Shop in Arlington 
Heights, with St. Peter ladies 
as models. Clothing to be mod- 
eled includes teen-misses and 
half sizes. 


TICKETS ARE available by 


reservation only and can be re- 
served by calling the ticket 
chairman, Mrs. John Abar at 
259-1664. 


All proceeds from "Popping 


into Spring" will be used to 
directly benefit the school chil- 
dren, according to Mrs. Mur- 
ray Burfeind, general chair- 
man of the event. 


FORREST TUCKER will be guest of honor at the annual 
spring luncheon of the Campion Mothers Club of Chicago, 
planned for Thursday, March 20, at the Drake Hotel. Mrs. 
Hugh Kelley of Inverness, shown with the stage and screen 
personality, is co-chairman of the "Spring Thing." Bramson's 
will provide a fashion show during the luncheon. 


Showings in the Area 


Fashion Runway 


St. Alexius Names Model 
For Parade of Hospitals 


Mrs. W. L. Greville, 1532 S. 


Arlington Heights Road, Ar- 
lington Heights, will represent 
St. Alexius Hospital Auxiliary 
as an Amateur mannequin in 
the 16th annual spring lunch- 
eon and fashion show spon- 
sored by the Woman's Aux- 
iliary of Grant Hospital, Chi- 
cago. The event will be held in 
the Grand Ballroom of the 
Palmer House Hotel on Friday, 
April 11. 


Mannequins in the "Hospi- 


tals on Parade" program will 
model fashions from Saks Fifth 
Avenue. Prizes of $500 will be 
awarded to the hospital win- 
ning in each of three cate- 
gories, the winners to be deter- 
mined by the pleasing appear- 


ance and performance of their 
representative models. 


MRS. GREVIIXE'S husband, 


Dr. Warwick Greville, has of- 
fices in Wood Dale and is on 
the 
attending staff 
at St. 


Alexius. 


Mrs. Greville is an Auxiliary 


volunteer at the hospital. She 
was chairman of the Auxiliary 
Ball in '67 and served as mem- 
bership co-ordinator in '68. 


Shine on Safety 


To avoid accidents, provide 


good lighting at the bedside, in 
the bathroom, the halls and at 
the top and bottom of stairs. 


March 
8-"Junk>r Miss and Master" 
fashion show, 1 p.m., St. Pe- 
ter School Hall, 500 N. Cher- 
ry, Itasca. Council of Catho- 
lic Women made clothes 
their children will model. 
Tickets at door. 
8-St. Emily's Women's Club 
"Champagne & Lace" lunch- 
eon and show, 11:30 a.m., 
Carousel's 
Round 
Table 


Room. Tickets, 296-4801. 


12—"Springtime Fash ions" 


show by Ladies Auxiliary to 
Addison VFW, 7 p.m., Addi- 
son Post Home, styles by 
Bea's Dress P'joppe, Melrose 
Park, Ticket* KI3-6717. 


15—Second anm. •' "Swing into 


Spring" luncheon and show 
for Wheeling-Buffalo Grove 
Newcomers Club. At noon, 
Mount Prospect Holiday Inn. 
Fashions from Bridal Ter- 
race. Tickets, 537-5233. 


22—"Swing into Spring" lunch- 


eon and show 
by 
Mount 


showing by LeVoy's, bazaar. 
Pioneer 
Park, 7:30 p.m. 


Tickets, 253-2812. 


Proper Put-on 
For 


One good way to judge place- 


ment of false eyelashes comes 
from Ron Buchardt, makeup 
designer for Charles of the 
Ritz. 


Start the inner corner of the 


lash one finger depth from the 
n-we, he says. In other words, 
leave about one-half inch from 
the inner corners without the 
falsies, rather extending them 
toward the outer lids. 


B u c h a r d t offers another 


makeup tip to the woman 
wanting to make her hands 
longer and slimmer. Use very 
pale polish instead of the deep 
tones. 


Bonwit Teller. Tickets, 253- 
2043. 


22—"Popping 
into 
Spring" 


fashion luncheon by PTL of 
St. Peter Lutheran School, 
Arlington Heights, at Itasca 
Country Club, with fashions 
from Marge's Apparel. Tick- 
ets, 259-1664. 


28— "Spring Happening" by Ar- 


1 i n g t o n Heights Jaycee 
Wives. Card party, fashion 


Carol Ann Sesterhenn and 


Donald Verne Jernberg have 
known each other since first 
grade, but it wasn't until their 
senior year at Prospect High 
School that they had their first 
date. That was four years ago, 
and now as senior students in 
college, they are Mr. and Mrs. 


After graduation from Pros- 


pect, Carol went on to study at 
Northern 
Illinois 
University 


and Don to Vanderbilt Univer- 
sity in Nashville. After two 
years at Northern, Carol trans- 
fered to Peabody College and 
the newlyweds are now living 
in Nashville completing their 
senior years. This June, Carol 
will graduate with a B.S. in 
elementary education and Don 
will graduate with a B.A. in 
litical science. He then plans to 
go on to law school. 


CAROL, DAUGHTER of the 


Edward J. Sesterhenns, 418 N. 
Elm St., Mount Prospect, and 
Don, son of the Albert E. Jern- 
b e r g s , 105 N. Eastwood, 
Mount Prospect, were married 
Jan. 25 in St. Mark Lutheran 
Church, Mount Prospect. Pas- 
tor David J. Quill performed 
the 5:30 p.m. double ring ser- 
vice. White flowers decorated 
the altar and bows marked the 
pews. 


Mr. 
Sesterhenn 
gave his 


daughter in marriage during 
the candlelight service. 


The bride's choice in wed- 


ding gown was an off-white 
peau de sole A-line with cowled 
neckline and long lantern 
sleeves of ribbon lace. The rib- 
bon lace also trimmed the bod- 
ice and the back was detailed 
with a row of tiny loop buttons. 
Her cathedral veil was of off- 
white illusion and was held in 
place with a ribbon lace cap. 


Her flowers were a cascade 


of white roses, stephanotis and 
lily of the valley. 


MISS HELEN Wlochall of 


FRI., MAR. 7, 1969 


Lombard, a friend from North- 
ern Illinois University, served 
the bride as maid of honor. 
Bridesmaids were Miss Bar- 
bara Raasch, a cousin from 
Arlington Heights, two child- 
hood friends, Miss Catherine 
Whitcomb and Miss Donna 
Kurhajec of Mount Prospect, 
and Miss Carole White of New 
London, Ohio, a Peabody Col- 
lege sorority sister of the 
bride. Miss Kurhajec was the 
roommate of the bride 
at 


Northern. 


Their gowns were of moss 


green velvet fashioned with 
long sleeves, empire 
waists 


trimmed with pale green satin 
ribbon and with pale green sat- 
in stand-up collars. They car- 
ried French bouquets of carna- 
tions, roses, mums, lilies of the 
valley and greens. 


Six-year-old Jeannie Mueller, 


a cousin 
from 
Barrington, 


served as flower girl wearing a 
gown matching the brides- 
maids' gowns. She carried a 
white basket with yellow car- 


nations and roses. 


Ring bearer was the groom's 


c o u s i n , 5-year-old Jimmy 
Blomquist of Des Plaines. 


GARY JERNBERG of Mount 


Prospect served his brother as 
best man, and ushers were 
Steve Herod of Maitland, Fla. 
and Kurt Strasser of Oak 
Ridge, Term., fraternity broth- 
ers of the groom, Dick Fiedler, 
a cousin from Lake Geneva, 
and the bride's brothers, Jim 
and John Sesterhenn of Mount 
Prospect. 


The service was followed by 


a dinner for 175 at the Park 
Ridge Inn. Mrs. Sesterhenn 
wore a moss green chiffon em- 
pire floor-length gown with ivo- 
ry crepe skirt and a corsage of 
white cymbidiums. Mrs. Jem- 
berg chose a floor-length gold 
empire gown and also a cor- 
sage of white cimbidiums. 


The newlyweds honeymooned 


in Chicago for four days and 
are now living in the Garrison 
Apartments at Peabody Col- 
lege. 


MARCH SPECIAL 


During the entire month of March 


with each permanent, hair coloring or 
frosting you will receive a nationally 


advertised bottle of nail polish or tube 
of lipstick. This is a $2 value FREE with 


each of the above services done expertly 
and with care by experienced hairdressers. 
Open Mon. thru Sat., Thurs. and Fri. eve- 
nings. 


Please present this ad 


The 
Beauty Salon 


Weslgate Park & Shop 


Willce & Campbell. Arlington Heights 


Call 253-2463 for appointment 


.We mfcrr .Ynfmnnf Hair 
* &• Ca*mtttttogi*t ,-itMt* 


e.vi 


excitement 


Prospect B&PW Club, at Ar- 
lington Carousel, fashions by Cherry SttUCC 
Rnntuit T»1W 
Ti/<lKrfs 
959. 
J 


Pork loin roast or fresh ham 


is more delightful than ever 
with a hot cherry sauce, easily 
made: combine one can (16 
ounces) cherry pie filling with 
one-fourth cup of orange juice, 
one teaspoon grated lemon 
rind and one-fourth teaspoon 
allspice. Cook, stirring con- 
stantly,-until heated through. 
Yield: two and one-third cups. 


dial 
92.71m 
stereo 24 hours 
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Storkfeathers 


Couple Sees Double: 
It's Twin Daughters 


Suburban 


A picture may be worth 10,- 


000 words, but Mrs. Thomas 
S c h u m a n n ' s doctor didn't 
waste time with words after he 
viewed her X-ray. The "pic- 
ture" was of twins, a surprise 
for both the Schumanns and 
the doctor. 


Born by caesarian section 


Sunday, 
March 
2. Shannon 


Lyn. 6 pounds 104 ounces, and 
Sharon 
Lyn. 8 
pounds 
12 


ounces, are the first children 
for the Schumanns who make 
their home at 
100 Mayfield 


Drive, Streamwood. The twin 
girls arrived at 1:15 and 1:16 
p.m. 
in Gottlieb Memorial Hos- 


pital. 


"My 
husband 
is still in 


shock," laughed Mrs. Schu- 
mann who recalled that both 
she and her husband have 
twins in the family. Grand- 
parents of the twins are Mrs. 
Janet DaJania of Chicago and 
Mr. and Mrs. John Schumann 
of Philmont. N.Y 


Northwest Community 


Thoma* Jamt* Perry joins 


three sons and a daughter in 
the Mrlvin C Perry home at 
wxi S Spring St , Roselle. Born 
Fct> 24 to Mr. and Mrs. Perry, 
tin' baby weighed 6 pounds IS 
winces. His brothers are Mi- 
chael. Hlj. Joseph. 2's. and 
John. 13 months old. His sister 
ir 4li-year-old Pamela. The 
Leo 
Wallaces 
of 
Elmwood 


P a r k are Thomas' grand- 
parents. 


Christopher Alan Lund Is the 


first child of Mr. and Mrs. 
James B. Lund, 2214 Goebbert 
Road, Arlington Heights. The 
newcomer arrived Feb. 20 at 9 
pounds 2 ounces. His grand- 
parents 
include 
the Frank 


Lunds of Bensenville and the 
Howard BaUards of Wheaton. 


Krlstine Marie Laboda, sec- 


ond child of the Ronald J. La- 
bodas of 217 Mohawk Drive, 
Bensenville, was born Feb. 27 
and 
weighed 6 pounds 12 


ounces. She has a brother, Da- 
vid Scott, who Is 14 months 
old. 
Grandparents of the two 


are Mr. and Mrs. J. Laboda 
and Mrs. Helen Polkow, all of 
Bensenville. 


Tony John Miraglia, first- 


born for the William J. Ml- 
raglias of 1984 W. Algonquin 
Road, Mount Prospect, arrived 
Feb. 25. He weighed 8 pounds 
14 ounces. The baby Is a 
grandson for Mrs. Ruth Mi- 
raglia of Chicago and the Jack 
Mitchells of Mount Prospect. 
There is also one great-grand- 
mother living in the area, Mrs. 
Margarite Pape of Mount Pros- 
pect. 


Memorial-DuPage 


Vincent Michael Grano, third 


child in the Santo Floyd Grano 
family of'601 Willow, Itasca, 
was born Feb. 18. He has a 
brother, Joseph, 4, and a sis- 
ter, 
Robin, almost 3. The new- 


comer weighed 6 pounds B 
ounces and is another grand- 
son for the Sam Granos of 
Northlake 
and 
the 
Joseph 


Dimicelis of Itasca. 


Linda Marie Schmidt is a 


first daughter after three sons 
f o r 
M r . and Mrs. Karl 


Scnmidt, 510 N. Elm St., Itas- 
ca. She was born Feb. 18 and 
weighed 10 pounds 8 ounces. 
Linda's brothers are Douglas, 
4'2, Rusty, 34. and Daniel, 2. 
Her grandparents include Mr. 
and Mrs. Russell C. Schmidt of 
Addison and Mrs. Rose Brogan 
of Itasca. She also has a great- 
grandmother 
living 
nearby, 


Mrs. Stella Roberts of Addison. 


Joel Philip Kierson weighed 


7 pounds 7 ounces at birth Feb. 
21 and is the first child of Mr. 
and Mrs. Clifford Rierson, 506 
Forest Preserve Drive, Wood 
Dale. Joel's grandparents are 
the Archie Riersons of River 
Forest and Mrs. Emilia To- 
liusis of Paw Paw, Mich. 


Lutheran General 


Kimberly Lynn Neriui is the 


first child for Mr. and Mrs. Er- 
vin C. Nerius Jr., 1413 S. Wolf 
Road, Wheeling. Born Feb. 5 
at 7 pounds 3 ounces she is a 
granddaughter for Mr. 
and 


Mrs. 
Harley Cannon of Mount 


Prospect. 


Other Hospitals 


Christopher Lee Shadel is the 


name of the son born Feb. 25 
to Mr. and Mrs. Stephen R. 
Shadel of Mundelein. He is a 
grandson for Mr. and Mrs. 
Raymond Dwiel of Wheeling 
and the Leslie Shadels of Wau- 
conda. Christopher is a brother 
for Beverly Ann, 2. He arrived 
in Highland Park Hospital. 


Thomas Bruse Happ, second 


son of the Frank L. Happs of 
10 Whitehall Court, 
Buffalo 


Grove, was born Feb. 24 in St. 
Francis Hospital, Evanston. 
The baby, who weighed 9 
pounds 12 ounces, is a brother 
for Michael, 16 months old. His 
grandparents are the Angelo 
Ferrarinis of Northbrook and 
the James Happs of Gienview. 


Jonathan F. Klnas arrived 


Feb. 25 to make first-time par- 
ents of Mr. and Mrs. Walde- 
mar Rinas, 320 Cherrywood 
Road, Buffalo Grove. The 7 
p o u n d 8 ounce newcomer 
claims St. Francis Hospital as 
his birthplace. Grandparents 
are the Mike Koslows of Nor- 
ridge and Mr. and Mrs. Ray- 
mond Longly of Ingleside, 111. 


Notre Dame Priest Unites 
Diane Davies, John Stelzer 


When Diane Davies of In- 


verness and John Stelzer of 
Lea wood, Kan . planned to be 
married early this year, they 
asked Father Daniel O'Neil of 
Notre Dame University to per- 
form the ceremony. The bride- 
groom is a graduate of Notre 
Dame and a friend of Father 
O'Neil. 


The wedding took place Jan. 


25 in St. Anne's Church, Har- 
rington 


PARENTS OF the bride are 


Mr. and Mrs. Rees E. Davies 
of Inverness, and the groom is 
the son of the Gus Stelzers, 
who are former Inverness resi- 
dents. 


For the 2 o'clock ceremony, 


the bride wore an ivory peau 
de soie gown with a wide panel 
of Italian lace down the front, 
also forming a back yoke and 
an inset in the long sleeves. 
She chose a mantilla of net 
edged with the matching lace 
and carried white carnations 
with greens. 


HER ATTENDANTS. 
all 


gowned in red velvet trimmed 
with red satin, were Christine 
Bagge, Inverness, as maid of 
honor; 
Debbie Bartley, In- 


verness, and Patricia Benson, 
Munster, Ind., as bridesmaids; 
and Laurie McCabe of Seattle, 
a niece of the groom, as flower 
girl. 


Miss Benson and the bride 


are Gamma Phi Beta sorority 
sisters. 


The groom, usually known as 


"Jack." had a Notre Dame 
friend. Peter Morris, as best 
man. 
Groomsmen were Sean 


Crimmons and Bob Spear, also 
from Notre Dame, and Rees 
Davies, the bride's brother. 


Mr. and Mrs, 
John Stelzer 


AS THEY saw their children 


u n i t e d in marriage, Mrs. 
Davies was gowned in a pale 
blue silk dress with a matching 
jacket and a cymbidium cor- 
sage and Mrs. Stelzer wore 
moss green with a cymbidium 
corsage. 


B o t h the bride's grand- 


mothers, Mrs. James Ahern of 
Chicago and Mrs. Rees E. 
Davies Sr. of Verona, N.J., 
were present for the wedding 


and the reception at Inverness 
Golf Club immediately Mow- 
ing the rites. 


The newlyweds had a 5-day 


honeymoon in the Bahamas be- 
fore returning to Bloomington, 
Ind., where the groom is com- 
pleting work on his master's 
degree in business finance at 
the University of Indiana. The 
bride attended Indiana before 
her marriage. 


A rlington Juniors Donate 
Hours to Social Service 


To demonstrate the seventh 


District Junior Woman's Club 
emphasis on 
citizenship, 
a 


Washington's Birthday party 
was given for children at the 
Chicago Indian Center. Hosted 
by members of the social ser- 
vice committee of Arlington 
Heights Junior Woman's Club, 
the party included the presen- 
tation of an American Flag to 
Franccscn 
Veltri. 
children's 


recreational director. 


The flag and several school 


desks, procured by the com- 
mittee. »ill be used in the 
classroom where tutoring and 
special education take place 
each afternoon. 


GIFTS, candy, cookies and 


juice were taken to the party, 
plus donations of 
clothing, 


shoes, boots, games and toys 
(or distribution to needy Indian 
families. 


The 
social 
service com- 


mittee, composed of 18 mem- 
bers and Mrs. Richard Steffens 
as chairman, is one of the Ar- 
lington Juniors most active 
groups. 


EACH Wednesday a member 


of the committee spends two 
hours assisting the teacher in 
the young adult craft classes 
at Clearbrook School. Three of 
the women have also qualified 
to help teachers each week 
with the younger children at 
the school, and the committee 
has made a hirdhouse 
with 


removable sections to be taken 
apart and re-assembled for de- 
veloping better coordination. 


The women have also sten- 


ciled and cut 120 felt animal 
figures for use in story-telling. 


COUNTRYSIDE Center for 


the Handicapped in Palatine 
receives a like amount of at- 
tention. 


Over 350 volunteer hours 


have been spent typing lessons 
into large type or tape-record- 
ing them for use by the par- 
tially-sighted children at North 
School. Maps have also been 
reproduced in enlarged form 
for their social studies. 


The cancer committee is an- 


other social service project. 
C h a i r m a n Mrs. Lawrence 
Borre has arranged informa- 
tive programs within the com- 
munity to educate area women 
in cancer detection. 


Doctor in the Kitchen 


Vitamin B: The 
Complex Vitamin 


by DR. LAURENCE HURSH 
To discuss the B vitamins we 


will need to talk about 11 sub- 
stances in the so-called vita- 
min B complex. 


Seven of these vitamins are 


essential in your diet. You 
need them daily. The other 
four are not necessarily essen- 
tial in your meals. Two of 
these the body can form from 
other 
compounds. Research 


has not yet demonstrated that 
the last two are essential for 
humans. All are water-soluble, 
as is vitamin C. 


The discovery of the B vita- 


mins is quite romantic. A 
Dutch surgeon in Java ob- 
served 
that 
chickens 
ailed 


when they ate polished rice 
scraps from a military hospital 
commissary. They recovered 
from paralysis when he fed 
them natural rice, complete 
with the outer layers of hull re- 
moved when polished rice was 
milled. 


THE DISEASE suffered by 


the chickens, ducks and pi- 
geons fed the polished rice 
seemed similar to a common 
and serious disease in man, 
called beriberi. 


This was enough to eventual- 


ly set other scientists to work 
until in 1928 that anti-beriberi 
vitamin was isolated and then 
in the 1930's synthesized. This 
vitamin — vitamin B — was 
first thought to be a single sub- 
stance. Later, research re- 
vealed how elaborate the B 
vitamin complex is. 


Of the 11 substances in the 


complex, the seven essential B 
vitamins are thiamin, ribofla- 
vin, 
niacin, pyridoxine, pan- 


tothenic acid, folic acid and 
vitamin B12. The other four 
are choline, biotin, inositol and 
p-aminobenzoic acid. 


THIAMIN, or vitamin Bl as 


it is sometimes known, is the 
anti-beriberi vitamin. As we 
said earlier, the B vitamins 
and vitamin C are water-so- 
luble. For this reason, care 
must be exercised in cooking 


or you'll throw away these 
vitamins when discarding the 
water in which they were cook- 
ed. Or if you overcook, you'll 
destroy 
these vitamins be- 


cause they are readily broken 
down by heat in neutral or al- 
kaline solutions. 


Thiamin helps promote nor- 


mal appetite and digestion. It 
helps keep the nervous system 
healthy and helps to prevent 
irritability. It also helps the 
body release energy from food. 
A very important vitamin, to 
say the least. 


IT IS present in many foods 


but primarily so in only a few. 
Lean pork is one of the best 
foods for obtaining thiamin. 
Other meats, fish and poultry, 
eggs, enriched or whole grain 
b r e a d s and cereals, dried 
beans and peas and finally, po- 
tatoes, broccoli and collards 
are good sources. 


Riboflavin or vitamin B2 is a 


water-soluble yellow pigment, 
importantly available in milk, 
all kinds of cheese, ice cream, 
meat (especially liver), fish 
poultry and eggs. 


Stable to heat, riboflavin 


content is not particularly re- 
duced, for example, in milk by 
drying or pasteurizing, but ex- 
posure to sunlight will destroy 
large portions of this vitamin. 
This is one reason nutritionists 
recommend you keep milk out 
of the sunlight. 


WHAT DOES riboflavin do 


for you? It helps the cells use 
oxygen. It helps keep our 
skin, tongue and lips normal. 
It helps prevent scaly, greasy 
skin front-forming around your 
mouth and nose. 


In animals, nutritionists say, 


too little 
riboflavin during 


pregnancy may result in ab- 
normalities or loss of the fetus. 
We don't know whether con- 
genital defects in humans are 
due to inadequate riboflavin in 
the diet of the mother. 


More on the B vitamins next 


week. 


AAUW Branch Will Hear 
Cook County Commissioner 


Floyd T. Fulle, Cook County 


commissioner, will address the 
Northwest Suburban Branch of 
American Association of Uni- 
v e r s i t y Women Thursday, 
March 13, at 8 p.m. in Oehler's 
Community Room, Lee and 
Perry Streets, Des Plaines. 


His address will be "Urban 


Planning and the Northeastern 
Illinois Metropolitan Planning 
Commission." Fulle is the 
Cook County representative on 
the Northeastern Illinois Plan- 
ning Commission and to the 
Office of Economic Opportuni- 
ty. He has been a member of 
the Cook County commission 


since 1964 when he was ap- 
pointed to fill the facancy 
created by the death of his fa- 
ther and subsequently elected 
for a 4-year term November 8, 
1966. 


The Northeastern Illinois 


Metropolitan 
Planning Com- 


mission engages in two types 
of a c t i v i t y : (l) research 
needed to provide the basis of 
a comprehensive plan for the 
six-county area, and (2) imme- 
diate help to local governments 
on such matters as the man- 
agement of natural resources, 
transportation, and civic de- 
sign. 


Panel of Five To Explore 
'Nursing 'Round the World' 


A panel discussion on "Nurs- 


ing Around the World" has 
been scheduled for the Thurs- 
day, March 13, meeting of the 
18th 
District, Illinois Nurses 


Association. The meeting will 
take place in Lutheran General 
Hospital. 


Panel members will be Miss 


Clare O'Boyle, assistant direc- 
tor of nursing education at St. 
Francis Hospital, who partici- 
pated in a study tour of Eu- 
ropean hospitals; Miss Dorothy 
Johnson, 
chairman, 
Depart- 


ment of Nursing, Evanston 
Hospital, who particpated in a 
program of hospital manage- 
ment in London. 


A L S O 
MISS Marguerite 


Paetznick, director, 
Depart- 


ment of Nursing, Lutheran 
La Leche Meets 
Friday, Mar. 14 


La Leche League invites all 


women interested in successful- 
ly feeding their babies to its 
next meeting. It will be held 
at 8:30 p.m. Friday, March 14, 
in the Addison home of Mrs. 
Diane Schultz, 17W333 Belden. 


This will be the third meet- 


ing in a series of four, and the 
topic will be "Arrival of Baby; 
the Family in Relation to the 
Breastfed Baby." Leader will 
be Mrs. I. Modero, 562-0877, 
who may be called for infor- 
mation at any time. 


General Hospital, who was a 
consultant 
with the 
World 


Health Organization, visiting 
hospitals in Egypt and Iran; 
Miss Kathleen Foley, who re- 
ceived her nursing education in 
Dublin, Ireland and Liverpool 
Maternity Hospital in England; 
and Mrs. Josefina De Leon 
Penazola who graduated from 
the Royal Pontifical University 
of St. Thomas in Manila and 
served as principal of Arellaui 
University College in Manila. 


Mrs. De Leon Penazola and 


Miss Foley are both employed 
at St. Francis Hospital, Evans- 
ton. 
Indian Center 
Gets Delivery 
From Itasca 


Itasca Junior Woman's Club 


members have collected an as- 
sortment 
of blankets, 
chil- 


dren's clothing, canned goods 
and trading stamps for St. Au- 
gustine Center for American 
Indians. 


Mrs. 
Tom Pruyn, chairman 


of international and public re- 
lations, learned of the need 
through the Indian Affairs Di- 
vision of the Illinois Federation 
of Woman's Clubs. 


Mrs. Pruyn and her com- 


mittee have just delivered the 
articles to the Center, located 
on Sheridan Road in Chicago. 


50 CHANCES 
TO CASH IN 


Watch for the Number on Your 
Paddock Directory — It Could 


Mean Money to You 


Paddock Director!** are published periodically for Arlington Heights, 
Banstnvilk Buffalo Grova, Invarnass, Itasca, Mt. Prospect, Palatine, 
Rolling Meadows, Wheeling and Wood Dale. 


50 Winning Numbers 


Will Be Listed Here Each Friday 


If H»e number on your Paddock Directory is listed, bring your directory to Pad- 
dock Publications office at 217 W. Campbell, Arlington Heights between I a.m. 
and 5 p.m. Friday, or 8 a.m. and 12 noon Saturday to see if you are a winner. 


Firit number (or maybe two, at listed) to 'report in' each week will receive a 
Paddock Food Certificate good for $30, $20 or $ 10 at any of the food stores 
listed below. 


If you report too late to be a winner, you will receive a Paddock Zip Cod* Di- 
rectory at a consolation prize. 


1968 Paddock Dirtetory 


for Arlington Height* 


Priits Now $30* and $20* 


11,096 
12,406 
13,382 
14,727 
15,703 


16,465 
17,354 
19,395 
20,504 
21,184 


1969 Paddock Dirtetory 


for Mt. Prospect 


Prizes Now $30* and $30* 


10,814 
11,687 
13,394 
14,766 
15,253 


16,543 
17,314 
18,430 
19,727 
20,121 


19*8 Paddock Dirtetory 
Wheeling-Buffalo Grovt 


Priits Now $30* and $30* 


10,137 
12,403 


10,455 
13,280 


10,937 
13,435 


11,361 
14,296 


11,823 
14,358 


1968 Paddock Dirtetory 
B'villt-ltasea-Wood Dolt 


Prizes New $30* and $30* 


10,114 
12,743 


10,366 
13,642 


11,294 
14,103 


11,826 
14,674 


12,320 
15,396 


1968 Paddock Dirtetory for Palatint, Inverness. Rolling Meadows 


Prizes Now $30* and $30* 


11,233 
13,523 
16,981 
19.238 
21,048 


12,762 
14,306 
17,923 
20,883 
22,096 


If you don't havt a Paddock Dirocfory, drop in at our offico and pick 
up a Directory Swoopstakos Card for the community noarost you. 


SAVE ON 


FOOD BILLS 


Paddock Food Certificatos aro honorod at any of theso stores dtdicatod 
to maintaining the complete selection, variety and quality demandod 
by the modern suburban shopper: 


Arlington Packing Co. 
ll» W. Campbell 
Arlington Htlahh 
The Coke lex 
II W. C«mpb.ll 
Arlington Helf hti 
Choi's 9««ltty Moot* 
7 I. Cimpk.ll 
Arlington KUIghh 
Domlniek's 
7*7 W. Soil Reid 
D*> Malnea 
Domlniek's 
223 E. Northw.it Highway 
P.Utln. 


Domlalck's 
1131 Klrchoff Reae* 
Rolling Moadowi 
•ret* St. Super Mart 
III I Croon S»reer 
B.ni.nrllU 
Htwland's Met* Market 
27 W. Campb.il 
Arlington Heights 
J ft I Prtenr Meets 
II W. HIM 
Mount Protp.tt 
J ft I Meet Market 
MO S. Main Stroot 
Mount Pr.ip.ct 


Marsala's Milt Depot 
21 Railroad Avenue 
P.Utln. 


Meeske's Super Market 
101 S. Mate Stroot 
Mt. Proip*«t 


Palatint Locker 
421 E. Palatine Road 
Palatino 


Sanitary Grocery 
& Market 
49 W. Sl.do Stroot 
P.l.tino 


7-Eleven Feed Store 
1702 W. Compboll Stroot 
Arlington Hotghtt 


7-lltvtn Feed Store 
I OS W. Contra! Road 
Arlington Hoighti 


7-Eleven Feed Store 
1301 S. Arlington Hoightt Rd. 
Elk Croro Village 


7-Heve* Store 
S04 W. Coif Road 
Schamnbitrg 


7-Eleven Feed Store 
101* W.it Dundee 
Wh..ling 


7-Eltvee Store 
217 S. Roi.ll. Road 
Hoffman Ettatot 


WWte Hea Poetry 
IS10 S. luti. Road 
Mt. Proipoct 
White Hen Pantry 
1045 S. York Road 
l.nt.nvllle 


Wlebeldt's 
R.ndhurit Shopping Center 
Mt. Proipoct 


Familial of P.ddoek Publieationi «mploy««s not eligible. 


wants HiM h ittMt M at I p.*. rrli*> el Kit nek, tat HtjMt ta rHeettea la *tt • 
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Barbara Kogut, Alan Wald 
Wed in Arlington Church 


Circles To Study Prayer 


Corned Beef Dinner 
At VFW on Saturday 


A corned beef dinner follow- 


ed 
by dancing has been 


planned by the auxiliary to 
V F W 
Post 
981. Arlington 


Heights, (or Saturday March 
15. at the clubhouse. 811 N. 
Yale. Arlington Heights. 


Chairman Mrs Richard An- 


drew, assisted by Mrs. Jack 
Schoenbeck and Art Leach, has 
agreed to repeat the dinner by 
p o p u l a r request Proceeds 
from the dinner will represent 
the Auxiliary's donation to the 
1969 Memorial Day 
Parade 


Fund 


THE IMKM 
will 
include 


corned beef, cabbage, potatoes, 
carrots and peas, bread, butter 
beverage and dessert. Dinner 
wilt be served from 6 p.m. to 9 
p.m. with dancing to the music 
of George Stevens and his or- 
chestra beginning at 8 p.m. 


Mrs. Andrew has planned for 


400 guests and tickets 
are 


available from Post and Aux- 
iliary members and at the 
door. Reservations may be 
made by calling the ticket 
chairman, Miss Joyce Anza- 
lone, at PL 8-5329, or Mrs. An- 
drew at CL 3-8854. 


Evening at Old Orchard 
Is Set by 5th Wheelers 


Dinner, the theatre and an 


evening of dancing are in store 
for members and friends of 
Fifth Wheelers for Saturday, 
March 
15. at Old 
Orchard 


Country Club in Mount Pros- 
pect Reservations, due today 
(Fridayi may be made with 
Dennis Malcomson. 253-3372. 


Fifth Wheelers are a group 


of widowed, divorced and le- 
gally separated persons who 
meet the first and third Sun- 


day of each month at Trinity 
Lutheran Church, Des Plaines. 
In addition to adult activities, 
the organization holds family 
and children's outings. 


The Sunday, March 16, meet- 


ing will feature Clete Stewart 
of the Gabriel Richard In- 
stitute demonstrating commu- 
nication and its techniques. 


March 22 has been set for 


the St. Patrick's party to be 
held in Mount Prospect. 


Mad Hatters Are At Work; 
Seek Prizes March 12 


The First United Methodist 


Church of Arlington 
Heights 


was the setting for the Jan. 25 
wedding of Barbara Carol Ko- 
gut of Arlington Heights and 
Alan Roger Wald of Prospect 
Heights. The bride 
is the 


daughter of Mrs. Marjory C. 
Kogut, 116 Pear Tree Lane, 
and the groom's parents are 
the Arnold E. Walds. 


The double ring ceremony 


was performed by candlelight 
and was followed by a dinner 
for 100 guests at the Brass Rail 
of the Sheraton O'Hare. 


FOR HER wedding day, the 


bride chose a white peau de 
soie gown overlaid with Eng- 
lish net and appliqued with ivo- 
ry chantiUy lace florial medal- 
lions. The gown ended in a 
cathedral train and was com- 
plemented by a headpiece of 
chantilly lace flowers and an 
English net veil. The bride's 
b o u q u e t was composed of 
Amazon lilies, stephanotis and 
ivy. 


Pink and white were chosen 


as the color scheme for the 
wedding and reception with 
floral decorations in the two 
colors and the bride's attend- 
ants attired in the same motif. 


MISS BEATRICE Bramati, 


Chicago, was maid of honor; 
Jan Weismann, Mount Pros- 
pect, and Sue Kukla, Park 
Ridge, were bridesmaids. Bar- 
bara Wald, sister of the groom, 
was a junior bridesmaid. 


The four girls were gowned 


alike in pale pink chiffon with 
a high neckline and long puffed 
sleeves. Their empire gowns 
were complemented by match- 
ing pink blusher veils, and 
they carried cascade arrange- 
m e n t s of pink carnations, 
baby's breath, purple daisies 
and ivy. 


The topic to be discussed 


at meetings this month by 
the women's circles of Our 
Saviour's Lutheran Church, 
Arlington Heights, is "Paths 
of Prayer." The women will 
examine their own prayer 
life and try to find ways to 
make it more meaningful. 


Mrs. James Garrison and 


Mrs. Louis Schultz will be 
leaders for the discussion. 


THE 
MONDAY evening 


circle meets March 10 at 8 in 
Mrs. Nelville Quam's home, 
1701 W. Euclid, Arlington 
Heights. 


Tuesday afternoon circle 


meets March U at 1 in the 
church. 
Mrs. 
John 
Well- 


hausen will be hostess. 


WEDNESDAY 
morning 


circle meets March 12 at. 
9:30 in the church, with Mrs. 
Lewis Gray as hostess. 


Thursday morning circle 


meets March 13 at 9:30 in 


M r s . Robert 
Lundatedt's 


home, 218 S. Gibbons. Thurs- 
day evening circle meets the 
same date, at 8 o'clock, in 
the home of Mrs. William 
Oliver, 817 N. Gibbons. 


Don t 1,-tttit for .1 prim ,vh,;i 
ORIGINAL OIL PAINTINGS 


HOUSF OF Hl'KMAN 


Mr. and Mrs. Alan Wald 


J O H N KENNING. Mount 


Prospect, served as best roan, 
and John Small, Milwaukee, 
and Ken Racinski, Wheeling, 
were groomsmen. 


Seating the wedding guests 


were the groom's brother, Mi- 
chael and Timothy Wald. 


Mrs. Kogut was attired in a 


pale pink silk shantung dress 
with a corsage of green cym- 
bidium for the festivities. Mrs. 
Wald wore an aqua dress of 
silk shantung and had pink 
cymbidium in her corsage. 


THE NEWLYWEDS are liv- 


ing in Belleville, 111., while the 
groom serves in the U. S. Air 
Force at Scott Field. He is a 
m i l i t a r y newspaper staff 
writer. 


The groom is a graduate of 


Wheeling High School and at- 
tended North Park 
College, 


Chicago. His bride attended 
Prospect High School, North- 
eastern Illinois State College, 
Chicago, and Central Methodist 
College, Fayette, Mo. 


(Jenar 


Members of the Newcomers 


Club of Arlington Heights are 
busy creating hats for their an- 
nual "Mad Hatter" luncheon 
Wednesday March 12, at Old 
Orchard Country Club. 


Reservations for the lunch- 


eon may be made by calling 
Mrs Robert Huber, 253-5970, or 
Mrs 
Ray 
StelUngwerf, 392- 


6526. before 6 p.m. Monday, 
March 10 


PRIZES WII,L be given for 


the prettiest, most original and 
the funniest chapeaux created 
by guests and members. The 
social hour is at noon and a 
Chuck Wagon Buffet will be 
served at 1 p.m. followed by 
cards 


The evening meeting of New- 


comers Club will be Wednes- 
day. March 19. at Pioneer 


Style Show 
For Future 
Secretaries 


Members of Harper College 


Chapter of the Future Secre- 
taries Association will model 
fashions at the college Satur- 
day morning at lO'.li) 


The group is sponsored by 


Park Plaines Chapter of the 
National 
Secretaries 
Associ- 


ation, with Mrs. Gloria Dady, 
Arlington 
Heights, 
as 
FSA 


chairman. Mrs. Dady works 
closely 
with 
Mrs 
Rebecca 


McLoughlin, Palatine, the fac- 
ulty advisor at Harper. 


DONNA LEE Peterman of 


Lake Zurich, a student at Har- 
per, has been chosen Miss Fu- 
ture Secretary to represent the 
college chapter for a $2000 
scholarship competition offered 
by the National Secretaries Re- 
search and Educational Foun- 
dation 


Harper students interested in 


membership 
in the college 


chapter may call Mrs. Dady, 
255-6141), for information. 


Rolling Meadows 
Garden Club 
Sets Display 


Rolling 
Meadows 
Garden 


Club will participate in the 
Rolling Meadows Community 
Week March 10-15. The club 
will have a display in the win- 
dows of Lynell Furniture Store 


The next scheduled meeting 


for 
the 
group 
is 
Monday, 


Murch 24. at 
H p m 
in the 


basement of Rolling Meadows 
Bank* New officers will take 
over their duties, and mem- 
bers will make feather flowers 
for arrangements 


Plans will also be made for 


the club's sale of Easter cor- 
sages, to be held April 5 in the 
local shopping center. 


Park. The early bird closes at 
8 p.m. and the business meet- 
ing begins at 8:15. Refresh- 
ments and cards will follow. 


All new residents of Arling- 


ton Heights are eligible for 
membership in the club if they 
make application within 18 
months. For information read- 
ers may call the membership 
chairman, Mrs. Gordon Ku- 
biak, 259-4138. 


Newlyweds Are Studying 
At University of Wyoming 


Newcomers Plan 
Fashion Show 


The second annual "Swing 


into Spring" show is planned 
b y 
Wheeling-Buffalo 
Grove 


Newcomers Club, and the date 
is set for Saturday, March 15, 
at 
Mount Prospect Holiday 


Inn. 


Members and their 
guests 


will begin to arrive at noon for 
cocktails, buffet luncheon, and 
a showing of spring fashions 
from the Bridal Terrace in 
Palatine. 


Tickets are available by call- 


ing 537-5233; they will also be 
sold at the door. 


District BPW 
Sets Annual 
Spring Meet 


The Illinois Federation of 


B u s i n e s s and Professional 
Women's Clubs, Inc. of District 
III will hold its Spring District 
meeting Wednesday, March 19, 
at Nielsen's Village Restau- 
rant, 7330 W. North Avenue, 
Elmwood Park, at 7 p.m. 


Guest speaker will be Miss 


Jean L. McCarrey, past presi- 
dent of the Illinois Federation 
of Business and Professional 
Women's Clubs, Inc. whose 
topic will be "Who Will An- 
swer?" A resident of Villa 
Grove and a member and 
founder of Tuscola BPW Club, 
she has also served in other of- 
fices on the state and national 
level, including state member- 
ship chairman and national 
personal development chair- 
man. She is presently serving 
as National Foundation promo- 
tion chairman. 


Newlyweds Mr. and Mrs. 


Thomas John Henderson, who 
met as students at the Univer- 
sity of Wyoming, were married 
by the same minister in the 
same church as were the 
bride's parents 22 years ago. 
Mrs. Henderson is the former 
Karen Anne Wheat on, daughter 
of the Howard L. Wheatons, 
1413 W.. Miner St., Arlington 
Heights, and the groom is the 
son of the Maurice M. Hender- 
sons of Minneapolis, Minn. 


The couple were married 


Jan, 25 in Christ Evangelical 
and Reformed Church, Des 
Plaines, in a five o'clock ser- 
vice performed by Rev. R. K. 
Wobbe. They did not take a 
honeymoon, but returned im- 
mediately to their studies at 


Chuck Wagon 
Buffet for 
Associates 


A "chuck wagon buffet" is 


the descriptive menu for the 
Wednesday, March 12, lunch- 
eon of the Associate New- 
comers of Arlington Heights. 
The group will meet at Old Or- 
chard Country Club for 
the 


event. 


Deadline for reservations is 


M a r c h 
10. Mrs. William 


McAuliffe, 437-0220, and Mrs. 
George Sisk, 392-1779, may be 
called. 


THE CLUB'S next Party-of- 


the-Month is March 29 at toe 
Embers Restaurant in Elgin. 
Area women interested in the 
Associates and their activities 
are welcome to any of these 
parties. 


Mrs. Donald Balsover, host- 


ess, can provide further de- 
tails. Her phone number is 255- 
7113. 


the university. They are mak- 
ing their home at 1257 N. 5th 
St. in Laramie. 


WHITE gladioli, mums and 


pink Elegance carnations deco- 
rated the church for the double 
ring service. Mr. 
Wheaton 


gave his daughter in marriage. 


The bride's choice in wed- 


ding gown .was a white skim- 
mer gown of saki with Venice 
lace trimming the wedding 
ring neckline and the sleeves. 
Cascades of the lace also fell 
from the neckline to the hem 
and the bell sleeves were cuf- 
fed with the lace. A bridal bow 


• held her circular veil of im- 
ported silk illusion and she 
carried a colonial nosegay of 
white carnations. 


Mrs. Douglas Anderson of 


Glenview served as the bride's 
only attendant. Her gown was 
of hot pink polished cotton with 
back fullness, and a pink bow 
held her veil of imported silk 
illusion. Pink Elegance carna- 
tions made up her nosegay. 


MRS. WHEATON chose a 


periwinkle blue dress and jack- 
et ensemble with corsage of 
white roses, and Mrs. Hender- 
son chose an off-white wool 
dress and jacket ensemble 


with corsage of pink roses. 


Bradley 
Kindem 
of 
Min- 


neapolis served as the groom's 
best man and Stephen Bryan, 
also of Minneapolis, and the 
bride's brother, Robert Whea- 
ton of Arlington Heights, were 
ushers. 


A buffet supper was served 


to 50 guests in Old Orchard 
Country Club immediately fol- 
lowing the service. 


fashion 


THE LADY 


LOVES 


COMPLIMENTS 


and this crispy, 
flatterer assures themi 
Cool and beguiling in 
White trimmed with 
Block, thu ileeveless frock 
can be worn from Spring 
thru Summer In sizes 
6 to 16 


'3600 


Mt. Prospect B&PW To Get 
'Preview' of New Book 


When the new book, "Shep- 


herd of the Ocean," by Adam- 
son and Foliand reaches the 
b o o k stores, 
members of 


Mount Prospect Business and 
Professional 
Women's 
Club 


will already have a preview of 
its content. 


Publication date for the book 


is March 18, ard the club will 
hear a review in advance, on 
Thursday, March 13, at Arling- 


ton Carousel Restaurant. 


FOLLOWING a 7 o'clock din- 


ner, Mrs. Martha Hopkins of 
Mount Prospect will do a re- 
view of this novel about Sir 
Walter Raleigh. 


She will be introduced by 


Marian Henekin of the B&PW 
club. Any working women in 
the area who are interested in 
membership may contact Miss 
Henekin at CL 5-2239 for fur- 
ther information. 


Ixchflfv* FoiMoiii for Mte) fxptcrcnf Mother* 


2357 W. 
OLD 
OOIF 


MVON 
ORCHARD 
MILL 


at Rockwell 
North Moll 
South Moll 


Chicago 
Neit to Cost Office 


Devon Store) Open Men. (. Thun. Ive*. 


014 Orchard • 0*11 MHI Oeen Ivery Weeknlte 


Rolling Meadows Shopping Center 


jumping-jocks 


brother-sister act 


$10,o$12 


A show-stopping pafr if we ever 
sawone. Brother's scene-stealer 
is- Jeff, a handsome buckled 
wing tip that plays all roles with 
gusto. Sister's lively toe-tapper 


is Laura, spotlighting a trio of 
straps. Since shoe biz is Jump- 
ing-Jacks biz. trust them to give 
perfect fit, as well as looks. 


Jumping-Jacks® 


Other Styles from *8.00 


• Perfect Fit Assured By 
Our Trained Specialists! 


Free Gifts for the Kiddies! 


White Pines Annex 
Petition Ordered 


Benseavllle 


Th« Bensenville Park Board 


Wednesday voted to Inatruct its 
attorney to prepare a petition 
for annexation of the 260-acre 
White Pines Golf Course to the 
village. 


The golf course is In an unin- 


corporated section south of Jef- 
ferson Street between York and 
Church roads. 


It is owned by the park dis- 


trict but operated by the Brani- 
gar Organization, Medinah. 


PARK COMR. Donald Carroll 


instructed 
attorney 
Edward 


Vertovec to prepare the petition 
for annexation excluding the 
parking lot west of Church and 
the northwest corner of the 
course including the clubhouse 
and water wells. 


The park board also wants to 


retain the right to review any 
utility easement and construc- 


tion through the golf course. 


Annexation of the golf course 


to the village would pave the 
way for a $4-million subdivision 
that is being planned by Ralph 
Cantrell, a BensenviUe devel- 
oper. 


Cantrel! Is planning to build 


80 homes on 26 acres south of 
Forest View Road and west of 
Church Road. Annexation of the 
golf course would make the pro- 
posed subdivision contiguous to 
the village and available for an- 
nexation. 


Residents of the nearby White 


Pines subdivision have pro- 
tested development of the pre- 
dominantly wooded area re- 
ferred to as Fischer's Woods. 


IN OTHER business, Carroll 


reported that there have been 
no new developments on obtain- 
ing an easement from the vil- 
lage for a four-acre park east of 


Civil Defense Unit 
Greets New Members 


The Wood Dale Civil Defense 


unit will welcome new members 
Wednesday at a meeting at 8 


Teen Released 
On $25 Bond 


Roselle 


Dicedoro L. Diaz, 18, of 40 S. 


Prospect Street, Roselle, was 
arrested by Roselle police Tues- 
day night on charges of dis- 
orderly conduct. 


Another 15-year-old youth was 


taken into custody but later re- 
leased to his parents. 


Diaz spent 
the 
night in 


Roselle jail and was released on 
$25 bond. 


HE IS scheduled to appear in 


Roselle court later this month. 


Police said Diaz and the other 


youth reportedly had broken 
into a backyard shed to steep 
for the night. 


The owner, who called police, 


p.m. in Highland School. 


Persons interested in joining 


the unit should attend, said Jim 
Carpenter of Itasca. Women are 
welcome to join the women's 
corps. 


AREAS OF INTEREST to 


residents are communications, 
rescue, and radiology. 


The only requirement in join- 


ing the unit is interest, said 
Carpenter. 


The civil defense unit works 


with the fire department in re- 
ceiving training on the first and 
third Wednesdays and the sec- 
ond and fourth Thursdays each 
month. 


held the pair until police ar- 
rived. 


Damage and the total serious- 


ness of the breaking and enter- 
ing didn't warrant a burglary 
charge, Dan Deegan, arresting 
officer, said. 


Park Avenue near Washington 
Street. 


An easement on a 20-foot strip 


of land along a tributary of Ad- 
dison Creek is needed. The 
park board wants the easement 
so it will be able to cover the 
tributary in order for a baseball 
field to be laid out. 


Last month the park board 


voted to make a $1,000 down 
payment, with option to buy the 
site, from the Callie Corp., 
Franklin Park. 


Purchase of the 
property 


would result in a new park for 
that section of the village. Resi- 
dents of the East BensenviUe 
Homeowners Assn. had re- 
quested a park for their area. 


As a temporary measure the 


park district last year leased 
five acres near Memorial Road 
and Marion Street from the 
BensenviUe Home Society. Rec- 
reational facilities were later in- 
stalled. 


SIX KOREAN children will perform under the direction of 
Mrs. Miriam Swanson at 7 p.m. Sunday at the Medinah Bap- 
tist Church. They are from Compassion Incorporated, a mis- 
sionary society that cares for more than 22,000 children in 
four countries. 


Korean Children to Sing 
And Recite Folk Stories 


Medinah 


Six Korean children 
from 


Compassion Incorporated will 
sing, recite scripture and pan- 
tomime Korean folk stories at 7 
p.m. Sunday at the Medinah 
Baptist Church, Foster and 
Sycamore avenues. 


Compassion Incorporated is a 


Christian 
missionary 
society 


caring for more than 22,000 or- 
phaned and abandoned children 
in Korea, Indonesia, India and 
Haiti. 


THE CHILDREN are visiting 


nearly 100 church congregations 
and civic groups in the United 
States and Canada and will re- 
turn to Korea at the end of the 
tour in June. 


The late Rev. Everett F. 


Swanson began the organization 
with one home in 1952 after 


Property Annexation 
Gets All-Out Push 


Itasca 


An all-out push to seek annex- 


ation of property to Itasca re- 
sulted Tuesday when Village 
Pres. Wilbert Nottke suggested 
to Trustee Roy Petherbridge 
that his public relations com- 
mittee "launch an immediate 
campaign." 


Nottke's plea followed a re- 


port of last week's hectic bound- 
ary pact meeting in Wood Dale 
which found few concessions by 
either village. 


P l a n commission member 


Walter Schmidt, who attended 
the Wood Date session along 
with Nottke, and Trustees Eldon 
Cor bin and Frank Atkinson, re- 
ported to the village board, 
"Wood Date wants, but don't 
give " 


As far as Nottke and his fel- 


low constituents were con- 
cerned, the crowded informal 
meeting with Wood Dale offi 
cials and residents of Sherwood 
Forest subdivision "was a total 
waste of three hours of our 
time." 


HE THEN Instructed Marcia 


Forke, village clerk, to place 
the subject of annexations on 
the board's agenda for the next 
four meetings. He also sug- 
gested to Petherbridge that his 
committee might consider the 
employment of a full-time per 
son to contact property owners. 


Petherbridge Informed Nottke 


that previous endeavors in seek- 
ing new annexations to Itasca 
"had nothing but frustrations." 


Petherbndge also took issue 


with Nottke for inferring he was 
"not carrying his load as a vil- 
lage trustee." 


"If you are stating what I 


Light Colored 
Car h Hunted 


Roaelte 


Roselle police are looking for 


a light blue or white 1958-59 
Thunderbird or 1958 Ford seen 
at Foster Ave. and Spring Hill 
Drive, Roselle, at 1:30 a.m. 
March I 


The car was the vehicle which 


knocked down several signs and 
rammed a fire hydrant. 


POLICK SAID the car should 


have extensive front end dam 
*ge 


A witness described the car 


as having four large tail lights. 


The car was seen as it drove 


across the resident's lawn. 


"Any Information will be kept 


In confidence," Police Chief Les 
Sola said. 


think you are," 
Petherbridge 


told Nottke, "let me say my job 
comes first and the village 
board second." 


But Nottke replied he was not 


"telling him" but "suggested" 
that Petberbridge's committee 
undertake the annexation cam- 
paign. 


PETHERBRIDGE was given 


a list of property owners report- 


edly along Mill Road for further 
study and report back to the 
board at its next meeting. 


Atkinson commented on the 


boundary question by declaring, 
"I feel we have to firm up our 
boundaries on the east side." 


A parting response by Nottke 


was, "The longer we sit on this 
— the longer we are going to be 
hurt." 


Proposed Salary 
Hike 'Too Much' 


Democrat Edward H. Rossi, 


candidate 
for 
Bloomingdale 


Township supervisor, 
charged 


recently that the salary raise 
proposed in the upcoming town- 
ship budget was "too much for 
a part-time position." 


Rossi wants township electors 


to lower salaries when the 
budget is presented March 25. 


"The $6,000 (total) requested 


by the incumbents 
is too 


mi eh," he said. 


le added the supervisor 


draws a like amount from the 
DuPage County Board of Super- 
visors per diem fund, based on 
$25 for each day's meetings. 


Democratic 
committeemen 


Mrs. Hughes 
To Address 
PTA Meeting 


Bensenville 


Irene Hughes, a psychic in 


the field of extra sensory per- 
ception, will be featured in a 
p r o g r a m sponsored by the 
Blackhawk Junior High School 
PTA on April 25, at 7:30 in Ben- 
senviUe. 


Mrs. Hughes, who has gained 


national prominence in demon- 
strating her ESP and psychic 
abilities, has appeared on radio 
and television. 


Tickets 
for her 
program, 


which will be held in the junior 
h i g h school auditorium on 
Church Road are on sale for $1 
each. 


Tickets may be purchased by 


calling Mrs. Carol Moomjian, 
766-2114; Mrs. Betty Roehr, 766- 
2309; Mrs. Beverly Sutton, 766- 
0621; or Mrs. Julie Vondruska, 
766-7118. 


met in Rossi's home in Glen El- 
lyn Countryside, Wednesday 
night to finalize party platform. 


O T H E R 
DEMOCRATIC 


nominees include Dean Henrick- 
sen of Roselle for assistant su- 
pervisor and Robert Burt of 
G l e n d a l e Heights for town 
clerk. 


Candidates for auditors are 


Robert M. Hollowed of Itasca, 
George V. Poczekaj of Skyline 
and Norman H. Ziel of Medi- 
nah. 


Incumbent Supervisor 
Pat 


Savaiano said the job requires 
seven to nine hours a day, ev- 
ery working day of the month. 


"Meetings with county busi- 


ness fills up much of my time," 
he said. 


"The rest is township busi- 


ness and contact with the 
people in the township, It is no 
part-time job." 


IRENE HUGHES 


preaching to the troops in 
Korea. Since then, Compassion 
Incorporated has grown to 180 
orphanages in the four coun- 


tries. 


His wife Miriam Swanson will 


accompany the group along 
with a young adult Korean. 
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Coach Schousen 
Speaks at Medinah 


WALTER SCHOUSEN 


Value Building 
At $439,000 


Itasca 


Dollar valuation placed by 


builders on new construction in 
Itascu for February was report- 
ed this week at $439,000. 


Carl Ostrum, public works su- 


perintendent, said $413,000 of 
this amount was earmarked for 
two brick warehouses and office 
buildings in the Itasca industri- 
al park of Central 
Manufac- 


turing District. 


The remaining $26,000 was 


slated for a new residence, Os- 
trum said. 


Linda Foote Pledges 


Linda Foote, daughter of Mr. 


and Mrs. Raymond Foote of 760 
Greenview 
Road, Itasca, a 


sophomore at Coe College, Ce- 
dar 
Rapids, 
Iowa, recently 


pledged 
the Alpha Gamma 


chapter of Alpha Xi Delta na- 
tional sorority. 


Honors at Missouri 


Kathy D. Robinson of 513 W. 


North St., Itasca, has been 
named to the dean's list of aca- 
demic honors for the fall term 
at Central Missouri State Col- 
lege, Warrensburg. 


Medinah 


Coach 
Walter Schousen of 


Elmhurst College will be guest 
speaker at a Medinah sports 
dinner honoring the school dis- 
trict's baseball, basketball and 
football players and cheerlead- 
ers at 7:30 p.m. Wednesday at 
the Sweden House in Elgin*. 


Trophies and awards will be 


presented to players by their 
coaches, Leighton Peterson and 
Richard Olson and cheerleader 
director, Mrs. Sharon Stanley. 


Board Pres. Richard Daug- 


herty will act as master of cere- 
monies for the event. 


THE DINNER is ooen to all 


students and parents in the dis- 
trict. Tickets for the evening 
may be obtained from the Medi- 
nah North School office, and in 
formation can be obtained by 
calling 529-6105. 


Autographed footballs 
and 


basketballs from some of the 
outstanding 
college 
athletic 


teams in the country will be 
awarded as prizes. 


Schousen has worked with the 


Elmhurst cagers for the past 14 
years. An associate professor of 
physical education, he is chair- 
man of the athletic department 
of the college. 


AIRMAN JOHN K. Caudill, 
son of Mr. and Mrs. James K. 
Caudill of 4N239, Route 53, 
Addison, has completed basic 
training at Lackland AFB, 
Tex., and has been assigned 
to Sheppard AFB, Tex., for 
training as a medical services 
specialist. 


Area Students Get 
DePaul Degrees 


Three residents of northern 


DuPage County have received 
degrees at the mid-year com- 
mencement convocation at De- 
Paul University, Chicago. 


James L. Freese of 127 Do- 


lores drive, Bensenville, re- 


ceived an M. Ed. degree, Frank 
Mitropoulos of 219 Sherwood 
Drive, Wood Dale, received an 
M.M. degree and Joseph F. 
Vega of 1002 Midinah St., Ben- 
senville, earned a B.S.C. de- 
gree. 


Tlirifty 
.Aols 


results . 
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BENSENVILLE In The NEWS 


Feb. 
24 was 


Schwartz's birthday, 


Prannie 
The Waldvogels' other son, 


so her 


Tuesday evening league bowlers 
brought a big cake and refresh- 
ments to the alleys to help her 
celebrate after 
the women's 


league finished. They hardly ex- 
pected Fran's husband. At to 
really make It such a big event 
by bowling a perfect 300 game 
— his first In league play, and 
only the second such game 
bowled on their alleys. 


Mrs. Marlu Lipplncott, recu- 


perating from recent eye sur- 
gery, 
has returned 
to her 


daughter's home in Indianapolis 
after coming home to see her 
son. Bob, and his family this 
past we-k. Bob Is coming along 
well, but he is still In his wheel- 
chair after breaking his hip In a 
fall on the ice, during the holi- 
days. 


THE PAUL Penrods took five 


Howard Waldvogel, has been 
with the Marines in Vietnam 
and arrived home Feb. 20 for a 
six-week leave. After a week, 
he flew to Austria, Switzerland 
and England before returning 
for his last six months of duty 
in Vietnam. He expects his dis- 
charge in September. 


THE ARNOLD Sampsons hos- 


ted a dinner Thursday evening, 
in honor of Paul Penrod's birth- 
day, with Lisa and Dick Engle 
completing the group. Sunday 
Frieda Milstreich went to din- 
ner at Heuers' with the Pen- 
rods, so Paul felt well remem- 
bered. 


The Ralph Vanellas and the 


Robert Ubbelohdes of River 
Grove were dinner guests Sun- 
day at the Elgin home of the 
Bernard Helgesens, when Har- 
lan Paul celebrated 
his 10th 


days of his vacation for a trip I birthday. Harlan had a party 
to their family home at Casey, i with his young friends Saturday 
where they celebrated Paul's! afternoon. 
Feb. 24 birthday with a family | 
dinner. Several of his relatives 
were unable to be there because 
of illness. 
After three days, 


Rose's mother Mrs. Nora Cran- 
dall. went with the Penrods to 
Paxton to visit the Donald 


One of the young ladies who 


was a recipient of the Mil- 
w a u k e e Railroad Women's 
Club's scholarship was a visitor 
Monday, as she passed through 
with her small daughter, Emily, 
on her way to Manilla, Iowa, to 


Schlfts. but found Don was in | visit the grandparents. The 
Florida. However. Mrs. Schift | Ralph Vannellas met Mrs. Ger- 


ald Mott in Chicago and took 
her and the little girl to dinner 
and enjoyed hearing first hand 
how happy she had been with 
her scholarship. 


and Mrs. Penrod. former co- 
workers, had plenty to chat 
about for a few days. 


Wishes for a speedy recovery 


go to Frank Augustine who is 
still in St. Alexius Hospital and, 
SUZANNE Barry celebrated 


underwent surgery this week. 


Cecil Poor was due home 


about press time, from his stay 
in Memorial Hospital. 


Mrs. Susan Fischer is another 


Memorial Hospital patient, hav- 
ing broken a hip in a fall last 
week. 


The Herbert Schumanns are 


bursting with pride over their 
first grandchild, Robert Dean, 
born in Norfolk. Va.. on Satur- 
day. His parents are the Russell 
Schumanns. Russ is out on one 
of the satellite tracking ships so 
will not be able to see the baby 
until he is nearly two weeks old. 


MR. AND MRS. Arthur Rey- 


nolds were happy to have their 
daughter, 
4-year-old 


Katie Bitner, 
Alyson drive 


and 
here 


f r o m 
Spring 
Lake, 
Mich, 


on Thursday for a weekend vis- 
it. Alyson's birthday is the llth, 
so her grandparents had a pre- 
birthday party which included 
members of the family living 
nearby - the David Reynolds 
and the Donald Schmidt fami- 
lies. 


The Jack Honulas had their 


a n n i v e r s a r y on Saturday, 
Phoebe's birthday was Thurs- 
day and Lucy was "sweet 16" 
March 3, so they were honored 
with a dinner party at the home 
of Phoebe's sister, the John 
Thomases, on Saturday evening. 


The Charles Mattys have re- 


turned from three weeks of 
vacationing at Madeira Beach, 
Fla., where they enjoyed some 
fishing but found the weather 
too cool for sunning or water 
sports. They were on the edge 
of the hrrrlcane, but were on 
the second floor so were not 
flooded out as many others 
were. 


THE CARL Waldvogels bad 


just returned from a five week 
vacation in Culifornia. when 
Carl and daughter, Millie, re- 
packed their bags for South 
America to see young Carl who 
has been doing missionary work 
in the Cordoba-Mendoza region 
of Argentina. They had several 
days of sightseeing in Rio de 
Janeiro 
and then 
went 
to 


Buenos Aires for several days 
before they all returned home, 
Carl Jr. being through with his 


her first birthday with • family 
party in the Pat Barry home on 
Glendale. Watching her dig into 
her first cake were grand- 
mother, Mrs. Paul Pingel, and 
godparents, Mr. and Mrs. Lew 
Woelke. 


Jack and Mary Sanborn were 


Saturday evening hosts to the 
Harry Reeds, Tony Licatas and 
the Ken Webers in their home 
on Algonquin Road. 


Miss Dorothy Bernhard is 


convalescing at home since her 
recent leg surgery. 


Frank Tessitore served as 


godfather to Gin* Marie, infant 
daughter of Mr. and Mrs. Jo- 
seph Tessitore of Berwyn, at St. 
Catherine De Sales Church in 
Berwyn. A dinner party in the 
Joseph Tessitore home honored 
the occasion and Catherine Tes- 
sitore and daughters, Kathy, 
J o y c e and Patricia, were 
among the guests. 


TRACY LYNN, infant daugh- 


ter of Stanley and Joyce Idler, 
was baptized at St. Alexis 
Church on Feb. 23 by Father 
Jim Brummel. Godparents were 
John and Sharon Kenny of 
Wheeling. A family party in the 
Idler home on Orchard Street 
honored the occasion. Joining 
the Idlers were grandparents, 
Mr. and Mrs. Bart Kenny of 
Park Ridge and Mr. 


Kasimir Idler of Chicago, and 
great-grandmother Mrs. Agnes 
Demsld of Park Ridge. 


To Debbie Mahaffa go speedy 


recovery wishes. She is ill and 
confined to her Main Street 
home. 


Joey Grillo celebrated his 


first birthday with a family par- 
ty in the Tony Grillo home on 
Church Road. Joining in on the 
celebration were grandmother 
Mrs. Joseph De Stefano, Mary 
and Jack Sanborn and daugh- 
ters, Rosemarie and Angela, of 
Mohawk and the Andy Cam- 
ugnaro family of Elk Grove Vil- 
lage. 


Bob and Margaret 
Jackson 


spent the weekend in Wauke- 
gan. While there, they joined 
friends, Mr. and Mrs. Rolf An- 
derson, for dinner at the Park- 
wood. They also visited Bob's 
cousins, the George Schuetts. 
Jimmy and Aimee stayed at the 
home of a friend in Franklin 
Park. 


Recent houseguests of Vince 


and Betty Scalzo were Mr. and 
Mrs. Gerald Poulis of Peoria. 


Condolences are extended to 


Bob and Marilyn Model, on the 
death of Marilyn's father, Mr. 
Art Koopman, last week. 


JOHN AND KATHY Schutter 


were guests of Mrs. Theresa 
Schutter and Ann at the Ice Ca- 
pades Sunday evening, celebra- 
ting Kathy's 21st birthday. 


Bob and Carolyn Raschk cele- 


brated their anniversary Satur- 
day, joining friends, Pat and 
Dennis Walsh, for dinner at Old 
O r c h a r d Country Club and 
seeing "Girl in the Freudian 
Slip." 


Echo Sehr celebrated her 


eighth birthday with an after 
school party in her Medinah 
Street home last Friday for Ka- 
thy Hendricks, Maria and Jose- 
phine Giannini, Lisa Eide and 
Linda Vega. 


Ann Boeck is home, after a 


week in St. Alexius Hospital, 
undergoing tests. 


Harry and Carol Moomjian 


celebrated their 19th wedding 
anniversary on two occasions. 
The first a candlelight dinner 
for 
two prepared by their 


daughter, Robin, at the Moom- 
jians' Algonquin Road home 
Tuesday evening. Friday eve- 
ning Harry and Carol were 
guests of Dock and Myrtle Kal- 
loway for dinner at the Candle- 
light Playhouse and to see the 
N e i l Simon comedy, "Star 
Spangled Girl." 


G A B B Y CLUB members, 


Dorothy Bielak, Helen Mueller, 
Catherine Whalen, Kathy D'St. 


Auban, Dorothy Moeller and 
f o r m e r Bensenville resident, 
Shirley Robey of Rockford, en- 
joyed the hospitality of Jean 
Ryan at a luncheon Wednesday 
afternoon in her Mohawk Drive 
home. 


Speedy recovery wishes go to 


Michael Schuh, father of Trudey 
Thomas, who is in a hospital in 
Chicago. 


Pam and Denise, 12-year-old 


twins of John and Barbara 
Braun, celebrated their birth- 
day with a family party in the 
Braun home on Poppy Lane. 
Special guests were 
grand- 


parents, Mr. and Mrs. Raymond 
Kash, David Kash and aunt and 
uncle, Mr. and Mrs. Jim Foley 
of Chicago. 


Jerry and Dolores Levon 


spent a long weekend at an inn 
in Oshkosh, where they enjoyed 
he indoor swimming pool. The 
inn is on an island in Lake Win- 
ebago, which was a most pic- 
uresque setting. There wasn't 
nough snow for snowmobile 
ides, so the Levons had a 
restful weekend and returned 
home Monday afternoon. 


Stephen Barry celebrated his 


sixth birthday with a party Feb. 
22 for Karyn Gruber, Randy 
tiesen, 
Sandy Burm, Susie 


Aedberg, John Bush, Donald 
Henneberg, Frankie 
Mahony 


and Stephen's sister, Lynette. 
On Sunday, Stephen and Ly- 
nette shared honors at a family 
>irthday party in the Barrys' 
Glendale home. Special guests 
were grandparents, Mrs. Paul 
Pingel 
and Mr. 
and Mrs. 


Thomas Barry, all of Franklin 
Park, Stevie's godparents, Mr. 
and Mrs. Tommy Greene of 
Elmhurst, Lynette's godfather 
and family, the Phil Pingels of 
Franklin Park, Mr. and Mrs. 
Lew Woelke and Mr. and Mrs. 
John 
Klemm, visiting 
from 


Maple Park. 


FRIENDS AND neighbors ex- 


tend every wish for happiness 
in their new home to Charles 
and 
Barbara Lazzara and 


daughter, Debbie, who moved 
last week to Stickney, 


Marc Federighi celebrated his 


seventh birthday with his choice 
of supper at the White Cottage 
for pizza. Joining him were his 
parents, Sil and Dotti, brothers, 
Scott and Ric, and sister, Tara. 
Marc also chose to have dessert 
at Prince Castle. 


Stanley and Doroghy Bielak 


hosted a dinner party Saturday 
evening in their Main Street 
home honoring their daughter, 
Kathy Schutter, on her 21st 
birthday. Other guests were Ka- 


Fellowship To Meet 
At Bensenville Home 


Mrs. William C. Pauling 
LAwrence 9-9481 


South American 
awhile. 


teaching for 


Bloomingdale News 


Mrs. Amanda Kroeger attend- in service, are spending a few 


ed a luncheon in Chicago, where 
her 
niece, 
Miss Laura 


Schwertleger, 
entertained 


Wednesday afternoon. Accom- 
panying her were Mrs. Ethel 
Bender and Mrs. Nora Broker. 
Others present from this area 
were Mrs. Ray Plass, Mrs. 
Louis Heinberg, Mrs. August 
Heinberg, Mrs. Art Kleinschm- 
idt and Mrs. Robert Schaefer. 


Leo Pauling returned from a 


recent stay at Hot Springs, 
Ark., while Mrs. Pauling was 
v i s i t i n g relatives in Sierra 
Madre, Duarte and Corona Del 
Mar, Calif. 


William and Harold File, both 


NEWS ABOUT ROSELLE 


Mrs. Helen Hansing was host- 


ess to the members of the Dor- 
cas Society at her Maple Street 
home. 


Douglas Charles, infant son of 


Mr. and Mrs. Charles Kirk, was 
baptized Sunday at Trinity Lu- 
theran Church. Sponsors were 
Tamara and David Pflug. 


Mrs. Arthur Kleinschmidt and 


Mr. and Mrs. Robert Schaefer 
have returned from a southern 
tour. They visited relatives in 
Hollywood, Fla. 


Get well wishes go to James 


Niemann, son of Mr. and Mrs. 
Ronald Niemann, 
went emergency 


who under- 
surgery 
in 


Sherman Hospital, Elgin, and to 
his grandfather. Martin Nie- 
mann, who is a medical patient 
in Wesley Memorial Hospital, 
Chicago. 


MR. AND MRS. Peter Wien- 


cek Jr. and daughters, Darlene 
and Deborah, are rewnt new- 
comers from Fox Lake to Bryn 
Mawr. They entertained rela- 
tives from Cicero on Sunday af- 
ternoon. 


Mr. and Mrs. Ralph Giessen 


are the new resident* on W. 
Granville from Addison. Mr. 


is with the Allied Radio 


Corp. in Chicago. 


Mr. and Mrs. William Kessel 


and children, Anne, Dean and 
Craig, came from Amboy to vis- 
It her grandmother, Mrs. Eliza- 
beth Meyer, on Sunday. 


M i s s N o r m a Thiemann 


recently returned from a six- 
day vacation spent visiting a 
cousin and family, the Rev. and 
Mrs. Richard Peterson, in Scap- 
poose, a suburb of Portland, 
Ore. She had a chance to get 
acquainted with her two god- 
children, Renee and Rebecca, 
whom she has never seen. 


MR. AND MRS. Ludwig Steib 


and children, Elizabeth, U, and 
Michael, who are recent new- 
comers to Walnut Street from 
Chicago. Mr. Steib is employed 
at Bell and Howell. 


Mr. and Mrs. Edward Pkhler 


and children, Gerlende, Sylvia 
and Teddy, of Milwaukee were 
Sunday guests of her sister, 
Mrs. Ludwig Steib on W. Wal- 
nut Street. 


Mr. and Mrs. Thomas Speck 


and family have moved to their 
new 
home on Weathersfield 


Way. Mr. Speck has recently 
been appointed the new pro at 
Indian Lakes Country Club. 


days with their family, while on 
a leave they will report to their 
respective 
new 
assignments: 


Bill from the Seabees at Port 
Hueneme, Calif, to Davisville, 
R.I., and Harold, who recently 
spent 13 months in Okinawa 
with the Marines, to El Toro, 
Calif. 


Robert, son of Mr. and Mrs. 


Alfred Auer of Army Trail 
Road, was among the 213 candi- 
dates for degrees at LaCrosse 
State University in Wisconsin's 
fourth annual mid-year com- 
mencement. 
He received 
a 


bachelor of science degree in 
business administration. 


ST. PAUL ladies went to the 


Bensenville Home to do their 
monthly sewing for the benefit 
of the home residents on Tues- 
day, where they are always 
warmly 
greeted 
by 
former 


members of the sewing group 
who are now making their per- 
manent home there; Mrs. Min- 
nie Thurnau, Mrs. Linda Ldepitz 
and Mrs. Clara Mensching, for- 
mer residents of Roselle and 
West Chicago who has just 
recently gone to live at the 
home. 


The Andrew Flagge family 


has moved from Cardinal Drive 
to Aurora and the Robert Line- 
back family are the new resi- 
dents who have moved into the 
residence. 


Birthday greetings this week 


go to Nancy Baulac, David Ry- 
der, Kathryn Blegen, Lois and 
Charles Franzen, Steven Willis, 
B i l l y 
Dunteman, 
Richard 


K r a m p , 
Sharon 
Johnston, 


Cynthia Boone, Maribeth Wil- 
liams, David and Daniel Lamz, 
Kathleen Pauling, Dale Bahn, 
Nancy Stark, Kenneth Kowalke. 
Larry Harber, Ethel Koch, Min- 
nette Fessler, Edward Dekeyrel 
and Pamela Bushert. 


Wedding anniversary greet- 


ings went to Mr. and Mrs. 


Bensenville 


The next meeting of the Ben- 


senville Golden Fellowship will 
be an annual visit to the Ben- 
senville home. The meeting will 
be from 11 a.m. to 2 p.m. 
March 20. 


The fellowship will begin 


meeting twice a month until fall 
on the third Thursday in one of 
the community's churches and 
on the fourth Thursday for an 
outing occasionally held with 
other senior citizens groups. 


THE MARCH 27 meeting- at 


the Bensenville United Method- 
ist Church will feature a book 
review. 


Reservations for a trip to Hol- 


land, Mich., are rapidly being 
filled. The group will travel by 
chartered bus to see the tulip 
festival on May 15 and 16. 


The fee is $35 for two meals, 


transportation, lodging and en- 
trance fees. 


For reservations call June 


Landmeier at 824-3341 or 296- 
6106. 


Police Arrests, 
Tickets Told 


Roselle 


Eight persons were arrested 


by Roselle police last month, in- 
cluding arrests for traffic viola- 
tions, vandalism, and theft. 


Two arrests were made for 


animal complaints. 


Of the 117 complaints re- 


ceived by police, only eight re- 
main open. The others 
were 


cleared through investigation. 


A TOTAL OF 62 traffic tickets 


were issued. Non-traffic tickets 
amounted to 10. 


Parking tickets leveled off at 


53, a decrease from a record 
high January. 


Officer Robert Luongo com- 


pleted the Cook County police 
driving course of 40 hours of 
training last month. 


Several other officers had at- 


tended earlier. 


But for What? 


Texas farmers 
use more 


petroleum products than far- 


Charles Franzen, March 3. 
mers in any other state. 


thy's husband and son, John 
and Michael, and sister and her 
family, the Charles Lazzara and 
daughter, Debbie. 


Kathleen Tessitore celebrated 


her eighth birthday with a 
luncheon party Saturday in her 
Virginia Street home for 14 
school and 
neighborhood 


friends. A family party was 
held in the evening for grand- 
parents, Mr. and Mrs. George 
Zaranti, and godparents, Arthur 
and Joan Licetra of Forest 
Park. 


Condolences are extended to 


Mrs. Eddie Abell and children, 
Greg, Doug and Kelly, on the 
death of her mother-in-law and 
t h e children's 
grandmother, 


Mrs. James H (Angeline) Abell, 
March 3 in Ridgway, 111. Mrs. 
Eleanor Okrey, the children's 
maternal grandmother, accom- 
panied them to the funeral in 
southern Illinois. 


Citholte 


ST. JOHN THE EVANGELIST^! 
side Circle, Streamwood. John M. 
Kyle, pastor. 837-2973. S u n d a y 
masses: 7:30, 8:45, 10 and 11:15 
a.m., 13:30 and 7 p.m. Holy day*: 
9 a.m., 6, 7 and 8 p.m. Weekdays: 
7:30 a.m. Saturday: 6:30 and 8 
a m. Confessions: Saturday and eve 
ot Holy days, 4 to 5 and 7:30 to 
8:30 p.m. 


VUftl TPR Pme ana H111 sts- 
. HHLICn Roselle. W l l l l a i 


Smith, pastor; John Rlnl, assistant. 
LA 9-2281. Sunday masses: 6:45, 8, 
9:30, 10:45 a.m., 12 noon and 6 p.m. 
Confessions: Saturday from 3 30 to 
5 and 7 to 8:30 p.m. 
Weekdays 
masses: 6:30 and 8 a.m, 
IMMAC. CONCEPTION ^ 
Palatine. (Ukrainian.) Rev. Joseph 
S h a r y 
NA 5-4805. Sunday mass, 
10-30 a.m. 
QT 
Al PYIQ W o o d and Barren, 
01. HLLAIO Bensenville Joseph 
Jurkovlch, pastor. 
Richard Ross, 
James Brummel, assistants. PO 6- 
3530. Sunday masses- 7, 8, 9:30 and 
ii a.m and 12-15 p m. Weekday 
masses: 6:30 and 8 a.m. 
Saturday 
masses- 7:30 and 8 a.m. Holy day 
musses- 6. 7. 8 a m., 12 noon, 6 and 
S p.m. Confessions. Saturday. 4 to 
5 and 7:30 to 8 30 p.m. 
ST. BORROWED 
cis Maher, pastor. 766-9357. Sunday 
massws. 7 30, 9:30, 11 a.m. and 12:1S 
p.m. 
Confessions: Saturdays, 4 to 
5:30 and 7.30 to 8:30 p.m. 
CT UIIRPPT 126 Grand Canyon 
01. nUDCnl St.. Hoffman Estates. 
Fr Leo Wlneek. 894-6677. Sunday 
Sunday mosses: 7:30, 8:45, 10, 11:15 
a.m. and 12:30, 6 p.m. Holy days: 
6.30, 7:30, 845 and 10 a.m. and 6:30. 
7:30 
p.m. Confessions: Saturdays 
4-5 p.m. and 7-8 p.m. 
Hfll V PHfl^T a54 s- Wood Dale 
nULl unUOl Road. Wood Dale. 
Willla-n D. Ryan, pastor. Gordon 
Mahoney, Lowell Fischer, assistants 
Sunday masses: 6:30, 7:30, 8:30, 10. 
11:15 a m.; 12.30, 6:30 and 7:30 p.m. 
CCD classes 9 to 10:15 a.m. Saturday 
and Sunday. 
CT 
IDCCDU 353 E. Palmer. Addl- 
oi. juotrn son. g. j. Muiioy. 
pastor. Sunday masses: 7, 8, 9, 10:19, 
11:30 a.m., 12.45 p m. Saturday con- 
fessions, 4:30 to 5:30 and 7:30 to 9 
p ni. 
CT ICinflPF Army Trail Road, 
01. lOlUUKL cioverdale Father J. 
Klaes. MO 8-3462. Sunday masses: 
6-30, S, 10:30 and noon. 
ST. MARCELLINE MgK 
Wise Road west ot Roselle Road, 
Schaumburg. Charles Diemer, pas- 
tor. 529-4429. Sunday masses: 8:30, 
9:30, 10:45 a.m. and 12 noon. Week- 
day masses: 8 a.m. in rectory, 609 
S. Sprlnglnsguth Road. Confessions: 
Saturday, 4 to 5 p.m. and 7:30 to 
8:30 p.m. in rectory. 
CT DCTPD 519 N. Rush St., Itasca. 
31. rCICR Paul F. Diimn, pastor. 
Sunday masses: 7. 8, 9:30, 11 a.m. 
und 12:15 p.m. Holy day masses: 
8:30, 8, 10 a.m., 6:30 and 8 p.m. 
Confessions: Saturdays, 4 to 5 and 
7.30 to 8:30 p.m. 
HANOVER PARK ggf S 
J 


Irving Park Road. Jerome Rlordan, 
pastor 289-1204. Sunday masses: 8, 
9:30 and 11 a.m. 


Presbyterian 


6800 Pine Tree St., Han- 
over Park. Charles H. 
Bartlett, pastor. 289-5411 or 837-6037. 
Sunday family worship, 10:30 a.m. 
(Nursery); church school following 
worship service 
CHURCH OF THE CROSS, 
Hoffman Estates. Thomas C. Trus- 
cott, pastor. Sunday school, 9:30 
a.m., all ages, 11 a.m., n-jrsery thru 
6th grade; worship services, 9:30 
and 11 a.m. (Nursery). Thursday, 
7:30 p.m., family vespers. 


101 5. Church Road, 
766-2293. Gordon L. 
Ingram, pastor. Sunday school, 9:40 
a.m.; worship service, 11 a.m. 
ITAVA 207 E- C e n t e r St. Rev. 
IIHOl/H Thomas M. Hinken. 773- 
0056. Sunday worship service, 9:45 
am.: church school, 10:50 a-m. 
(Nursery.) 


Army 
Trail 
and 
Mill 
Roads. 
William 
Blnga- 
man. pastor. 543-3105 or 543-4185. 
Sunday worship service, 10 a.m. 
(Nursery): church school, 11 a.m. 


Evangelical United 


iwnnn nai P 2°6 N. wood Dale 
YYUUU UrtLt Road. M e 1 v 1 n W. 
Lang, pastor. PO 6-1805. Worship 
services, 8 30 and 10:45 a.m. (Nurs- 


Bapflst 


TRI VILLAGE (SBC) 
Field House, Cataipa near Walnut 
Street. Hanover Park. John Wise- 
man, 
pastor. 837-«099. S u n d a y 
school, 10 a.m.; worship services, 
11 a.m. and 7 p.m. 


Monawk School. Franzen 
and Hillside, Bensenville. 
Dick Haynes, pastor. 766-5568 Sun- 
day school, 9:45 a.m.; worship serv- 
ice and Junior church, 10:45 a.m.; 
evening service. 7 p.m. (Nursery). 
Wednesday, 
7:30 p.m., midweek 
yrayer and Bible study at 228 Poppy 
Lane. 
RFTHPI 
Roselle Road and Walnut 
DLlnUL Jt., 
Schaumburg Town- 


ship. Frank Bumpus. pastor. TW 
4-3949. 
Sunday school, 9.45 a.m.. 
worship service and Junior church 
for children through age 10. 11 a.m.; 
evening service. 8 p.m. (Nursery): 
Wednesday, 7.30 p.m., Bible study 
and prayer service. 


Campanelll 
School, 
Sprlnglnsguth Road, 
Schaumburg. (GB). Eugene West. 
pastor. 837-3456. Sunday school. 9:45 
a.m . worship services, 11 a.m. and 
7 p.m. (Nursery.) 
BLOOMINGDALE 
Richard Pellonero, nastor. 529-4527. 
Sunday school. 9:30 a.m.; morning 
worship. 10:45 a.m.; evening service, 
7 p.m. Wednesday prayer service. 7 
p.m. 
CTRFAUWflnn 500 Streamwood 
wintrilrliivwU Blvd 
Streamwood 


Hev. Harold Barker. "289-1358 Sun- 
dny school. 930 am.: 10:45 a.m, 
worship service: 7 p.m., evening 
service. Wednesday. 1 and 7:30 P m.. 
prayer service. (Nursery for all serv- 
ices ) 
Wnnn DAI F Highland School. 543 
MUUU UHLL N TJVood Dale Road. 
L D. Patrick, pastor. 543-6567 Sun- 
day school, 9.45 a.m : worship serv- 
ice, 11 a.m Wednesday prayer serv- 
ice, 7 30 p m 


Congregational 


ITACpA 210 S. Walnut, Itasca. Sun- 
11 noiin jay worship service, 11 ».m. 


Chupch 


AflVPNT 122U 
WVtPU Hanover 
Park. 


Lutheran 


Irving Park Road, 
. 
Donald 
Koepke, pastor, 837-8050. S u n d a y 
ichool, 8:49 and 10:30 a.m.; wor- 
ship services, 9 and 10.30 a.m. 


CHRIST THE KING 
burg Road, Schaumburg. 
Dennis 
Schlect, pastor. 629-4134 and 529- 
5868. Sunday worship services, 8:30 
and 10:45 a.m.; Sunday school, 9:30 
a.m. (Nursery available.) 


HANOVER PARK 
press at Highland, Hanover Park. 
David A. Bugh, pastor. 
837-5352 
Sunday worship service, 9.30 am. 
(Nursery); Sunday school. 10 30 
a.m. 


PDAPF TOO Bartlett Road, Stream- 
UKnliL wood. 
James Haberkost. 
pastor. AT 9-3998. Sunday worship 
services, 8 and 10:45 a.m. (Nursery ) 
9:15 a.m., Sunday school (at church) 
lor pre-klndergarten, 
kindergarten 
md junior high classes; 9-20 a.m., 
it Hanover School for grades one 
through six. 


IMMAN1IFI 
Devon Ave., Blacktop, 
IMIYWNUtL Bartlett. 
(Missouri 
Synod.) 
Edw. A. Lazarz, pastor. 
837-1166 or 837-5671. Sunday school, 
9 a.m.; worship service, 10-20 a.m 


950 S. York Road, Bensen- 
ville. Erling Jacobson, pas- 
tor, 766-3030. Sunday worship serv- 
ices, 8:30 and 10:30 a.m. Nursery); 
Sunday school. 9:20 and 11:20 a.m. 
CT 11IUP Rush ana Washington, 
01. LUr\L itasca. Rev. Kurt V. C5ro- 
theer. 773-0396 or 773-0070. Sunday 
worship Cervices, 8 and 10-45 a.m.: 
Sunday school, 9:30 a.m. 
PRINCE OF PEACE 
Addlson. Edward O. Anderson, pas- 
tor. KI 3-8708. Sunday worship serv- 
ices, 9 and 10:30 a.m.; c h u r c h 
school, 10:30 a.m. 


PRINCE OF PEACE |?°S 
WR0 
H1S; 


Hoffman Estates. 
(ALC.) 
E. D. 
Paape, pastor. 894-6728 or 894-6002. 
Sunday worship services, 8:15. 9 38 
and 11 a.m ; church school, 9.30 and 
11 a m. (Nursery at 11 a.m ) 
QT RARNIRA^ Medi.iah N o r t h 
01. DHnNrtDHO School, 7N300 Me- 
dinah Road, Medinah. (LCR.) Rich- 
ard F. Gugel, pastor. 529-6978. Sun- 
day school, 9:30 a.m.; worship serv- 
ice. 10:45 a.m. 
<5T MATTHPW TNOSS cataipa St., 
01. IVIHimCYY Itasca, (LCA) Rob. 
ert R. Lesher, pastor. 773-0033. Sun- 
day school, 9:30 am. ; worship serv- 
ices, 9:30 and 11 a.m. (Nursery.) 
C;T PPTPR Schaumburg. (Missouri 
01. rUCK Synod.) John R. Stern- 
berg, pastor. 
LA 9-1394. Sunday 
church services. 8, 9:30 and 11 a.m. 
Fourth Sunday also 7 p.m. Sunday 
school and Bible classes, 9:30 a.m. 
(Nursery — 10:45 to 12:15) 
TPINITV 
Parlt on<1 Elm Sts., Ro- 
I mill 1 1 
Selie. (Missouri Synod.) 
E. E. Trleglaff, pastor. LA 9-2496. 
Sunday morning worship, 8, 9:30 and 
II a.m.; Sunday school, 9:30 a.m. 


Wood Dale and Mont- 
rose. Wood Dale. (Mis- 
souri Synod.) Edmund P. Nleting, 
pastor. 766-2838 or 766-1207. Sunday 
wotihlp services. 8 and 10.30 a.m.; 
Sunday school, 9.15 a.m. 
IT 
IflHM Rodenburg and Irving 
01. JUnPI p a r k Roads, Rosalie. 
Rev. Raymond Wlegert. 
529-9746. 
Sunday services: 8 and 10:30 a.m.; 
Sunday school. 9:15 a.m. 
C;T 
PAIII Army Trail near Lake, 
01. CHUL Addison. KI 3-6909. Sun- 
day: 8 and 10:45 a.m , English wor- 
ship services: 9-30 am., German; 
Sunday school. 9:15 a.m. 
7lfiN 4N025 Church Road, Bensen- 
L\\Jn vllle. (Missouri Synod). Ty- 
rus H. Miles, pastor. PO 6-1039. 
Sunday worship services, 8:15 and 
10:30 am.: Bible classes for adults 
and children, 9.15 a m. 
HOFFMAN ESTATES Bi 
W. D. Millican, pastor. 529-1920. 
Sunday school, 9.15 am.; worship 
services, 11 a.m. and 7 p.m. (Nurs- 
ery.) Wednesday, 7.30 p.m., prayer 
meeting. 


Hillcrest School, Hill- 
(,rest ana Fremont 


Roads, Hoffman Estates. Floyd E 
Gephart, pastor. 529-2223, 
Sunday 
school, 9:45 a.m.; worship service, 
11 a.m. Wednesday, 7:30 p.m., pray- 
er and Bible study at personage, 
223 Northvlew Lane, Hoffman High. 
lands. 
VPDINAH Foster a n d Sycamore 
lYIEUIIWI 
Aves.p 
Medinah. Rev. 


Donald R. Hamann 894-9421 or 529- 
3549. Sunday school, 9:45 am.: wor- 
ship service, 11 am.; evening serv- 
ice, 7 p.m Wednesday, prayer meet- 
Ing, 7 p.m. 
TARPRNAPI P 306 S. Park, Bensen- 
IHDtKNHLLt vllle. R o b e r t D. 
Bragg, pastor. 766-7275. S u n d a y 
school. 10 a.m. : worship service: 11 
a.m. and 7 p.m. 


Uiited Church ot Christ 


DARTI PTT Devon Ave . Bartlett. 
DHKILUI William Nagy, pastor. 
289-1320. Sunday school. 9 a.m. ; wor- 
ship service. 10 30 a.m. 


STREAMWOOD 
Paul Rucker. pastor. 289-3334. Sun- 
day school, 9 a.m.: worship service, 
10 a.m. 
PFAPF s Center and Wood Sts., 
i Lnwu Bensenville. Eugene Van- 
Kranenburgh, interim pastor, PO 6- 
1141. Sunday school, 9 a.m.; wor- 
ship service, 9:15 and 10:45 a.m. 
(Nursery). 
— 
_ 
83 ana Highland 
Bensenville. Rev. 
G. M. Prostek. 
Sunday school, 9 
a.m.; worship services, 10-15 a.m. 
<sT 
PAI II 
112 S. First St., Bloom- 
01. THUL mg dale. James P. 
Beecken, pastor. 529-6173. Sunday 
ichiiol and worship service, 9 30 
a.m. (Nursery). 
IMMAMIPI Church R o a d near 
IIYIIYIHIWL Grand Ave., 
Bensen- 


ville. Kenneth E. Felice, 
pastor. 
PO 6-1041 or PQ 6-7070. Sunday 
school, 9:30 a.m.; worship service, 
11 a.m. Midweek service Wednes- 
day, 7:30 p.m. 


formerly Congregational) 
J31 P a r k s l d e Circle, 
Streamwood. John E. Klngsbury, 
pastor. 289-1474. Sunday school and 
worship services, 9 and 10 45 a.m. 
(Nursery). Church school, grades 7 
and 8, Tues.. 6:30 p.m.; grades 5 
and 6, Sat.. 10 a.m. 


Jewish 


RPTH ?.rtl/AM Z75 Hillcrest Blvd., 
Dtin lirWMtl Holfman Estates 
529-4545. Rabbi H 111 e 1 Gamoran. 
Services Friday, 9 p.m 
Religious 
school Saturday and Sunday morn- 
ings. 9-30 to noon. 
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MACHINE WASH WALLS 


LJUiPP-OUL 


M difly Rentil 


•%u* CtUWM 


fAST-CASY 


NoriMhifNotlKtrfcltr 


No Mivr Uflki to im 


INDOMS - OUTDOORS 


ITASCA HARDWARE 


MMMM 771.6567 


204 W.lnint Fork M. 


kosM.ll. 


Christ, Scientist 


*N55o Church Road. 
766 - 5823. Sunday 
school and church services. 1" . 
a.m. Wednesday testimonial • .? 
ing, 8 p m 


Methodist 


96U Armv rrail Road' 
Addison. D o u g l a s 
Bonebrake. pastor. KI 3-3725. Sun- 
day school and worship service. 
9:30 and 11 a.m. (Nursery) 


(mlle E- 
Roselle Road). 
Hoffman 
Estates. 
James 
Houft, 
pastor. TW 4-6546 or LA 9-9479 
Sunday worship and church school 
through 
sixth grade, 9:30 a m. 
(Nursery) 


ADDISON i3^ S Addi 
Church.) Ray i»««w*c»»i*M* krmjfmmw* • 
BK $-6190. Sunday school. 9:30 *.m.; 
morning worship, 10 45 a.m ; eve- 
ning service, 7 p m . 
Wednesday. 
Bible study and prayer. 7:30 p.m 


BENSENVILLE SSi,.VlIk Rpad 


("II IR SAVIOUR Go" 
UUK OrWIUUK Of 


OUR REDEEMER 
McArthur, pastor. 894-5577 Sunday 
school. 9.45 a.m.: morning worship 


JEHOVAH'S WITNESSES 


RFM^PNUII I P 219 Pine Lane. Wal- 
HtNOtNVILLt ter A. Meaiey, over- 


o e 
pastor 766-4950. Sunday school. 9 45 
am . 11 a.m. worship service, i 
D m.. evangelistic service. (Nursery ) 
Wednesday, 7 15 P m., prayer and 
Bible study. 
UPNNPWII I P 6N171 Gary Road. 
RtWltlVlLLt Donald 
F. 
Roop, 
pastor. 894-9292 or 231-6453. Sunday 
school. 9 45 ».m. ; worship service. 
11 am. : evening service. 7-30 pm 
Wednesday, mid-week prayer meet, 
7 30 p.m. 


Covenant 


. 
, 


768-6664 or GL 5-2902. Sunday: Pub- 
lic lecture, 9 a.m.; Watchtower 
study. 10:15 a.m. Weekday services: 
Tuesday. 8 p.m.: Friday, 7:30 and 
8:30 p.m. 


Church of God 


M e e t s In Itasca 
Congregational 
Church. Ray E. Metcalt, minister, 
529-5475. Sunday school, 10 a.m.; 
morning worship, 11 a.m.; evening 
service, 7:45 p.m. 


Evmgelicil Fret 


PAI VARY plne at"l par". Resell*. 
1<MLYMI\T John W. McArthur. pas- 
tor. 
529-9180 or 529-36(16. 
Sunday 
school, 9.30 a m. : morning worship. 
10:45 a.m.: evening service 7 p m 
Wednesday, 7:30 p.m., midweek 
service. 


George St. a n d Bonnie 
Brae, Itasca. Benjamin 
Pent, pastor. 
773-0880 or 773-0672. 
Sunday school. 9 30 a.m.; morning 
worship service, 10:45 a.m ; eveninp 
service 7 p.m. Midweek service. 7 30 
p m , Wednesday. 


Mount Prospect Road. 
,outh of Golf R o „ d. 


Mount Prospect. A. J Moser, pastor. 
824-9497. Sunday school, 9:45 a.m.; 
worship service. 11 a.m. ; 7 p m , 
evening evangel. Wednesday, 7 30 
p m., prayer service. (Nursery.) 
ery at 10:45) : church school, 9 30 
am. 


;.ihedox 


Hr"i..ver Park Field House. 
J«uw» Bosgraf. minister. 
837-1698. Sunday school. 9:15 a.m.; 
worship service. 10:30 a.m.; Bible 
study in private homes. 8 p.m, 


Episcepn 


^T RPDP Route 83, ]ust south ot 
01. DtUr. Irving Park Road, Ben- 
senville 
Norman C. Burke, vicar. 
766-1171 or 766-1820. Sunday: holy 
communion, 7:30 a.m.; holy euch- 
arlst, 9:30 a.m. 
Wednesday, 9:30 
a.m.. holy euchartst 
HOLY INNOCENTS §?•. 
Estates. Rev. Jay W. Breisch. 529- 
6131 or 894-5142. Sunday: 8 am., 
holy eucnarist; 9.15 am. church 
school and nursery: 9.30 a m., morn- 
ing prayer and h o l y eucharist. 
Tuesday 6-15 a.m.: Wednesday. 9-30 
a.m.; Thursday. 6:30 p m ; Friday, 
9:30 a.m.; Saturday, 9 a.m. Evening 
prayer. 5:30 p.m. dally, except Mon 
day. 
9T Pfll I IMRA Irving Park Road 
01. l/ULUIYIBtt (Just west of Bar 
rington Road), Hanover Park. John 
R. K. Stleper, vicar. 837-1904. Sun- 
day: morning prayer, holy eucharist 
and church school for Infants thru 
10 years, 9:30 a.m.; Wednesday 
holy eucharist, 9 a.m. at the vicar- 
age. 314 Berkley Place. Streamwood 


BftU 


R o a d 
UnJ 
lJ. 
AUU13WI* 
•• — — — 
Evangelical F r e t 
Ray Schulenburc, pastor. 


SCHAUMBURG 
Schaumburg Road and Illinois Blvd.. 
Hoffman Estates. Alfred Lorenz. 
pastor. 529-38U6. Sunday school. 9 30 
a.m.; morning worship. 10:45 am 
( N u r s e r y . T Wednesday, 8 pm.. 
prayer and Bible study at 1428 W 
Concord Lane. Schaumburg 


PI APP 17W3S5 S u n n y 
rUVjL puce, Rte. 83 near 


Grand. Bensenville. R«v. Robert J 
Smith 832-8642. Sunday school. 9 45 
a.m. ; morning worship. 10:45 ».m. ; 
evening service, 7 p.m. M i d w e e k 
service, Wednesday. 7:30 P.m. 


UNITED METHODIST 


WOOD DALE COMMUNITY^ 
Dale Road. Melvln W. Lang, pas- 
tor. 776-1805. Sunday worship ser- 
vices, 8:30 and 10:45 am.: Sunday- 
school, 9:30. (Nursery. 10-45 ».m.) 


QCTUIAMV Division and Walnut 
DC I HAW Y sts. Itasca. Rev. Paul 
Farley 773-0189 or 7734)094. Sunda> 
school. 9 3u a.m. ; worship. 10 45 
a m. (Nursery ) 


( f o r m e r l y EUB) 
4N748 Church Road 
Barry L. Johnson, pastor. 766-3297 
Sunday school. 9:30 *.m., morning 
worship. 10.40 a.m. (Nursery). 
RrrcPI I P 206 S. Rush St., Roselle. 
KUOtLLt Fred H Conger, pastor 
Earl Olson, associate. 529-1309 or 
529-5382. Sunday school and wor- 
( Nursery) 


WerHotFreudeAn 


Einem Deutschen 


Bibelkreis? 


Wir laden herzlich «in 
aus Bensenville, Wood 
Dale und Umgebung. 
Pastor Samuel Schultz 
will uns jeden Donners- 
tag, abends 8 Uhr mit 
dem Worte Gottes die- 
nen. 


766-8246 
od«r 766-8823 


MBLEM 


"Illinois' Most Beautiful Cemetery" 


Site of the 


OLD DUTCH 
MILL 


Built in 1850 


MODESTLY PRICED LOTS 


• All Sizes Available 
• Attractive Budget Plan 
• Exceptional Beauty 
• Unequalled Care 


On Grand Avenue 


One mile east at York Road 


ELMHURST, ILLINOIS 


Elmhurst Phone: 
_ 
834-6080 


Chicago Phone: 
626-1332 


Program for Youngsters 


Robert P. Hanrahan, Cook 


C o u n t y 
superintendent 
of 


schools, hM arranged (or local 
schools to participate In an as- 
tronomy program for Grades 3 
through 7 In cooperation with 
the Adler Planetarium. 


These special sky shows, free 


to county elementary school stu- 
dents, are scheduled at 10:30 


and 11 '30 a m. each school day. 


THE 
CURRENT 
program, 


"Our Island of Stars," exam- 
ines the starry sky and the na- 
ture and motions of the various 
objects found within it. 


Advance reservations are re- 


quired and further information 
may be obtained by calling 922- 
4488. 


ALMER COE IN RANDHURST 


first time ever! 


Contact Lenses 


Two Individual Prescriptions! 


One Pair for You and One Pair 
for a Friend at the PRICE OF 


Get the Second Pair at No Additional 
Cost to You! Use it as a Spare Pair! Or 
.. if You wish . . . Bring in a Member of 
Your Family or a Friend for the Second 
Pair . . . YOU GET BOTH PAIRS FOR 
THE PRICE OF ONE. 


Just think! You can take advantage of this 
amazing offer and actually team up with a 
friend and save half. Our staff enjoys the 
finest reputation in the fitting of contact 
lenses... come in ... let us show you how 
easy they are to wear. Get a trial fitting at 
no obligation to you. Available in just 
about any eye color you may desire._ 


Opon on Almor Coo Charge Account. We 
Hcnor Carte Blanche, Diners and Ameri- 
can Exprot* Cards 
Also Midwest Bank 


Charge Cards that allow You up to 20 
months to pay. 


Freicriptioa Opticiani Slntg 1886 


•\\merd 
Since ltl« 


MeM Store lON.MkMgon Avenue 


•••N.MkMten Mil N. CoWornia 2174 171.1 St. 
192) SherMan. HteMend Perk 
1642 Orrlnjton, IvanKon 


OU Orchard Colt Milt RamUiuril 


Ochbrook 
Perk Fortit Ptaia 
Rlvtr Oaki 


DISTINCTIVELY DIFFERENT 
1 


Tht Northwett Suburb'* mo*t vtnatile 


Rettaurant. Lounge, Banquet A Special Party Facilities 


OPEN 7 DAYS ... 10 A.M. 'TILL CURFEW 


TRY OUR EXOTIC. 


UNUSUAL ISEW 
msmm 


a now addition to our luncheon • din- 
ner menu . . . delightful Polynesian spe- 
cially prepared in our new Polynesian 
Kitchen . , . supervised by Van T. 
Prineas, formerly of Trader Vic'i in Chi- 
cago. 


ELEGANT DINING 


Superb menu including freth Maine Lobiter, 
prime Sttaki, expreu lunch ton & delight- 
ful deuert*. Brunch every Sunday till 
2p.m. 


INTIMATE COCRAO. LOUNGE 


Pltatant, friendly atmoiphere . . . the per. 
I act mating place lor that before dining 
cocktail or alter dinner entertainment. 
Featuring enjoyable combo entertainment 
Friday and Saturday evening*. 


FAMOUS SUNDAY NIGHT BUFFET 


Deliciou* carved Beef Au Jut, vegetable 
telection*. relithei, soup, auorted taladt, 
mold* and dreamy destert* from our own 
oakery. 


Special menu for children, under 12 


PRIVATE BANQUET ROOMS 


Perfect for any occaiion . . buiineu meet- 
ingi. banquet*, wedding* and private partiet. 
Complete catering and proleitional party 
planning all year round. 


uu me, Caroui&L 


CONDITOREI 


THE FINEST .IN PASTRIES 


Baktry delight* freth from our oven* daily. 
Specialising in Birthday A Wedding Cake 
crrationi. pulled mgar work, heavenly pas- 
trie* and unique pie*, roll* and cookie*. 
_ 


Call for Reservations and Banquet Details 


CLM300 
. 


T H I I I A U T I F U U 


Rehl»in9 M. (Kt. S3) et Euclid M. 


Arllnaten HtijhH, 
III. 


Sharpen the color crayons. 


Monday will mark the third 
week in the Paddock Publica- 
tions' coloring contest. 


Monday will also see the an- 


nouncement of winners from the 
second week of youngsters' col- 
oring. Children ages 7 to 11 are 
eligible to enter by coloring the 
sketches printed weekly and 
mailing them to Paddock Publi- 
cations. 


Nine-year-old Teresa Jodown 


of 418 N. Russel St., Mount 
*rospect, was the winner of a 
Sodak Instamatic Camera in 
the first contest. 


SECOND AND third place 


winners were Dennis Wodarz, 7, 
of 18 Hatlen Ave., Mount Pros- 
>ect, and Paula McHugh, 8, of 
309 Indigo Drive, Prospect 
Heights. They won free tickets 
to the Chicago World Flower 
and Garden Show to be held 
March 22 to 30 in the Inter- 
national Amphiteatre. 


The contest is sponsored in 


conjunction with the 
Flower 


Show by the Eastman Kodak 
Co.; the Coca-Cola Bottling Co. 
of Chicago; W. Atlee Burpee 
Co., Philadelphia; and the 
C h a r l e s Klehm and Son 
Nursery, Elk Grove Township. 


IT'S THAT TIME again, and some 10,000 lo- 
cal Girl Scouts are not about to let you forget 
it. It is just possible two such charming 
young ladies wiU appear on the door step and 
say something delicious, like, "Chocolate 
Fudge Sandwich, Scot-teas, Mints, Sandwich 


Cream or Savannahs" The annual cookie 
sale begins today. Scouts above are Jeannine 
Smith and Leanne Graf, both 11, and both 
from Troop 793, Our Lady of the Wayside, 
Arlington Heights 


(Staff Photo) 


Call Air Pollution Meeting 


The Illinois Air Pollution Con- 
rol Board has called a meeting 
ror March 12 to discuss a uni- 
'orm control program of air pol- 
lution. 


Government agencies in Cook, 


Lake, McHenry, Will, Kane and 
DuPage counties are expected 
to attend the meeting in Chi- 
cago. 


Robert French, chief of the 


Air Pollution Control Board 
staff, said the session will be to 
outline federal requirements on 
pollution control and obtain lo- 
cal views 


THE SIX Illinois counties and 


Lake and Porter Counties, In- 
diana, comprise the federally 
designated 
Metropolitan Chi- 


cago Air Quality Control Re- 
gion 


Under tha Air Quality Act of 


1967, the federal government is 
required to publish air quality 
criteria 
for those pollutants 


larmful to health or welfare 
and to publish reports on the 
techniques which can be em- 
ployed to control the sources of 
pollutants 


Following this, the state or 


states responsible for the desig- 
nated region must develop stan- 
dards for the region and plans 
for implementing the standards. 


FRENCH SAID local govern- 


ments now have authority to 
control pollution within their ju- 
risdictions However, the extent 
of responsibility of the local, 


state and federal governments 
over air pollution is not clearly 
defined. 


In the Chicago area, only two 


municipalities 
have 
adopted 


control standards and enforce- 


ment programs. Evanston, hav- 
ing local standards, has re- 
quested exemption from the 
Metropolitan Chicago Air Quali- 
ty Control Region but the city's 
request has been tabled. 


Schlickman 
Reports on 
New Bills 


State Rep. Eugene Schlick- 


man, R-Arlington Heights, has 
introduced a series of bills in 
the legislature that would give 
the State Department of Public 
Safety the authority to close lo- 
cal jails that fail to meet stan- 
dards set by the Department. 


Another bill introduced by 


Schlickman is aimed at prohib- 
iting discrimination against the 
blind in places of public accom- 
modation. 


It would be known as the 


"White Cane Law." The bill fur- 
ther requests the governor to 
annually declare "White Cane 
Day"0ct 15 


Schlickman was joined by 


house speaker Ralph 
Smith, 


R-Alton, as the principal co- 
sponsor of the bills. 


OTHER LEGISLATION pro- 


posed by Schlickman is ap- 
p r o a c h i n g passage by the 
House. 


This includes HB. 158, in- 


creasing the number of proba- 
tion officers that may be hired 
in any county; HB, 178 requir- 
ing state agencies to indicate on 
vouchers whether they are for 
professional 
services 
exempt 


from the bidding requirements 
of the state purchasing act; 
H.B. 304, an Administration bill 
for the transfer of funds by the 
State Commission on Human 
Relations from its personal ser- 
vice account to its travel ac- 
count. 


All were reported out of com- 


mittee 
without a dissenting 


vote. 


Old pattern favorites in 
International" Sterling 


All patterns m«<fc In U.SA 


Now! you can 
fill-in 
add-on 


INe this churl to 


inventory yur 


*ttcrhii|; and <i< ink 


what pit i ts 


y HI m cd 


Plutr i-cltmii jm< <". 


print! from 97 u() 
M |2000,S(.rvint; 
pieces from $14 21 


to $ J6 75 depending 


on paltTii 


All orders muit 


be placed by 
March 15 for 


delivery by 


Sept. 30,1969. 


YOrc Not all pieces 


titled are available 


in all patterns 


When adding on, 
please bring in a 


sample of the pieces 


you wish to order 


to insure an 
exact match 


PIECE 


Icaspoon 


I unchcon Fork 
Luncheon Knife 


Salad Fork 


Cream Sgup Spoon 


Buiter Spreader 


Dessert or Cereal Spoon 


After Dinner Coffee Spoon 


Iced Beverage Spoon 


Cocktail Fork 


Dinner Fork 


Dinner Knife 
Butter Knife 


Cold Meat Fork 


Gravy Ludle 


Paatry Server. H H 


Sugar Spoon 


Table or Serving Spoon 


Pierced Tablespoon 


Steak bet. 2 pc 


I OWN 
I NEED 


Tltn tulcr »ttl not ht intuit vgatn until J97I. 


THE INTERNATIONAL SILVER COMPANY 


F^ersin 


24 South Dun ton Court 
• 
Arlington Height* 


CLearbrook 3-7900 


O|>cn Thursday and Friday to 9 p.m. 


Monday: New Contest 


NOW LEASING . . . (March-April 0«upcmcyj 


CUSTOM DESIGNED OFFICES 


FOR PARTICULAR PEOPLE 


M Our Htw Modtrn 


CONVENIENT OFFICE MALL 


Located in Convenient Shopping Center 


S. E. CORNER PALATINE RD. & WINDSOR DR. 


ARLINGTON HEIGHTS, ILLINOIS 


Units from 250 fo 2000 tquor* fccf 


• IwniMus Ctilmf 


lighting 


• JmitWMl Strvira 
• Ctntral RtctpliM ArM 


• Frt* Parking for 


ev«r ISO cars 
(Front & R*or> 


• Ctntral Htating I 


Air Conditioning 


• Wall to Will CqriHttBg 
• Modern Prntig* Offices 


at Mefcst RMtats 


For Information tall: Howard Slant, Arta 317:34*-Utt 


AFFILIATED REALTY & MORTGAGE CO. 


75 East Worker Drive, Chicago, III. 60601 


STEP UP YOUR 


BUSINESS ... WITH 


Paddock Publications 
BUSINESS 


FORMS 


Call us today . . . there's no limit to the ways we can help 
you solve your business forms problems. No quantity too 
small or too large . . . speedy service . . . low cost . . 
convenience. Our business forms experts will design and 
develop forms specifically for your business with the person- 
al attention you appreciate. 


D SNAP-OUT FORMS 


0 GENERAL OFFICE FORMS 


D NCR FORMS 


D STATEMENTS 


O RULED FORMS 


D BUSINESS CARDS 


D PRICE SHEETS 


D STATIONERY & ENVELOPES 


call 394-2300 
Paddock Publications 


Commercial Printing Division 


217 W. Campbell 
~ 
Arlington Heights 


Off the Register Record...by HEC 


County Government Must Be Revitalized 


by HEC 


County Is expected in the 1970 census to cross the 


500.000 population mark and this will no doubt mean changes in 
county government. The fact is that "restructuring" to make 
county government more competent to provide services and ad- 
minister the needs of continuing expansion is now, and has been 
for some time, under study. 


The $142 million referendum which, it is said, must come; 


before the voters, is but one of a string of major problems con- j 


fronting DuPage County. If sound policies are to 
be adopted to solve these problems, and many 
more to come, there has to be more expertise at 
the county level than at present. 


Pushing this view is the projection that once 


across the half-million mark, DuPage County 
growth in population, industry, and all-over ex- 
pansion will continue at an accelerated pace to- 
ward the million mark. Signs of this, many on 
the county board say, are everywhere and pro- 


im. 
fesslonal studies testify to it. 


It is the general belief at the board level, that at the present 


state of population growth and development, county government 
has bogged down this past year and is virtually spinning its 
wheels It is unable to effectively cope with and work its way 
through a maze of problems in this mass populated, urban county 
because the county board was designed for an agriculture era 
with a comparatively small population. The basic county board 
structure was set up in 1871, nearly 100 years ago. This is what 
"con-con" is about. 


FINANCING FOR the growing services in this metropolitan 


county is becoming more difficult because revenue raising de- 
rives from a horse and buggy economy. Because of grants from 
Washington and Springfield (sharing of revenues) plus the fact 
that DuPage County has been able to go to the legislature for 
needed authority to carry out policies important to the welfare of 
the county. DuPage County government up to now has been able 
to keep pace with explosive expansion in this decade. 


So the conclusion is that county government must start to 


think in new directions to be able to move in new directions as a 
new decade emerges. Signs point to heavier demands. 


What this says is that a 31-member county board to adminis- 


ter the needs of a metropolitan county as large and affluent as 
DuPage Is an anachronism. It is inefficient, wasteful, and lacks 
competence. It is not able to integrate its functions and coordi- 
nate county administration with other local bodies. 


"It is necessary to strengthen county government," Fred 


Koebbeman, Addison Township, claims, "to provide economy in 
costs and effective administration." He is an advocate of cutting 
down the size of the county board which he says is "too cumber- 
some" for today's needs. 


The county, he thinks, is the most important unit in local 


government but until it is revitalized can't perform its functions 
effectively. 


"IN MY JtlXiMENT county government today in DuPage 


County." says Pat Savalano. Bloomingdale Township, "calls for a 
smaller body, with better qualifications and a higher performance 
on the part of the personnel. It's a full-time job." 


After the 1970 census it can be expected that the DuPage 


County board will ask for legislation to cut down the size of the 
board in keeping with this urban community which will then be 
headed toward a million population. 


The thinking now is, and several members have expressed 


themselves on the subject, that the board should be cut to 15, 11, 
9, even 7. But this consensus does not represent a poll of the 
county board. Some members on that body will throw up their 
hands in amazement at the thought of the word "change"; they 
worship in the church of the status quo. 


Legislation would provide, of course, for a board redistricting 


of the county on the basis of the number of members and on the 
"one man — one vote" principle. The township would fall by the 
wayside and many would applaud because they are sure that it is 
Pack 49 Slates 
Pinewood Derby 


destined to be snuffed out anyway because it won't have any 
function. Rep. William Redmond, D-Bensenville, will probably go 
along with this conjecture. 


The county chairman would be elected from the county at 


large as he should be, to represent the county community as its 
chief executive. He's supposed to do this today but he can come 
from nine different constituencies, none representative of the 
county. 


MEMBERS WOULD BE full-time representatives on the new 


county board and salaried. It is said salaries and expenses for a 
smaller body would cost the taxpayers no more than a 31-member 
body. 


Another innovation for better administration would be the 


installation of a county manager. A bill is already in the legisla- 
ture for county managers identical with village and city man- 
agers. The board would make the decisions but would delegate 
powers of administration to this official.! 


Already in the cards at Wheaton, where a public works ad- 


ministrator, a zoning administrator, and a highway administrator 
have proved their worth, are a planning commissioner and a 
finance director. 


They will solve administrative problems, sponsors say, that 


no board member however competent or any number of them can 
possibly handle. The reason is they will be trained specialists in 
their fields. 


This is the gist of the present day confrontation at the county 


board level. Expertise and technical knowledge are required in 
the several fields of administration in metropolitan county gov- 
ernment in the years ahead. Most citizens are well enough in- 
formed to see that basic changes, in county government are im- 
perative. 


Mrs. H. C. Bronars 
FOrter 6-2286 


Brentwood Terrace 


An annual Pinewood Derby 


will be held at the next meeting 
of Itasca's Cub Scout Pack 
49, March H at Washington 
School. 


New Cub Scouts were in- 


itiated and awards made at the 
annual Blue and Gold Dinner 
held recently. 


Timothy Donovan, Scott TIs- 


dull, Charles Monroe and James 
Berglund were initiated into the 
pack and den mother Marge 
Ollmann was presented a two- 
year service star. 


A TWO-YEAR service star 


also wa« presented to Ron Sou- 


Bear badges went to Mike 


Donovan, Daryl Nelson, David 
Hemmelgarm, and Brian Gas- 
tor. 


Other awards included: A 


wolf badge to Bill Poerstal; a 
silver arrow each to Jeffrey 
Bandell, John Mahowski, Rob- 
ert Reynolds and Steve frara- 
vello; a gold arrow each to 
Greg Koger, Jim Ollmann and 
Eddie Quagliata; and an artist 
award to Steve Lizak. 


Webelos Scout of the month 


award went to Jack 
Fish- 


erkeller. 


The opening and closing flag 


kup and a one-year star to' ceremonies were performed by 
Richard Miller. 
Den 6. 


Pack 34 Presents 
Blue-Gold Banquet 


Bob Rileys and their eight sons, 
after a hectic basketball sched- 
ule Saturday, dined together in 
Elmhurst. 


Dan and June Bachar, Bob 


and Marcie Kunde and Red and 
Dee Daily attended the dinner 
dance of the Naval Reserve, at 
the Naval Air Station in Glen- 
view Saturday evening. It also 
served as a reunion for the 
men. 


Madeline Gianforte celebrated 


her 10th birthday last week at 
three parties. There was a fam- 
ily celebration, when her broth- 
er, John, came home for the 
weekend from Quincy College 
and sister, Karen, from school 
in Fond du Lac. Saturday Don- 
na Cirock, Laura Dickson, Cot 
leen Kotche, Mary Madigan, 
Cathy Rowland, Jean Slama, 
Debbie Vergo, Peter Piegore, 
Carmen Baldizon and sister, 
Rosemarie, joined her luncheon 
party and her actual birthdate, 
the family was joined by Father 
Richard Ferraro of Wood Dale. 


Ray and Rosemary Basso and 


friends, the Ralph and Rocco 
Durantes and the Dom Tal- 
dones, attended a dinner dance 
at Itasca Country Club on a re- 
cent Friday evening. 


TIMMY BUSH celebrated his 


sixth birthday with a party Sat- 
urday 
afternoon 
for 
Steven 


Johnson, 
Nick 
Crifase, 
Jeff 


Cler, James Mrugacz, 
Penny 


Lyles, Rhonda Carroll, Kimber- 
ley Schoppe and April Babende- 
rede. On Sunday, Timmy was 
taken to Lincoln Park Zoo. The 
family also saw the flower show 
at the conservatory before go- 
ing out for dinner. 


A belated welcome is extend- 


ed to Mr. and Mrs. Tom Podr- 
aza and their four children; 
newcomers to the area. 


Bob and Judy Cler spent a 


week in West Yellowstone Wyo. 
with 36 couples, all snowmobile 


_ 
_ 
_ 
enthusiats. The weather, they 


cy" of Kankakee," and to Chris j said, was a perfect 30 degrees, 
Brink on the death of her fa- sunny and comfortable for day 
ther, Mr. Charles Nicchetta of j a n d e v e n i n g snowmobiling. 
Chicago. 
Skilled riders, Bob and Judy 
and their group enjoyed the 
added thrill of riding and climb- 
ing a mountain. They also en- 
joyed the luxury of an indoor 
pool. 


The Clers' sons, Robert and 


Jeffery, were cared for by their 
grandparents; Mr. and Mrs. 
Raymond Cler. 


Sympathy is extended to Win- 


nie Koopman and sons, Jim and 
Bobby, and daughters, Marilyn 
Model and Barbara Muldowney, 
on the death of their husband 
and father, Mr. Art Koopman. 


Nancy Christensen of York 


Road was happy to see her sis- 
ter Mrs. Tom Close of Denver, 
during her two-week visit with 
their parents, Mr, and Mrs. 
Philip Vierling. 


Robert Cler celebrated 
his 


10th birthday by taking a group 
of friends bowling in Wood Dale 
and then to Shakey's for a pizza 
supper. 


LOUIS CICCIA celebrated his 


17th birthday with a party with 
50 classmates and friends join- 
ing him for a cast party after a 
performance of "Fantasticks" 
at Driscoll High School. The 
party was held at the Tony Cic- 
cia home on Pamela Drive. 


Residents will be saddened to 


hear of the death of a former 
neighbor, Charles Caravia of 
Fort Lauderdale. The family 
moved to Florida last year. 


David Fox celebrated his fifth 


birthday with a luncheon party 
Saturday for friends, Deborah 
and Sandra Glatczak, Tod Ege, 
P e t e r W i e r z b a , M a r k 
S c h a a s f m a and Genie and 
Maria Monaco. 


Carey and Jeanne Bush joined 


friends, Jane and Bill Brown, 
formerly of Pittsburgh and now 
of Hinsdale, for dinner at Stouf- 
fers in Oak Brook. It also 
served as a birthday celebration 
for Jeanne. 


Happy wishes go to Stephen 


Riley, Jim Koopman, Randy 
Kass, Marlene Brink and June 
Bachar who are celebrating 
birthdays this week. 


Frank and Joan Chesnick had 


as recent dinner guests, Mr. 
and Mrs. Bob Wagner of Frank- 
lin Park. 


Condolences are also extended 


to Judy Cler on the death of her 
grandmother, Mrs. Alice Lega- 


THE TIM O'BRIENS and the 


Wood Date 


Cub Scout Pack 34 in Wood 


Dale held a Blue and Gold Ban- 
quet recently at Wood Dale Ju- 
nior High School. 


J o h n Sanecki, committee 


chairman, introduced members 
of his committee: Gus Rose, 
Mary Holm, Mel Brockman, 
Bob Jensen, Ralph Sykes, Roy 
Dykes, Louie 
Giannini, 
Bob1 


Steffke and Elenore Yello, and 
presented 14 den mothers with; 
blue and gold corsages. 


Den mothers included Carol 


Kazmierczak, Edie Trufel, Joy 
Sykes, Carol MUz, Sally Letten- 
berger, Carol Bachmeier, Jac- 
quie 
Boubek, 
Donna 
Abell, 


Charlotte Richter, Jackie Jen- 
sen, Rosalie Fasiang, Theresa 
Bell. Elouise Connolly and Mild- 
red Prince. 


Den leader coach» are Be- 


verly Rega and Angela Mikuls. 


GROUP SINGING was led by 


Mrs. Willard Spivey and the fol- 
lowing awards were presented 
by Cubmaster Art Richter 


Den 1: Andrew Baler, bobcat 


pin) Carl Larsi-n. bobcat pin; 
Mike Conlin, wolf badge; and 


James Tueful, wolf badge. 


Den 
2: 
Dan Mauer, wolf 


badge; Ken Mauer, one gold ar- 
row and one silver arrow; Ran- 
dy Sanecki, wolf badge; Jim 
Swanson, 
one silver 
arrow; 


Steve Sykes, one silver arrow; 
Don Mazur, wolf badge, one 
gold arrow and one silver ar- 
row; 
Jeff Giannini, two silver 


arrows; and Ronald Milz, one 
silver arrow. 


Den 3: Jim Spivey, one silver 


arrow and a bear badge; Joe 
Wilson, one silver arrow and a 
bear badge; Gerry Lette.ber; 
ger, two silver arrows, one goiu 
arrow and a bear badge; Ken- 
neth Lindberg, two silver ar- 
rows and a bear badge; Mike 
Dykes, five silver arrows, one 
gold arrow and a bear badge; 
Wayne Bachmeier, one gold ar- 
row and four silver arrows; Jeff 
Stanek, bear badge; Timmy 
Groch, five silver arrows, one 
gold arrow and a bear badge; 
Eddie Lmdberg, a wolf badge, 
one gold and one silver arrow; 
and Billy Horwath, one gold ar- 
row. 


badge; Keith Gregrow, wolf 
badge and one gold arrow; Bill 
Mikuls, one silver arrow; Greg 
Abell, one silver arrow; and 
Scott Boubek, one silver arrow. 


DEN 5: Art Richter, wolf 


badge and one gold arrow; and 
Danny Weslo, wolf badge. 


Den 6: Tom Thomsen, wolf 


badge. 


Den 7: Russell Deer ing, bear 


badge; Gerald Arno, one gold 
arrow; Bob Thollar.Jer, bear 
badge, one gold and two silver 
arrows; Mark Connolly, two sil- 
rer 
arrows; Kevin Connolly, 


one silver arrow; Joe Prince, 
one gold and one silver arrow; 
and John Yello, one gold and 
one silver arrow. 


Special recognition was paid 


to Jim Swanson, a scout in Den 
4, who spotted a fire behind Mr. 
Duke's Restaurant and Cocktail 
Lounge in Wood Dale 
and 


alerted the owner and patrons 
about the blaze so that it could 
be extinguished. 


Boys in the Wood Dale area 


interested in joining the scouts, 
call cubmaster Art Richter at 


Den 4: Steve Schreiner, wolf 786-8896. 


Zoning Board 
Meets March 19 


Roselle 


The 
next Roselle Zoning 


Board of Appeals meeting is 
scheduled for March 19, at 8 
p.m. in the Roselle Village Hall, 
31S. Prospect St. 


The agenda for the meeting 


has not yet been announced. 


Miss Thoma Is 
On Dean's List 


An Addison student has been 


cited for academic achievement 
at Northland College in Ash- 
land, Wisconsin. 


Patricia 
Thoma has 
been 


named to the dean's list for the 
fall quarter. Miss Thoma, of 315 
Country Club Road, in Addison, 
is a sophomore at Northland. 


Erickson in Vietnam 


Army Pfc. Howard W. Erick- 


son, Jr., 19, whose parents live 
at 548 Linda Lane, Addison, was 
assigned recently to the Amer- 
ican Division near Due Pho, 
Vietnam, as a rifleman. 


LYING 


INKING 
NOT 


AFTER 
YOU ARE 


"CUN YOU SCHEE dat schien, Eschel? I schink dares 
sompshink wrong wid it." The rhyming message of the Itasca 
Lions Club offers a bit of humor to motorists along Irving 


Park Road — and a message of warning to Saturday night 
revelers. 


(Staff Photo) 


PADDOCK PUBLICATIONS 
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From the Library 
New Children's 
Books a Delight 


by SOPHIE WINTERS 


Itasca Community Library 


Among the new books we have received in the last few weeks 


are many that will delight the young children. 


Some of them are easy readers and some of them are for 


mama to read to the young listener. All of them will be popular 
with the small set. 


Strictly for laughs is "The Bear's Vacation" by Stan and Jan 


Berenstain. Those of you who read McCalFs magazine will be 
familiar with the cartoon stories of the Berenstains. 


They are "day brighteners" for all of us who have children 


and the madcap adventures that children bring into our lives. 


"THE BEAR'S VACATION" just happens to star a family of 


bruins, but it could just as well be your own family. In this 
adventure Papa Bear insists on demonstrating his rules for sea- 
side safety. 


• But it's soon obvious that papa can't even follow his own 


rules. He moves from one disaster to another. 


And Small Bear, of course, 'always has to bail him out. This 


book is written for the reading beginner, but you moms will enjoy 
it too. 


Another very cute book is "Tikki Tikki Tembo" by Arlene 


Mosel. This is a very old Chinese legend that has been retold by 
Miss Mosel, and concerns two small Chinese brothers. 


The younger brother answers to the name of "Chang" — 


which means "little or nothing." 


But his older brother, being the first and honored son, is 


called "Tikki tikki tembo-no sa rembo-chari bari ruchi-pip peri 
pembo" which means "the most wonderful thing in the whole 
wide world." 


These two mischievous boys play a crucial role in convincing 


ancient Chinese that very long names can be very dangerous 
indeed. 


YOUNG LISTENERS will love the gaiety and fun of this book 


with it's tongue-in-cheek tone, and will be entranced with the 
constant repeating of "Tikki tikki tembo's" deliciously rhythmical 
name. 


Another book which will be a delight to the young reader is 


"Little Bear's Friend" by Else Holmelund Menarik. 


This book was reordered because the children had literally 


read our old copy to death. It has been so popular with the young 
set because the story is so witty and the illustrations by Maurice 
Sendak are charming. 


Another reorder is by our old friend, Dr. Seuss, and the title 


is "McElligot's Pool." 


Our previous copy of this one was also in tatters because this 


is one of the young peoples' favorite Dr. Seuss stories — told in 
that wonderful lilting poetry of his. 


Both of these reorders will be old friends for you and your 


children. 


. ONE MORE BOOK that I'd like to mention is Brian Wild- 


smith's "Fishes." This is a perfectly lovely picture book that the 
whole family will love. There is no dialogue — only colorful pic- 
tures of our friends in the sea. 


Those of.you who have seen Brian Wildsmith's "Animals" 


and "Birds" will know what a hit his books are and how unusual 
and exquisite his illustrations can be. 


Road Dist. Budget 
Doubles Township's 


DO NOT READ THIS AD 


(If 
you 
are 
satisfied 
that 
SIEVERS 


PHARMACY offers the finest pharmaceutic- 
al service available anywhere, we don't 
want to take up another moment of your 
time). 


Now, to those of you who want to know more or who think 
that's where our service ends, we would like to inform yoj 
that we also 


• accept payment at no charge to you for electric, gas, 


telephone, garbage, and newspaper bills. 


• have license service (or Illinois and out-of-sfate vehicle 


and driver's licenses. 


• have a notary public on duty, 
• issue American Express money orders. 
• are an authorized Commonwealth Edison light bulb 


agency. 


SIEVERS FOR SERVICE 


SIEVERS PHARMACY 
318 N. WOOD DALE ROAD 
WOOD DALE 


766-1140 
Daily 9 to 10; Sun. 9 to 5 


The proposed increase of the 


1969-70 Bloomingdale Township 
road district budget is twice the 
increase of the proposed town- 
ship budget, according to Town 
Clerk Leonard R. Norberg. 


The total road district budget 


to be presented to township 
electors March 25 is $321,100. 


THE TOTAL township budget 


to be presented the same night 
a t 
Bloomingdale's 
Central 


Assembly Will 
Hear Glee Club 


Lake Park 


The Varsity Men's Glee Club 


of the University of Illinois will 
sing at a 12:45 p.m. assembly 
Monday at Lake Park High 
School. 


William Olson is the director 


of the 50-voice choir. 


The assembly is under the 


auspices of the fine arts depart- 
ment of the high school. 


School, 112 Day Street, is $160,- 
470. 


The increase of $12,210 in the 


road budget over the 1968-69 
budget of $308,890 
compares 


with the township budget in- 
crease of $5,300. 


The 1968-69 township budget 


totaled $155,170. 


Township electors 
will be 


{asked to okay the two budgets, 
which include salary raises for 
township officials, April 1. 


MACHINE WASH WALLS 


'1 daily Rental 


No rinsing • No ttactncity 


No heavy twtki to lift 


INDOORS - OUTDOORS 


TOWN HARDWARE 


Phone LA 9-225 1 
42} E. Maple St. 


£a$t3 Days 
25% OFF 
REED & BARTON 


STERLING 


Featuring 


These Eight 


Favorite 
Sterling 
Patterns 


All individual items 
in these patterns are 


available at 


25% off open stock. 


Sale Ends Saturday! 


F^ersin ana Rototoin 


24 South Dunton Court 
• 
Arlington Heights 


CLearbrook 3-7900 


Open Thunday and Friday to 9 p.m. 


L 


ALL POLK STORES OPEN WEEKDAY NITES, INCLUDING SATURDAY, TIL 10 P.M. SUNDAYS TIL 6 ML 


POLK 
BROS. 


BUY NOW. 
I 


GIANT... 12 Cu. Ft REFRIGERATOR 


FREEZER 


Polk Priced 


ILICTRie RANtl/COOK MASTIR AUTOMATIC OVIN 


Cookmester automatic oven control turns oven on 
•nd off at the times you select. Lift-off see-thru oven 
doer. Automatic appliance outlet. Big 23" wide Even- 
Heat oven has heavy aN around insulation. Pull width 
storage drawer. 


Polk Price 


IMS Pelk-Stae 


Treee-ta 


JIT ACTION TWO SPUD WASHIR 


H*i the different way to with . . . plunging 
efettie* up end down for the most thorough 
•lMnin9 mult*. No belts ... no gtirj, no pul- 
leyrt Select water temp with on* dill, set 
eyde en another dial end pull. 


•eft 
$178 


AUTOMATIC GAS DRYER 


With durablt prtu car* for no-iron 
clothes. This dryar ironi p»rman«nt 
prest clothes for you bacaus* it in- 
cludes the DPC cycle. It handles all 
washable fabric alike from the tough- 
ist denims to the daintiest lingerie. 


UK 


•tft-Uie 
Trade-In 


Pelk 
Price$148 


Lilt 


Ptlk-Slil 
Tridi-ld 


GAS DRIES CLOTHES BEST FOR LESS! 


LISS POLK-SIZE TRADE-IN 


Giant 120-lb. size z e r o - z o n * 


freezer. Full width Hydrator — 


stores up to 25.1 quarts of fruits 


and vegetables. Automatic de- 


frosting in refrigerator saves you 


time and work. Sliding shelf brings 


more foods up front. Automatic 


interior light, cold-control. Door 


storage galore! 


an Exclusive 


POLK BROS. 
BONUS 


OFFER 


FOR MAKING THE 
30-DAY BRAND 


NAME JESJ! 


FRIGIDAIRE 


FAMILY SIZE 406 LB. UPRIGHT FOOD FREEZER 


Three full width refrigerated shelves for fast, sure 
'Pelk Prle» 


freezing. Room galore in door. Built-in door lock. 
V 


Magnetic door seal locks cold in, yet door opens 


easily. 


Uis PoM-StM 


Pelk Price 


FRIGIDAIRE 


COMPACT 5,000 BTU AIR CONDITIONER 


Install it yourself in just minutes. Versatile 10" 4-way 


air direction grille. Automatic operation—one knob 


turns on unit and sets thermostat. Easy-reach, easy- 


clean washable filter. Dehumidifies for dry cooling. 


WORLD'S 
LARGEST 
CINTER 


OF IRAND 


NAMES 


POLK 
BROS 


We Sell What We Advertise 


L«« Felk-She 


Tra4e.li 


HtJ 


SHETLAND 


SWEEPER-VAC 


for only 


WITH THE 


PURCHASE OF 


THESE FRISIDAKE 


REFKISEKATOK | 
FREEZER-HAN6E- 


WASHER OR DKTER 


"Si*" 


* If withi* 30 days you are net 
satisfied with your Brand Name 
purchase yen may return it and 
keep the Shetland Vac at no addi- 
tional cost. P r o o f that Brand 
Names are yeur Best Buy! 
W* A 


TOOU. AT.Vit-jlb, 


' 


««oyt.t}u«noot 


POLK 


ARLINGTON HEIGHTS 
Arlington Marktt, Kensington & Dryden 


. 


any lyp* of cttrptt 


floor* and iin«l«uail 


TflME IM AMD SA« EVEN M8RE AT POUTS 


find ovt aboiif our True Ootlor Voftt* Trade-In. 
Han -ovaltaW* ait all Polk 8ro«. rtonn. By 
tOrefuHy ANomliHoniiig yowr uted product and 
tewUi»g it to people acrOtt ihe U.S. w* can 
mak* your Mian go further for you todoy- 


, when you Trode-tn and Save at Polk (tot. 


PMONI POLK'S MOMI SHOPPIR 


2? W300 


, 
7 DAYS A WIIK DAT O« NIOHT 
rOft INrOHMATION OR TRAMMM 


ISTIMATI OH TO PiACI TOUR OMDtR. 


COME IN AND SEE OUR 
COMPLETE SELECTION OF 


TV's, Stereos, Small Appliances, Furniture and Bed- 
ding. Also our Record Department features a com- 
plete selection of stereo and mono records and 
pre-recorded tapes on Jazz, Modern, Classical and 
the top 40. And they're all Folk-Priced! 


r 


PARTB 


Arlington H»l|hti Herald 
Cook County Herald 
Protpecl Hcljhti Herald 
Rolling Meadow* Herald 
Schiumburn Herald 
Whwllnic Herald 
Elk Grove Herald 
Hotfmin Herald 


DuPoBc County Reiiliter 
Mount Prospect Herald 
Palatine Enterprise 
Addlion Register 
Bonsenvllli- HoKuter 
Ituca Register 
Roiellt Reilitcr 
Hanover Strcanuvood Herald 


Paddock Publications 


* AUTO SECTION 


PADDOCK PUBLICATIONS 
FRI., MAR. 7, 1969 


Comment* 


$400. That's all it will take. $400, and the Bensenville-Roselle 


area can once again have American Legion baseball this sum- 
mer. 


The total cost for fielding a team is approximately $800. The 


Roselle legion post has already agreed to pay half the cost. This 
leaves $400 to be paid by the Bensenville post. 


Scott Kinnaman, junior vice commander of the Robert D. 


Clark post In Bensenville. says: "We just don't have any money. 
We got knocked off in that gambling thing, which was a little 
ridiculous, and we're still paying money to fight the case. 


"We iMtd to spend a lot of money civicly. We would 


today, but we just don't have It, 


"We're under a little reorganization here, and we're trying to 


get back on our feet 


"At the present time we have no source of income except the 


bar. and we don't make much money across the bar. If we can't 
have bingo or something like that to bring in a few bucks, we 
can't spend a few bucks. 


"We'd love to sponsor something like this and get our name 


on it, and show that we can do some good. But, as I said, we just 
don't have any money to spend." 


In deep financial trouble, the Bensenville Legion is hardly 


la • position to help. So It's up to the town to help the legion 
help the town. 


There are approximately 13,000 people in Bensenville. Three 


cents from each of them would bring in the $400. 


Does the community want a legion team? 


Norm Anderson, a member of the VFW in Bensenville, says: 


"The interest in the older level isn't too high from what I have 
experienced in the last few years with the Colts. I am working 
with Mr. Webster In town to see if we can bring the Colts back 
up." 


If it's true that there's little interest in a legion team, then 


it's well and good to let the matter die here. Ernie Lair, county 
chairman for the American Legion program, is going to start 
drawing up schedules March 16. If nothing is done between now 
and then, the people In Bensenville who might be forced to work 
a little to get a team can rest easy — it'll be too late to do 
anything this year. 


Then glorloui, expansive plant can be made for next 


year. The work will be postponed for awhile, and then there'll 
always be another excuse. 


This Is the road to nowhere that's so easy to travel and that 


so many people take. 


DOES the community want a legion team? 
Most folks I've talked to answer with an emphatic yes. 
First, it will give kids who graduate somewhere to play. Guys 


like Marty Romme and Chris Petersen will have a chance to play 
this summer if there's a legion team. And once a legion team has 
been established, college freshmen will be able to play (a guy 
who played on a legion team the year before can play again in 
his first year of college). 


Second, a legion team can bring a lot of publicity and 


honor to a community. 


Will there be any problems other than money with getting a 


team entered in legion competition this year? 


"No," says Lair. The only stipulations are: 1) A boy partici- 


pating must have been born on or after Aug. 1, 1950. 2) A team 
cannot draw from high schools whose total enrollment exceeds 
3.600 (not including freshmen). 


The $800 will be used to buy uniforms, bats, and ball, and to 


pay umpires for home games. "All you have to do is pay your 
home expenses." says Lair. 


Roselle has already offered to come up with their share. 


Now It's up to Bensenville. 


To the north of us, there are five legion teams for seven 


schools (Palatine, Wheeling, Arlington, Mt. Prospect, St. Viator, 
Forest View, and Elk Grove). The programs are growing — in 
popularity and in size — every year. 


The Lake Park-Fenton community has nothing. Three cents 


certainly doesn't seem like much. And that's all it would take. 


But if something is to be done, if the money is to be raised, it 


must be done quickly. Says Lair: "You really don't have to have 
the money or anything by March 16, but I must know definitely 
by then if you're going to field a team so I can make out the 
schedules." 


WHO WAS THAT LADY? , . . 


I don't think I've ever seen the Lancers move so fast. 
Following the game Tuesday night, they were all standing 


around in various stages of undress (most in the altogether), 
talking, laughing, some still in the shower, some walking over to 
the lockers. Suddenly, marching through the lockerroom stepped 
a rather matronly woman. 


There was a blur of movement, a patter of feet, and sort of a 


stunned incredulity. When I looked down toward the showers 
again, I saw Tom Tews hesitantly poke his head around the 
corner, still not quite believing that she was really there. Others 
sort of slinked around corners trying to get out of sight. 


If It did nothing else, It helped coach Gus Pasquini forget for 


a few moments the injury to Chris Petersen. 


District Gym 
Site Changed 


The district gymnastics meet which was formerly scheduled 


for Elk Grove this Saturday, has been moved to East Leyden 
High School in Franklin Park. 


The change was made because it was felt the meet would 


Interfere with the Grove's school play, which will also be held on 
Saturday. 


Although the meet will be held at East Leyden, Elk Grove 


will still be the hosting school. 


The session times have also been changed. The first session 


will begin at l p.m. to include side horse, still rings, tumbling and 
free exercise. 


The second session at 7:30 p.m. will have trampoline, horizon- 


tal bar and parallel bars. 


The Arlington-hosted district will conclude tonight at 7 p.m. 


with competition in the tramp, parallel and high bar events. 


'»UE HAND THAT hurts. Fenton's Bruce 
Kassel (23) is ready to haul in rebound but 
Lake Park's Chris Petersen gets a hand in 
the way. Kassel scored 12 points and Vic 


Sage (at the right) scored 17, but Petersen 
notched 28 to lead Lancers to a tight 60-56 
victory over the Bisons. 


(Staff Photo by Cliff Rowe) 


A LESSON IN ballet. Lake Park's Mike 
Kramarczyk soars gracefully through the au- 
to put up a shot despite the harassment of 
Fenton's Bruce Kassel. Kramarczyk hit seven 


baskets, five of them in the second half, to 
help the Lancers edge the Bisons 60-36 in 
Glen Ellyn. 


(Staff Photo) 


Lancers Win, Lose Petersen 


Battling Bisons Bow 


by PHIL KURTH 


Joy is a fleeting thing — it 


comes and goes in the wink of 
an eye. 


Tuesday night in Glen Ellyn it 


faded for the Lancers of Lake 
Park and their fans while the 
sounds of victory were still in 
the air. As the buzzer was 
sounding to signal a heart- 
thumping 60-56 triumph over 
Fenton, 
the 
jubilation that 


would normally follow a tense 
tournament win started, and 
then stopped. 


Under the Lake Park basket, 


Chris Petersen got slowly to his 
feet after lying on the court for 
several seconds. Obviously in 
pain, he started to hobble to- 
ward the dressing room as two 
teammates came up to lend as- 
sistance. An arm around each 
of their shoulders, Chris was 
carried off and perhaps with 
him went the Lancers' hopes of 
a tournament championship. (A 
severe sprain was the first diag- 
nosis of his injury.) 


AGAINST FENTON, Chris 


"was kind of a one-man show," 
admitted coach Gus Pasquini. 
He hauled in rebound after 
rebound, poured 
through 28 


points, blocked the middle on 
defense, and came up with the 
big plays in the fourth quarter 
that turned the tide for the Lan- 
cers after the Bisons had taken 
the lead and apparently taken 
the play away from their neigh- 
bors to the west. 


Decided underdogs, the Bi- 


sons fell behind early but re- 
fused to fold. Inch by inch, bas- 
ket by basket, they clawed 
back. Finally, late in the third 
quarter they took the lead for 
the first time on a 20-foot 
bulls-eye by Dave Redman. 
That made if 39-38 Fenton and 
from there on the two clubs 
traded leads and traded baskets 
until the final seconds when a 
pair of free throws by Les 
Arndt decided the outcome for 
good. 


Disappointed, perhaps dejec- 


ted, the Bisons headed to the 


lockerroom for the last time 
this season. But they had noth- 
ing to apologize for, and nothing 
to feel sorry about. 


There's seldom glory in de- 


feat, but there's sometimes a 
lot to be proud of. The Bisons 
didn't take a step backward all 
night. They fought and they 
scrapped and they played just 
as well and as hard as they 
could. 


It was more than an honest 


effort, it was an inspired effort 
and it earned them the respect 
and admiration of everyone who 
saw them Tuesday night. And if 
the Fenton fans didn't give their 
team a rousing round of ap- 
plause when the game ended, 
they were applauding in their 
hearts. 


BRUCE KASSEL was sturdy 


as always, Dave Redman was 
absolutely brilliant again from 
outside, John Geils was tougher 
than ever (offensively and de- 
fensively), Chuck Zempel came 
up with a couple of big plays. 
The most startling perform- 
ance, though, was that of Vic 
Sage. 


Suffering through a rather 


mediocre season, Sage seemed 
to want to make up for it all in 
the tournament. He rebounded 
like a tiger, hit eight field goals 
(hitting shots that no one knew 
he could make), and totaled 17 
points. 


It w a s n ' t quite enough, 


thanks mostly to Petersen, Les 
Arndt, Mike Kramarczyk, and a 
defense that hung tough when it 
had to. 


For five minutes Tuesday, it 


looked like the Lancers were 
going to run Fenton right out of 
Glen Ellyn. With his teammates 
feeding him inside, Pete hit 
three lay-ups and canned a 
rebound in less than three min- 
utes as Lake Park streaked to 
an 8-2 lead. Rog Karner hit two 
lay-ups, Vic Tomezak another 
and now it was 14-3 Lake Park. 


A SB-FOOTER BY Kassel at 


the buzzer cut the lead to 24-17 
at the quarter, and after Lake 


Park had built it back to 12 (33- 
21) on another lay-up by Peter- 
sen, Fenton took over. 


Sage hit from 15 feet, Geils 


looped in a driving shot, Red- 
man hit a 20-foot swisher and at 
halftime Lake Park's lead was 
a precarious 33-27. 


Two buckets by Kassel, anoth- 


er by Geils, and the Fenton fans 
began to get caught up in the 
fever as their heroes pulled 
within a single point at 34-33. 


Petersen hit. Kassel hit. 


Kramarczyk hit. Sage hit. Red- 
man hit — and the Bisons had 
their first lead. Lake Park 
called time out, and then came 
back to take the lead on a lay- 
up by Arndt. Kramarczyk and 
Kassel traded baskets and head- 
ing into the final eight minutes 
of action, the score stood 42-41 
Lake Park. 


KRAMARCZYK, ON a tough, 


alert play, saved the Lancers' 
skin for the moment. A frantic 
scramble followed the tip-off 
with four or five players fight- 
ing for the ball. Fenton finally 
got it, but Mike ripped the ball 
away and raced in to can a lay- 
up. Zempel notched two free 
t h r o w s and 
once again 


Kramarczyk came back to save 
the Lancers. 


With Fenton trailing 44-43, 


Geils stole a pass and raced 
downcourt with nobody in front 
of him. Mike took off in hot pur- 
suit, closed the gap, and as 
Geils went up for the lay-up he 
somehow managed to make a 
final lunge, get his hand on the 
ball, and knock it off the court. 


The Bisons still had the ball, 


but Tomezak swiped a pass in 
the m i d d l e and fed to 
Kramarczyk who laid in anoth- 
er. 


Fenton wasn't about to con- 


cede. Redman gunned two dis- 
tance shots in a row, Zempel hit 
a l u n g i n g 10 - footer, Geils 
dropped in a spinning lay-up 
and the Bisons regained the 
lead at 51-50. 


NOW CHRIS TOOK 
over 


again, banking in a short shot 


from 
the side despite tre- 


mendous defensive pressure to 
give the Lancers the lead for 
good at 52-51. Pete followed 
with a free throw, Kramarczyk 
rang the metal with a 20-footer, 
and Lake Park led by four. 


Again the Bisons fought back, 


closing the margin to two on a 
bucket by Sage with 1:16 to 
play. 


And again Petersen came 


back. He moved inside, threw 
up 
a short 
shot, 
missed, 


grabbed his own rebound, and 
laid it back in for a big, big two 
points. 


As q u i c k l y as everyone 


thought the game was finally 
over, Redman fed a pretty pass 
to Geils who flipped in a shot 
from underneath and with 27 
seconds left Fenton trailed b'y 
two again. 


ARNDT WAS fouled and with 


the tension mounting he sank 
both shots of a one-and-one to 
wrap up the victory. 


"I guess we should have 


started pressing them earlier," 
muttered Fenton coach Phil 
Hardy in the loser's locker- 
room. 


"That week off really hurt 


us," muttered Pasquini outside 
the winner's lockerroom. 


There was a lot of post game 


solemnity on both sides Tues- 
day. For Fenton, it was all over 
— a tough fight had gone for 
naught. 


For Lake Park, which boosted 


its record to 18-5, there was re- 
flection on the fight to come 
(first against Glenbard West) — 
a fight they would have to win 
without Chris Petersen. 


LAKE PABK (SO) FS 
Karner 
2 
Behrens 
0 
Arndt 
2 
Petersen 
12 
Kramnrrzyk 
7 
Tomczak 
2 


FT 
2- 2 
0- 1 
4-8 
4- 8 
0- 1 
0- 0 


PF TP 
0 
6 


2 
0 


1 
8 


3 
28 
1 
14 


1 
4 


FENTON (5«) 


Kassel 
Johnson 
0 
1-1 
Sage 
8 
1-2 
Zempel 
1 
2-3 
Redman 
7 0-0 
Cells 
4 0-1 


25 10-20 
8 
60 


FG FT 
PF TP 


5 2 - 3 
3 
1 2 


1 
1 


2 
17 


4 
14 


25 
6-10 
15 
66 


OVER AND OVER. This scene must have seemed like a 
nightmare to Fenton Tuesday night. Chris Petersen (50) 
threw in 28 points to lead Lake Park to a 60-56 opening round 
victory in the Glenbard West Regional Tournament. Petersen 
severely sprained his ankle on the last play of the game, 
though, and was not expected to see any action against Glen- 
bard West. 


(Staff photo) 


FORD IN MILES 


TRUCK 
CENTER 


•ETTER 
IDEAS 


FROM FORD 


HAVE 


THESE UNITS 
FOR IMMEDIATE 
DELIVERY 
Pkkups 
Cob and Chassis 
Dumps 
Stakes 


• 


Econolint Vans 
Walk-Ins 
• RarKherof 
^ ™ ^ 
5 Club Wagms 


36 MONTHS FINANCING | F.IOO (Tlon) S.ri., 
For UnboatabU Ford luysl | *ru F-400 (2 Ton) 


e Thunderbirds e Mustangs • Galaxies e l.T.D.'s • 


I 
Fairlanes e Moch I's e JOIN OUR FLEET CLUB 
WHITE &CRONEN INC. 


Visit Jack Helnaer or 


for! Cosenttao and a 


• 
staff of truck special. 


™ 
lit* to anaryi* your 


m 
every need! 


A 9401 Milwaukee Ave 
% 
MILES 
^- 
'opposite Golf-Mill A 


Shopping I 


9401 
MILWAUKEE AVE 
• 
HUES, ILLINOIS MMS 


at Goll-Mill Shopping Center 


Fisfe Dazzles With 
4:18.9 Mile Run 


Mark Visk of Palatine turned 


in a sizzling 4:18.9 mile but the 
Pirate track team lost to Maine 
West 64-45 Tuesday. 


Palatine won seven events to 


Maine West's six but Maine 
West's depth provided the 
win- 


ning margin. 


Joe Camp won in the two-mile 


with a 10:07.4, Henry Schniepp 


MARK VISK 


ONLY 14 LEFT 


BRAND NEW 1968 


CHRYSLERS and PLYMOUTHS 


EXTRA LARGE DISCOUNTS ON 
THESE LAST REMAINING 
1968 


MODELS IN OUR STOCK FOR 


IMMEDIATE DELIVERY 


Our Lowest Prices Ever! 


'68 DODGE 
vt -TON PICKUP 
xm 
,. 
$1995 


won in the high jump with a 5-8, 
Jim Verburg won in the 50-yard 
dash with a 5.6 and Don Gian- 
caspro won in the 440 with a 
54.4. 


Palatine's four-lap relay team 


of Verburg, Jeff Olsberg, Gian- 
caspro and Tom Patch took 
first place. Schniepp was second 
in the shot put and Reed Jacob- 
sen was second in the 880 with a 
2:05.5. 


Weekly Feature 


Zikes on Tour 


Les Zikes Jr., manager of Beverly Lanes in Arlington 


Heights, missed cashing by 95 pins in the $45,000 Greater Buffalo j 
Open last week in Depew, N. Y. 
I 


Zikes collected 4780 pins over 24 games in his fourth stop 


on the Professional Bowlers Association tour. He was sUted 
to compete in the $60,000 Miller High Life Open this week in 
Wauwatosi, 
Wis. 


Dick Ritger of Hartford, Wis. won the Buffalo Open in a 


nationally televised match with 19-year-old Steve Wallace of 
Houston, Tex. 
I 


Palatine's mile relay team | 
The top five finishers were Ritger, Wallace, Al Thompson of 


1 Cleveland, Ohio, Billy Hardwick of Louisville, Ky., and Ernie 
was clocked in 3:40 for first 
place. The relay was made up 
of Olsberg, Steve Bahnfleth, Ja- 
cobsen and Giancaspro. 


Schlegel of New York City. 


It's economical to 


RENT 


A CAR! 


'69 cars available — 
any mgke, any model 


DAILY or 


LONG-TERM RENTALS 


• Rental rates available for 1 day to 3 years 
• Air conditioned cars available 
\ 


To reserve yours, tall 259-4700 
V.I.P. LEASING 


FRI., MAR. 7, 1969 


'67 BARRACUDA 
2-DR. HDTP 
mist 
$1895 


'67 CHRYSLER 
NEWPORT 4-DR. SEDAN....:.-.... M895 


'67 DODGE 
CORONET 440 2-DR. H.T sm 
M975 


'67 CHRYSLER 
NEW YORKER 4 DR. HDTP....V... 
S2895 


'67 COMET 4 DR. WGN. vs 
:.*£ 
M695 


'67 PLYMOUTH VIP 4 DR. H.T 
*m 
$2195 


'67 CHRYSLER 
"300" 4 DR. H.T 
m 
$2395 


'66 BUICK 
ELECTRA CUSTOM 4-DR. H.T....«... S2375 


'66 RAMBLER 
AMERICAN WAGON......-.;.;......... M295 


'66 PONTIAC GTO 2 DR. H.T 
M»R 
$1795 


'65 FORD 
CUSTOM 4 DR. SEDAN 
m 
M095 


'65 CHEVELLE 
4-DR. WAGON 
:«£ 
$1195 


'65 OLDSMOBILE 
FSS CUTLASS 442 
M395 


'65 FORD 
FAIRLANE 4 DR. SEDAN 
-.. 
S995 


'65 BUICK 
2 DR. H.T. 
ELECTRA 225....-..^......... S1595 


'64 PLYMOUTH SPORT FURY 2-DR. HjJMSSfc M295 
'64 CHRYSLER 
"300" 4 DR. H.T m 
$995 


'64 FORD 
4-DR. WAGON 
. 
v.'..$.°. 
$1095 


'64 FORD 
GALAXIE "500" 2-DR. 
H.T 
M095 


'64 CHEVROLET 
STATION WAGON & 
$1075 


'63 CHRYSLER 
"300" 4 DR. H.T 
m* 
$845 


'62 PONTIAC 
TEMPEST 2-DR. CONV .s. 
$595 


'62 CADILLAC 
SEDAN DE VILLE 
m. 
$995 


'61 FALCON 
WAGON 
A^ 
$395 


MARK MOTORS 


CHRYSLER • PLYMOUTH • VALIANT • BARRACUDA 


MERCEDES-BENZ • IMPERIAL 


CLOSED SUNDAY'S 


2020 E. NorHiwtst Hwy. 
Cltarbrook 9-4455 
ARLINGTON HEIGHTS 


MORTON 
PONTIAC 
must clear out 


all remaining 


brand new '68's! 


r 
LEFT 


Bonnevilles, GTO's, wagons, 


Catalinas, etc. 


Examples: 


'68 Pontiac Catalina 


2-dr. hardtop. Full power, cordova top, 
AIR CONDITIONING. 


'68 Pontiac GTO 


Full power, auto, trans., console, power 
steering & brakes, cordova top. 


2495 


Huge savings on '69's 


LOOK what S200 down 


—cash or trade - WILL BUY! 


'69 Dodge Super Bee 
Hardtop Coupe 
Big V-8 ram engine, auto, 
trans., full power. Low, 
low around block miles 
with new car warranty! 


$2695 


'68 Dodge Monaco 
500 2-Dr. Hardtop 
V-8, auto, trans., P.S., 
P.B., 
whitewalls. Very 


low miles and immacu- 
late! New car warranty. 


'67 Mustang 
*2295 


V-8, 
auto, trans., R&H, 


whitewalls, 1-owner, low 
mileage. Beautiful 
glis- 


tening green! 
$1595 


'67 Opel 
Kodette 
2-dr 
, 4-speed, 
R&H, 


whitewalls. Red 
with 


b l a c k i n t e r i o r 
Roundrthe-block miles. 


"67 GTO 
$11" 


Hardtop Coupe 
V-8, 
auto, trans., P.S., 


P.B., 
vinyl top. Immacu- 


late and low miles! $1995 
'67 Plymouth 
Barracuda H.T. Cpe. 
Auto, trans., R&H, 
pow- 


er. Sharp in every respect 
at the low, low price of 


$1345 


'66 Plymouth Belvedere 
II Hardtop Coupe 
V-8, 
auto trans., P.S., 


P.B., R&H, whitewalls. 
Very sharp and priced 
just right! $1195 
'66 Pontiac Catalina 
9-Pasi. Station Wagon 
V-8, 
auto, trans., 
full 


power. Room for your 
whole gang! 
$1395 


'65 Olds Storfire 
2-Door Hardtop 
Loaded including factory 
air. 
Baby 
blue 
with 


matching bucket seats. 


$995 


'65 Tempest 
2-Dr. Sedan 
6-cyl., auto, trans., pow- 
er. Very, very sharp and 
priced real right! 
$650 


'65 Mustang 
2-Door Hardtop 
8-cyl., 4-speed.. R&H, 
W W's, factory 
AIR 


CONDITIONING.$995 
'65 Cadillac 
4-Dr. Sedan 
Completely loaded, incl. 
factory air cond. Very 
LOW original miles. A 
real must. 
$2495 


'6 5 Ford 10-Pass. 
Station Wagon 
V-8, 
auto, trans., P.S., 


P.B., 
1 owner, low miles. 


Perfect family car! 
$895 


'64 Plymouth 
2-Dr. 
6-cvI., stick, real econo- 
my"! 
$495 


'62 Buck 
Skylark Hardtop 
Coupe. V-8, auto, trans., 
P.S., 
electrjc 
windows. 


Burgundy 
with 
black 


trim & roof. 
$645 


'62 Dodge 9 Pass. 
Station Wagon 
Auto, trans., R&H, 
whitewalls, Room for the 
gang! 
$495 


We will pay off your present balance 


Guaranteed Low-Low Financing 


NO PAYMEHTS 'TIL APRIL 


666 E. Northw.st Hwy. 


ARLINGTON HEIGHTS 
• 
392-6660 


CLOSED SUNDAYS 


Service •*•». epm 7:10 e.m. re * p.p. Me*, rkra M. 


LADENDORF'S 
AJIDCENIPAL 


WHAT IS A GOLD SEAL USED CAR? 


This is a Ladehdorf automobile that has gone thru over 100 
checks and adjustments for your safety, comfort and value. It 
is backed by our Gold Seal Warranty 100% for 90 days or 
4,000 miles. Value like this has made our Gold Seal Used Cars 
famous because their owners have been so satisfied. You can 
be satisfied too, just stop in today! 


WEEKEND 
SPECIAL 


WEEKEND 
SPECIAL 


'66 PONTIAC BONNEVIU.E WAGON 
This 9-passenger car is a perfect family car in 
superb condition. It has power steering, brakes, and 
windows! It is automatic with factory air condition- 
ing, black vinyl top and interior. This is a 
«AI Mf 


Ladendorf Of een Seal automobile. 
2145 


'66 OLDSMOBILE 98 LUXURY SEDAN 
This Ladendorf Green Seal automobile has power 
steering, brakes, windows and 6-way power seat. 
It is turquoise with a black vinyl top, tilt steering 
wheel and factory air conditioning. The 
World's Largest Olds Dealer' Price 


'67 CADILLAC SEDAN DEVILLE 
This is really a luxurious automobile that has full 
power including factory air conditioning, power 
steering, brakes, windows and 6-way power Mat. 
This Ladendorf Gold Seal auto is bronze with an 
antique ivory top. The World's Largest emmtie 
Old* Dealer's Price 
*4495 


'67 COUGAR 2-DOOR HARDTOP 
This car has power steering and brakes, automatic 
transmission, white walls and factory air conditioning. 
This green with black vinyl top car is also a Laden- 
dorf Green Seal Auto. The World' Largest »„„— _ 
Olds Dealer's Price 
*2395 


'66 PONTIAC CATALINA 4-DOOR HARDTOP 
Some of the options on this Green Seal auto are/ 
automatic transmission, radio,' while walls, power 
steering and brakes. It is royal oliie with 
tmrnf 


low mileage and it's priced at 
1575 


'68 OLDSMOBILE TORONADO 
This car is loaded with options including factory air 
conditioning, automatic, white walls, power steering 
and brakes. This car offers you a double value — 
Ladendorf's Gold Seal Warranty and 
«•«»«» — 


the remainder of the factory warranty... 
3995 


'68 CHRYSLER TOWN & COUNTRY WAGON 
Options —this car has practically all of them includ- 
ing tinted glass all around, factory air conditioning, 
and full power. This car is almost brand new-it is 
white with gold interior. You also get double- value 
warranty—Ladendorf's Gold Seal War- 
ranty & the- remainder of the fact. «-,ft- 
Warranty. 
?3695 


'66 BUICK WILDCAT 4-DOOR HARDTOP 


It's 
Green with a black vinyl top, automatic trans- 


mission, factory air conditioning and white walls. 
This Ladendorf Green Seal auto is loaded with 
power including brakes, steering and 
*<••«» — 


6-way power seat 
2195 


'67 FORD GALAXIE 500 4-DOOR H.T. 
Power Steering and Brakes, automatic transmission, 
radio. This Green Seal cor is blue with a whit* 
vinyl top. The World's Largest Olds- « _ _ _ _ 
mobile Dealer's Price 
*2095 


64 CADILLAC SEDAN DEVILLE 
This Ladendorf car is loaded with power-braket, 
steering, windows, and 6-way power seat. It has on 
automatic transmission, and factory air conditioning. 
It is white in color and is backed by La- • ««««» — 
dendori's famous Green Seal Warranty.. '2095 


OUi 


RAND CENTRAL ROADS 
Between De$ Plain** t Mt. Prospect 


Phone 827-3111 


Hours: 


Monday thru Friday 9:00 to 9:00 


Sat. 9:00 to 5:00 


This Sun. 1:00 to 5:00 


As Lions Reach Semi's 


Kaskie's Play Key 


hy LARRY MLYNCZAK 


Dave Knskie personally outrebounded the best rebounding 


team in the Mid-Suburban League Tuesday night. 


If you want to point a finger at the most important player in 


St Viator'H 31-4!) edging of Fremd in the first round of the Pala- 
tine Kvginnal basketball tournament, point it at Dave Kaskie. 


The burly H-4 center pulled 


down 14 rebounds — more than 
the entire Fremd team, the 
team A-hich led the Mid-Subur- 
ban in clearing the backboards. 


TO 
SOIMK 
FANS. Kaskie 


must have been overlooked, but 
to the students of the game it 
was he who provided the victo 
r>Besides his 14 rebounds. Kas- 
kie scored to points and held 
Fremd's biggest players to a to- 
tal 
of nine points and 
six 


rebounds 


lead with four minutes to go in 
the third quarter. Fremd, er,, 
Grybash cut the margin to five I 
points with 3:57 left but the1 


Lions kept on the pressure and 
led :t7-29 as the third quarter' 
ended. 


Viator took a 44-34 lead with' 


fi-25 remaining in the game and I 
the Lions seemed well on their' 
way to the semi-final round of 
the tournament. 


But Fremd, which had won its 
lbountls 
. 
. 
. , last seven games going into the 
Perhaps the only players who' 
ents 
*fm£ , ,ast 


c o u l d 
have 
possibly 
over- dUch effort 


Bob Moloznik made it 44-37 


possibly 
over- 


shadowed Kaskie were Viator's 
Dave F.rfort and Fremd's Gerry 
Grybash 


Krfort directed the Lion at- 


tack, handing out numerous as- 
sists, and by hitting crucial free 
throws time after time, he kept 
Viator on top on the Scoreboard. 


CtKYBASH WAS more or less 


— let's make that more — the 
whole Fremrl team 
The 5-10 


with a foul shot and a jumper in 
the key: Davis made it 46-39 
with two free throws; Chuck 
Daugherty made it 46-41 with a 
drive and made it 46-42 with a 
foul shot 


A jumper by Grybash from 


the top of th 


and no one among 
whole 
r- remit team The .MO,, ^ Pa)atine 
was sittin 


guard tallied 3D points, hitting | 
. 


seven of 20 shots from the 


Fremd had an opportunity to 


tie the score when Hague inter- 
cepted a Lion pass but in at- 
tempt to start a fast break, the 
6-4 sophomore barely threw the 
ball past the hands of Mike 
Kolze and the ball traveled out 
of bounds. 


ERFORT THEN sank 
two 


foul shots and Doyle tipped in 
another shot to give St. Viator a 
50-44 advantage. 


With 2:23 left Hague sank a 


free throw to make it 50-45 and 
at 2:05 Kaskie sank a foul shot 
to make it 51-45. 


Grybash drove the lane for 


two points and moments later 
hit on his 16th free throw to 
make th etally 51-49. 


Fremd had one last opportuni- 


ty to tie the score. 


Grybash got the ball, dribbled 


the length of the court and got 
behind a screen set by Davis. 
Hie Viking guard then lofted a 
jump shot toward the hoop. But 
an outstretched hand 
batted 


away the ball and batted away 
Fremd's chances at the same 
time. 


The hand was Dave Kaskie's. 


ST. VIATOR <S1) 


Erfort . 
Knskle . 
Brawloy - 
Relsint; . 
Cullpn . 
Doyle . 


FG FT 
PF TP 


4 11-13 
3 
19 


2- 5 
2 
10 


4 
4 


4 
6, 


5 
S 


PADDOCK PUBLICATIONS 
FRI., MAR. 7, 1969 


&%& pew e/& 
SPORTS 


FKBMU (411) 


Clr.vba'.h . 
Kol/.i- 


Moloznlk 
Duvls 
Dougherty 


17 17-24 
21 
51 


K(i FT 
PF TP 


7 16-19 
4 
30 


0 1 - 3 
:i 
1 


2 1 - 1 ! 
L 
1 
5 


2 


a I 


13 23-32 
18 
49 


SC011K I«V QUARTERS 


St Viator . 12 
10 
15 
14—51 


FriTnd . 
6 
1J 
11 


At Beverly Lanes 


Bill Shedler's 573, including a 


233 game, was high for 
the 


night in the Parkway 
Men's 


bowling league. . .Bill Conroy 
had a 544 with a 201 game and 
Glenn Quade 543-201.. . .200-plus 
games were rolled by Otto Hei- 
mann 216, Al Rose 215, Wally 
Joern 208, Cecil Baker 202, and 
Earl Williams 201. 


PABICH 


CHRYSLER-PLYMOUTH 


of Roselle 


"TELLS IT LIKE 


IT IS" 


— See Us BEFORE You Buy! 
— GET OUR DEAL! 


(23 Years SAME Location) 


PABICH 


MOTOR SALES 


35 E. Irving Park Rd. 
DAIIY 1:30 to», Mon. thru Fri. 


Saturday 1:30 tot 


529-5600,5601 


ROSELLE 


on 
floor and a fantastic total of 16 
of 19 foul shots. 


Fremd missed its first seven 


shots in the first quarter and 
though Viator was not hitting 
much better, the Lions held a 
H 2 lead after five minutes of 
play 


F r e m d came within two 


points at R-H but a shot from the 
corner by Terry Cullen and a 
jumper by .lack Brawley gave 
Viator a 12-H lead as the first 
quarter ended 


Gr>bash took over the Fremd 


attack in the second quarter 
and the Vikings came to life. 
Fremd was down 14-B but Gry- 
bash made it 14-3 with a driving 
la>up cind a free throw Fremd 
was down 
l*i-<) and then Gry- 


bash scored five points. Randy 
Hague two and Gary Davis two I 
and within a short span the Vik- 
ings were up IS-IB. 


IN THK LAST minute and a 


half of the first half Viator ral- 
lied behind the play of Erfort. I 
Brawley nnd Cullen to take a 
l 


'2'2 in advantage at halftime 


With 
Kaskie continuing 
to 


dominate the rebounding de- 
partment. St. Viator scored six 
field goals to Fremd's two in 
the third period but the Vikings 
were outscored only 15-11 
m 


that stanza due to seven foul 
shots by Grybash 


Krfnrt. Cullen and Greg Doyle 


scored twice from 
the 
floor 


each and it was Grybash who 
scored Fremd's only basket 


Victor raced out to a 30-21 i 
Forming 
Soccer 
Teams 


The Palatine Park District is 


now forming soccer teams in 
two age groups and will join the 
Northern Park District Soccer 
League starting in April. 


The league would be divided 


into the following age divisions: 
Midgets; 9-12 year-old boys: In- 
terniedlBtev 
12-14 
year-old 


boys 


the league will start April 5 


and 
last 
until 
May 
24. All 


games are to be played on Sat- 
urday 
afternoons 
and home 


game-, will rotate to various 
Park District fields 


Those interested in attending 


a meeting on Tuesday, March 
11 nt B no p m , at the Morton 
Grove Park District Office lo- 
cnted at «250 Dempster Avenue, 
please contact Larry Rogers at 
the Palatine Park District, at 


All those parenU interested in 


couching or sponsoring teams 
please call the Park District. 


I^ist year .soccer was started 


at the Palatine Park District 
ami was coached by Chuck Will- 
o u r . f o r m e r 
player, a n d 


sportswriter at Paddock Publi- 
cation •, 


Individual fee will be $3.00. 
Sixth G 
Tourney Set 


St Joseph of Wheeling will 


serve as host for a sixth grade 
basketball tournament, .storting 
this Sunday, March !). 


Kight teams will participate 


In the tourney with the first 
game at .TOO p m. St. Joseph 
will play at fi'45 at Holmes Jr. 
High in Wheeling 


Semi-finals will be held Mon- 


dnv evening at I) 45 with the 
championship game Thursday 
at H 00. 


295 


YOU $ 
PAY 
BALANCE AS SHOWN 


• II 


DOWN 


1969 SHELBY COBRA 
GT 350 FASTBACK 
a 9 3 1 3 1 Soo'l 0«-V R.or Seot, R«d, 
AM Radio 


lilt Prkt $4«l.« 


M29084 


1969 MUSTANG 
2-DR. HARDTOP 
ti 9 2125 
6 
cvl , winter 
bfue, 


floor-mounted ihift livtr, vinyl bucktt 
teaM, dual headlampt, color keyed car- 
peting puih button itat beltj, (ports 
apptarofxt group, wheel covers, col- 
or keyed racing mirroff, non-functional 
hood Koop 


1969 XL 2-DR. 
H.T. SPORTSROOF 
ft 9 1928, 8 <y! , candyopple red, 
die cast grille/ ret. head lamps, pleated 
alt vmyl trim, V-8, bucket seats & con* 
salt, black vinyl roof, Vni group, power* 
itttring, powtr front disc broket, tinted 
gkm-comp 


List Pr((« $2739.34 
list Prict $41 05" 


1969 GALAXIE 500 
2-DR. CONVERTIBLE 
u 9 2157 
8 cyl , 
w.nftr 
blue, 


floor mounted thift Itver vinyl bucket* 
teoh duo) hfod lampi, color-kpytd car- 
oil i<3 
omH button itot btlh, black 


manual top Viti Group, conjolt, powtr 
lf' "9 List Prict $3470.M 
V& 
S2846" 


$224983 
3221 


30 


1969 GALAXIE 500 
2-DR. HARDTOP 
ft 9-1564, Meadow lark yellow, V-8, 
pleated trim, bnghf exterior moulding, 
color keyed carpeting, "push button seat 
belti, select ihift, crune o r^otic, powtr 


list Price $3583.56 


SALE 
SO 01 83 


.PRICE 
" 


1969 LTD 
2-DR. HARDTOP 
X 9-1976 8 cyl 
Dresden blue, die-cast 


grille rtt. head lampi, bnght exterior 
moulding, pleated trim, color keyed cor- 
petmcj, LTl> luxury trim, black vinyl roof. 
Vni group, body side moulding, power 
steering. 


List Prict $3795.87 


SALE 
$« 


PRICE 
>2977 
41 


1969 LTD COUNTRY 
SQUIRE 4-DR. 
# 9 2069. Dual Facing Rear seat!, 8 
cyl, black jade, 3 way magic door gale, 
power tailgate window, die-cait grille, 
let. headlamps 8 c,1, Vni Group, pow- 
er steering, powe> front disc brakes, tin* 
ted glass comp. 


list Price $4315.17 


SALE 
SOOQ053 


PRICE 
OOOJ 


1969 T-BIRD 
2-DR. HARDTOP 
U 92039 Black Jade V 8, power Peer- 
ing, power front disc b-akes, ret head* 
lamps, air cond , Selectaire, tinted glass, 
Comp. 


List Prict $5414.94 


1969 FAIRLANE 
2-DR. HARDTOP 
# 9-2120. 6 cyl , Brittany blue oil-vinyl, 
door trim, padded seats, push button 
seat belts, sports appearance group, vin- 
yl roof deluxe wheel covers, color keyed 
racing mirrors colored tape stripe. 


SALE 
PRICE 


list Prict $2474.54 


'2192 
64 


423055 


1969 FALCON 
CLUB COUPE 
WHl order Electric window wiper & 
washers, backup litei, padaed dash 8. 
vuers, 4-way emergency faster; & all • 
standard equipment. 
SALE 
PRICE 
1922 


'68 DEMO 
'68 DEMO 
'68 DEMO 
'68 DEMO 
'68 DEMO 


TORINO G.T. 
2-DR. H.T. FASTBACK 
a 8 U1B 390 8 <yl Bucket itats S S. 
vn» grouD console PS, P-DilC Braktt, 
Dual rtor ito' ipcakert Stot HtadrtlM, 
f, Meadowlark ytllow. 


List Prict $3720 


S2447 
7S 


SHELBY COBRA 
G.T. 500 
« 8 1323 
Red convtrhbi*, 
P-D^IC 


BroNti P S Stlfciair* air conditioning^ 
tinted glan. III' lop iteermg whtf I, 


List Prict $5370.17 


SALE 
PRICE 


GALAXIE 500 
2-DR. HARDTOP 
H 8-215 
V-8 
lim., gold 
accent 


itrip-black, vinyl 
trim. 
Stlect ihift 


Cru'm-o-motic. P-S, tinte 


SALE 
PRICE 


lilt Prict $3M2.i5 
$2251" 


LTD 2-DR. 
HARDTOP V-8 
# 8-165 Gulfifrtam aqua, parchment 
vinyl roof, Gunt-o-matic, P-S, rtrnota 
control left mirror* 


J4012 
65 


LiitPr!ci$3773.if 


'2316 


04 


LTD 2-DOOR 
HARDTOP 
Stock # 8-316, Sunlit gold, 390, V-8, 
Brougham trim, automatic, oir condi- 
tioning, whit* sidawall tires, power steer* 
ing, power brakes, radio tinted glass. 


List Prict $4638.85. 


'287015 


GALAXIE 500 
2-DR. CONV. 
Stock # 8-517. lime gold, V-3, black 
lop, powtr steering, tinted g'asi, 


list Prkt $3»33.24 


SALE 
PRICE 


LTD 4-DOOR 
HARDTOP 
Stock # 8-402, while, block top, 390, 
V-8, automatic, air condttiomig, power 
steering, power brake:. Brougham trim. • 


list Price $4520 


SALE 
$ 


PRICE 
2855" 


243154 


XL 2 DR. 
HDTP. FASTBACK 
Stock # 8-755. Sunlit gold, V-8, black 
vmyl roof, power steering. GT equip- 
ment group. 


list Print $4120.24 


SALE 
$ 


PRICE 
2569 


23 


GALAXIE 500 2-DOOR 
Stock # 8-131, Hardtop, 
Gulfstream 


aqua, 390, V B, power steenng, 2-tone, 
automatic, radio visibility group. 


Lilt Price $3710 


SALE 
$991987 
PRICE 
LL\L 


GALAXIE 500 2-DR. 
HDTP. FASTBACK 


. n 8-581. V-8. Acopulco Blue, black top, 


power steering and brakes, rear window 
defogger. 


lift Prict $38f4.»2 


A.I 
A.I 
A-1 
USED CARS 
A-1 
A-1 
A-1 


'66 PONT. BONNE. 
2-DR. HARDTOP 


MiHcon block vinyl top, P-S, and P-B, oulo. Iron?. 
1595 


'66 CHEVY II 
2-DR. SEDAN 
'695 


'64 GALAXIE 500 
2-DR. HARDTOP 
Slock powit iitinng ond brokis, oulomolk Irons. lik« Niw! $695 


'67 CHEV. BEL AIR 
4-DR. SEDAN 
Blue, power (leering ond brakes, oulomolic trans. 
1495 


'68 PONTIAC 
CATALINA WGN. 
Dork gritn, oir, P-S, and P-8, automatic Ironimiisiorr, radio.$2795 


'64 RAMBLER WGN. 
AMBASSADOR 
While, oulomolic tram air 
S595 


'66 F-LANE XL 
2-DR. HARDTOP 
Red block turn power steering, automolic Irons, V-8. 
1295 


'63 FAIRLANE 
2-DR. HARDTOP 
Gold oulomolic transmission, rodij. 
'295 


'67 ECONOLINE 
VAN 
While, automatic transmission, windows. 


5995 


'67 FORD GAL. 
500 4-DR. SDN. 
Block, power steering, oulomolic Ironsmiuion, radio. 
1595 


'66 GAL. 500 
2-DR. HDTP. 
White, power steering, automatic transmission, rodio. 


$1295 


'68 FAIRLANE 
500 4-DR. 
Silver blue, V-t, oulomolic transmission, power steering. $1595 


'66 BUICK 
RIVIERA 
V-8, automatic, radio, heater, air (ond, blue. 
1195 


'66FORDCTRY. 
«,««.- 


SDN. 6 PASS 
$1095 


(old, power steering ond brakes, automolic transmission, luggage rack. 


'65 MERCURY MONTCLAIR 
4-DR. BREEZEWAY 
White, power steering ond brakes, oulomolic transmission. 
S895 


'63 CHEVY II 
2-DR. SEDAN 
leige, radio and heater. 
$195 


'65 VOLKSWAGEN 
2-DOOR 
While. 
5695 


'63 VOLKSWAGEN 
2-DR. SEDAN 
5395 


'63 CHEVROLET IMPALA 
9 PASS. WAGON 
V-8, dark blue, power steering.. 
1095 


'65 MUSTANG 
CONVERTIBLE 
Red, V-8, power steering, automolic. 
1195 


'64 FORD GAL. 
500 4-DR. SDN. 
White, power steering, oulomotic transmission, V-8 
5495 


'65 CHEVROLET IMPALA 
4-DR. HARDTOP 
Turquoise, power steering, outo. Irons., vinyl roof. 
1095 


'67 MUSTANG 
2-DR. HARDTOP 
Block, automatic transmission, power steering, radio. 
495 


'67 FORD COUNTRY SQUIRE 
9 PASSENGER WAGON 
Blue, oir, power steering ond brakes, oulomolic trans, rock.'2095 


OPEN SUNDAY FOR YOUR CONVENIENCE 
^ ^ ^ 
•KU 


JUST A GIANT SI!* A W A Y 


75O E. NORTHWEST HIGHWAY - DES PLAINES - PHONE 827-2163 


MAKE 
PLANS 
NOW! 
Come to... 
Write to... 


• •• 


• Alltypttef 


accommodations 


• Fiihing gjidts 
• available 


CLIP 
COUPON... 
MAIL TODAY! 


PLEASE SEND FREE COLOR BROCHURE 
CHAMBER OF COMMERCE 
BOX 404-1 53 
LAC DU FLAMBEAU, WIS. 54538 
NAME 


ADDRESS 
TOWN 


J-. 


.STATE. 


ZIP. 


NORWOOD FORD 


Prices Are Born Here And 


•- 
Raised Elsewhere! 


MIRANDISEZ: 


Go Ford 
For '69 


NORWOOD SETS THE PACE FOR NEW CAR VALUES! 


OVER 200 NEW 


FORDS, MUSTANGS, T-BIRDS, FALCONS 


& FAIRLANES IN STOCK TO 


CHOOSE FROM 


Below are jusl a few examples of our starting prices.. 
'69 T-Bird 
'69 Falcon 2 dr 6 cyl 
'69Fairlane2dr6cyl 
'69 Golaxie 500 2 dr 


Sport Roof 6 cyl 


'69 XL 2 dr H.T. 6 cyl 
'69 LTD 2 dr H.T. 8 cyl 
'69 Mustang H.T. 6 cyl 
'69 CT Squire 8 cyl 


$3959.20 


2095.78 
2268.78 


2500.72 
2608.40 
2673.96 
2283.50 
3132.06 


USE THE ABOVE FIGURES, THEN ADD YOUR OPTIONS 


The Switch is on to FORD TRUCKS 


TRUCK SALE!!! 


Immediate Delivery In Stock 
• F.I (Ml 
SiondB. 


•F250i 
4,4 


•ClUSWAGONS It l2F<m«r>g€> 
• ECONOUNE VANS 


Shhh! These Used Cars Think They're Brand New! 


'66 FORD GAL. 500 4-DR. SED. 
I ke New Auto V 8 


$1395 


'66 CHEVY IMPALA COUPE 


'63 FAIRLANE WAGON 
P*<l Sl 
k A 
yl "<]«> 


$595 


'66 CHEVY IMPALA SS 
\W It Foco , A, C.-1' 
, 


$1495 


'65 MERCURY WAGON 


Colt)' y 
Pork 
Chrome 
Bo k 
Fuit<v, A 


Condi! onfd loml'd 


$1495 


•62 FAIRLANE 500 2-DOOR 
V 8 Aunmat.t 
V n> 
I !»i Tr 
A 1 A 
>v 


Shurp' . 


$595 


'66 CHEVY BELAIRt 4-DOOR 
V 8 Automot.r Irarn . %, o- Po*r. 


$1095 


'66 OlDS 88 4-DOOR 
N«* Car Trade In loaded t u l P f r * 


$1095 


•67 RAMBLER MARUN SPTS H T 


$1295 


$1495 


•64 T-8IRD CONVERTIBLE 


F M Pc.ve 


$1395 


'66 FORD RANCH WAGON 


$1195 


'66 MUSTANG HARDTOP 


Mu* H^ $** n to Appr»( nt»» f^, I P- 


$1295 


'66 CHEVY CAPRICE 


$1795 


•67 FAIRLANE 300 CONVERTIBLE 


$1495 


•63 FORD GALAXIE 4-DOOR SEDAN 


V 8 A • 
. ,• 
p..,,, V^r -<; 
• " J 
(I'e 


CJ i • J 


$595 


NORWOOD 


FORD .NT. 


6333 N. HARLEM 


~:av h t c b 


RO 3-1500 


tour Chevrolet 
Dealer outsells 
the average 
new car dealer 


5,6 to 1 


Economy 


Cars 


'67VOLKSWGN. 
Radio, heater - Nice. 


'65 COMET CAUENTE 
V8, automatic, power 
steering, radio 


'67 FALCON 2-DR. 
Automatic,, radio, heat- $ 1 1 O 5 


'66 FALCON 4-DR. 


Radio, Heater. 
* *| QO, S 


That kind of volume saves you money. 


'SPORT SPECIALS' 


'67 RAMBLER 
„., 


STATION WAGON 
* 


y/ 
770 V B pow.r steering auto 
lf 


'fti 
malic radia. Very nice and clean 


V 
mail way, 
$1795 
' / 


'66 BUICK LE SABRE 4-DR. 
Aif cond toning power steering, brakei hydro 
motic radio whiiewaNi 
$1695 


'65 PONTIAC CATALINA 
STATION WAGON 
Power fleering and brakes, automatic 
rado whlewalli 
$1495 


'65 FORD CUSTOM 2-DR. 
Automatic radio heaWr. 
$995 


Family 


Cars 


'69 CORVETTE CPE. 
4tp**H 4J/.WOH* 3VQ M P pl-.r 
)!•<• nq FM iH o l*oth*r woh 


$5395 


•U CORVETTE CONV. 


4 wtt 37' V 8 >M r id o 


$4195 


'M CAMARO SS 39* 
4 ipwd 375 HP rado w de o»oli 
txKke'woti Ike new 
$2795 


'M COUGAR COUPE 
tn »o i a 
<ond ' on«d 
av'omdt < 


p -nor jipe na rid o 5o»# o" lh t 
o. 
$2695 


'61 El CAMINO 


CwVof 
v " * >P»«d 
'aH o n?" 


wKltwdld Tormwu <o»*r No 


$2595 


'61 CAMARO Z-21's 


4 ipeed power due 
brake* power 


ifeerinq radio 3 »o ehoow f«m 


$2795 


'69 PLYMOUTH 


flood Runner Automatic powtr treer 
ing rod>0 pontrod on 
$3095 


'67 CORVETTE COUPE 


4?7 automatic power ttetnng, I'M 
rado 
$3695 


'66 MUSTANG COUPE 
V 8 automate power iteei ng rod a, 
wMewoll. 
-$1695 


'66 CORVETTE CONV. 


427 4 ipeed pot traction AM FM ra 
do radal I re* 
$3095 


Trucks 


'68 CHEV 
'/i TON P U 
Rod o 
heoler 
rear bump« 


V 8 


$1895 


'67 CHEV. 
1 Vi TON 
STAKE 
Power la Iqote 
lo 


m I* i 


$2495 


'66 CMC 
Vi TON P.U 


$1195 


"SPECIAL 


FOR CAMPERS" 
67 
JIEP 4 
WHEEL 


DRIVE V B, automatic, ra 
dto bucket seats 
Lock Out 


Hub. 
S189S 


'63 JKP WACONEER 6 
cyl, 4 Wh«l Dnvt. $1191 


WATCH FOR LATTOF'S 


"Camper Carnival' 


March Ii 27 thru April 5 


800 E. NORTHWEST HWY, 


ARLINGTON NTS., ILL. 


CL 9-4100 


OPEN EVEHIHGS 


Falcons Fall 
In Track 


Addison Trail proved a pretty 


tough opening test for Forest 
View's indoor track team last 
Saturday morning at the Bla- 
zers' home track 


The Falcons captured 
four 


firsts but lost the meet 53-39 


Terry Shakon brought home 


two firsts in the 50 yard dash 
and the 50 low hurdles. He had 
a 5 8 in the dash to edge out 
teammate Mike Keen by 1/10 of 
a second He also nipped Keen 
in the hurdle event but both 
boys had identical 6 8 readings. 


Don Hammer won the high 


jump having fewer misses than 
fellow jumper Rick Miller but 
both cleared the bar at 5-6 


Richard Cousins took the long 


jump with a fine leap of 20-1 


Forest View dropped both re- 


lay events 
Vikings 2nd 
In Track 


Fremd 
finished 
second 
to 


Niks West but managed to out- 
score Elgin Larkin m a three- 
way high school track meet at 
Miles East 


Fremd trackmen took four 


first place finishes 


Bucky Buchanan took first in 


the long jump with a leap of 20- 
2, Jeff Bruce was first in the 
pole vault with an li-b, Wally 
Spimolas nabbed first in the 
two-mile with a 10 17 4 and Dan 
Pittenger set a 
field house 


record with a 2 03 4 m the 880 


Bob Dolatowski was second in 


the shot put 
Chuck McGumn 


was second in the pole vault 
and Creg Stitt was runner-up in 
the mile Carl Puzzo was third 
in the 440 
16-Inch League 
To Plan Season 


An organization meeting for 


the Mount Prospect Park Dis- 
trict 
Men s 
16-inch 
softball 


league will be held Thursday 
evening, March 20, at 7 30 in 
the Chestnut Room of the Mount 
Prospect Country Club Park 
Community Center, 600 See- 
Gwun Avenue 


Interested 
individuals 
and 


teams are urged to be in attend- 
ance as policies regarding fees, 
rules and general organization 
of the league will be determined 
at this time 
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WHITE & CRONEN FORD 


THE NEWEST, FINEST, LARGEST AUTOMOTIVE FACILITIES IN ALL CHICAGOLAND. COM- 
PLETELY EQUIPPED TO SERVE YOU BETTERI OPPOSITE GOLF MILL SHOPPING CENTER. 


$1,500,000 INVENTORY FACTORY ORDERED CLEARANCE 


ON BRAND NEW ' 


32/IN STOCK FOR FAR, FAR 


FORDS 
69 


LESS THAN YOU THINK! 


USED CAR SPECIALS 


'M 
FORD 
CONVERTIBU 
V 8, 


Auto, Power Steering 
Radio, 


Whitewalls Wheel covers $73*5 


'M MUSTANG H T. COUPE Auto 
trans 
radio 
heater 
white 


walls full wheel covers 
$2095 


'67 PLYMOUTH 6 PASS 
V 8 ra- 


dio heater full factory equip- 
ment 
$13*5 


'.7 MUSTANG 2-DR H T. 
Auto 


trans 
radio, heater, white 


walls full wheel covers 
$1595 


V BUICK SKYLARK Convertible 
Factory air V 8 auto trans 
whitewall tires, power steering 
and brakes radio heater $20*5 


'67 OPEL KADETTE 4 speed 
ra 


die heater 
$t*5 


'67 FORD WAGON Factory Air, 
Automatic, V 8 
Power Steer- 


ing 
$1595 


'•* MUSTANG 6 and Stick, ra 
dio, heater 
$11*5 


'M 
CHEVROLET 
WAGON 
V 8 


Automatic Power Steering 


$11*5 


'66 OLDSMOIILE "U' 4 Or 
Hardtop 
Factory air, auto 


trans, 
power 
steering 
and 


brakes radio heater 
$15*5 


'6* FORD COUNTRY SON. 10 Pas- 
senger Wagon. Auto, trans, 
V 8, power 
steering, radio, 


heater, whitewalls 
$14*5 


'66 FORD 4 DR V 8 Auto Pow- 
er Steering, Factory Air 
$1295 


'46 DODGE CONVERTIBLE V 8, 
Auto Power Steering 
$12*5 


'66 FORD GALAXIE 2-DR HARD- 
TOP Auto, V 8, Power Steering 


$12*5 


'•5 PONTIAC CATAUNA Convert- 
ible Air cond , auto, trans, 
power steering and brakes, ra- 
dio, heater, whttewalls 
SIMS 


'45 CHEVROIET 4 DR. V 8, Auto , 
Power Steering, Power Brokai 


$**S 


'*5 PLYMOUTH STN. WGN. 
V 8, 


Standard trans, heater. 
$5*5 


'64 CADIUAC DEVIUE 
4 
Or 


Hardtop Auto trans, power 
steering and brakes, 
power 


windows radio heater 
StfS 


'M CORVAIR Auto tram, ra 
dio, heater whitewalls 
$115 


'63 
PONTIAC 
4-DR. 
HARDTOP 


Ful' Power 
$S»S 


'•2 
CHRYSLER 2-DR. HAWTOf 


V 8, Auto , Power Steering $4tS 


White & Cronen Ford 
9401 Milwaukee Ave. PHONE 965-6700 Niles, Illinois 


L 


COMPLETE SERVICE & BODY FACILITIES 


OPEN DAILY* 9 — SAT 9-5 — SUN. 11 -5 
OPEN DAILY 9 - 9 — SAT. 9 • 5 — SUN. It • 


Opposite Golf Mill Shopping Center 


With more sales than any other big 
car in Chicagoland, with more in- 
ventory on hand now, with more 
salesmen selling more.. . and taking 
in more trades .. . John Mufich Buick 
is more in a position now to make 
more deals more quickly and at 
more savings to you! Yes sir-r-r-e-e-el 


$ 
ft' 
i 
j! 


e in the De^s! 


More volume, more variety and 
more value never meant more than 
it does for you now at John Mufich 
Buick! So, remember, when you shop 
for more'car: BUICK from John Muf- 
ich Buick! More car when you buy! 
More money back when you go to 
trade! And more for your present 
car, tool Need we say more? 


your present car, too! 


'68 BUICK SKYLARK 
'68 BUICK ELECTRA 


4 Dr. Far'o'y air rond Automatic trans. Full 
4 Dr. Factory Air Cond. Beautiful Desert Beige 


Powpr 
V»ry low miles Still under factory 
with Buckskin Vinyl Top Immaculate thru out. 


guarar IPS 


$2395 


$3595 


'67 BUICK RIVIERA 
'62 BUICK SKYLARK 


CONV. 
Fn to'y A r Cond Full Powpr Vmyl Top Custom 
Strnto 
Brnrh 
Seat 
16000 Actual Miles. 
V8 Engine, Automatic Tron», Power Steering. 


Factory Guarantee 
Crystal Blue with Blue Vinyl Interior. 


$695 


Many More! 


in store for you 
with Opel, tool 


The fact that more 
and more 
people 


are buying Opel, too, is proven by the fact 
that Opel is rapidly becoming the fastest 
selling import in the U.S. today! Tough car, 
new fully automatic transmission and low 
price are three reasons. But, of course, 
there are more! 


5 ORE 


'65 MUSTANG FAST- 


BACK 2 DR. 


Automatic Trans Dazzling, Sparkling, Red Fin- 
ish Immaculate m every detail 


'67 BUICK ELECTRA 


4 Dr. Factory Air Conditioned. Custom Interior. 
FulfPower. Exceptional Value. 


$1395 
*2395 


'67 BUICK SKYLARK 
'68 BUICK "G.S. 350" 


2 Dr. Ht V8 Engine Automatic Trans, Full 
Power, Georgeous, 14000 Mile Red Beauty. 
Factory Guarantee 


$2295 


Beautiful Signal Red w th Black vinyl roof. 
Stick shift, Mq Wheels, Bucket Seats Still under 
factory guarantee. 


$2295 


Many More! 


BUICK 


MAIN (Rt. 83) MT. PROSPECT 
253-4420 


and what's MORE V 


"Double Checked" 
means MORE in 
USED CARS, too! 


Verburg Wins Three 
In Palatine Triumph 


Ed Verburg finished first in 


two events and ran on a win- 
ning relay team to pace Pala- 
tine to a victory in a triangular 
high school track meet at Miles 
East 


Palatine scored 66 points m 


the meet. Niles East tallied 45 
and Connnt 27 


Verburg took first in the 50- 


yard dash with a time of 5 8, 
barely edging Conant's Jeff Rig- 
gio who had a 5 85 


! 
Verburg took top honors in 


j the 60-yard low hurdles with a 
7.8 time and ran on Palatine's 
winning four-lap 
relav 
team 


with Jeff Olsberg, Redd Gian- 


cappro and Tom Patch. 


Other Palatine firsts 
were 


turned in by Joe Camp in the 
two miles with a 9:53, freshman 
Fred Miller in the miles with a 
4:476, Ed Meyer in the pole 
vault with the bar at 10-6, Hen- 
ry Schmepp in the high jump 
and shot put, and Mark Visk in 
the 880 with a 2:03. 


For 
Conant Mike Kameriz 


was second in the 60-yard high 
hurdles, Reed Mikrut was sec- 
ond in the two-mile, Date Bond 
was third 
in the two-mile, 


Kamierez was third in the lows, 
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AUTOMOBILE LEASING 


WE LEASE SERVICE • NOT JUST CARS 


FORDS • CHRYSLER • CADILLAC • GENERAL MOTORS - LINCOLN 


SEE JIM COONS 


FOR PERSOMAilZED LEASES TAILORED TO SUIT YOU 


1 To 1.000 Cart, Company or Individual Long Term Leaves 


EXAMPLE 


'69 BUICK 
131 


PER 


MONTH 


CUSTOM ELECTRA 
-1 OR 
FULL POWER il AIR COND. 


WE CAN HANDLE YOUR IEASES FOR LESS AND PROVIDE 


FULL MAINTENANCE All AT ONE CONVENIENT IOCATION 


LET US QUOTE YOU OUR LOW, LOW PRICE 


CALL ED SERAFIN 


LARGE INVENTORY OF DAILY RENTALS 


FORDS —MUSTANGS —PAIRLANES 
— 
»Y DAY. WEEK OR MONTH 


AUTO LEASING & 


RENTAL SYSTEMS, Inc. 


N«tion«l Mtmber ForJ Authoriied Ltiiing Sylttm 


AfMnttd with 


White 
A 
Cronen 


e~>401 N. Milwaukee Ave. • Niles, III, 


'Oppoiitt Golf-Mill Shopping Ctnltr' 


Phone 965-6700 


Dave Guarino was second in the 
mile and Rich Stillmank was 
second in the long jump. 


For Palatine Bud Lound was 


second in the pole vault and 
Verburg was third in the long 
jump. 


P a l a t i n e will go against 


Maine East 
and Riverside- 


Brookfield 
at 4:30 p.m. at 


Maine East Tuesday. Conant 
will go against Crown and Pros- 
pect at Prospect Monday at 4:30 
p.m. 


Maine West Triumphs 


Knights'* Season Ends 


C^ 


by PAUL LOGAN 


Both Prospect and Maine West have quite similar basketball 


teams — comparable size, deliberate offenses and zone defenses. 


Probably the only glaring difference between the two clubs, 


who met last Tuesday night in the Maine South regional tourney, 
was their style of uniforms: the Knights have the modern, sleeve- 
less model; the Warriors wear the old-fashioned T-shirt type 


ONE OF THE main reasons' 


for the shift to sleeveless shirts 
was to give players more free- 
dom But the Des Plaines team 
wasn't bothered by their sleeves 
at all as they fired at a fine 49 


L & S MOTOR SALES 


LAKE ST. (Rt. 20) & GARDEN AVE. 


1 Mile West of Bloomingdale 


Phone 894-3026 OPEN MON >hru FRI- 
10 A.M to 9PM. 


SATURDAY 10 A.M TO 4P.M. 


DOM T MISS THESE 
USED CAB Bays 


'65 CORVAIR COUPf 
Auto trans, radio & heater, whitewallj. 
$695 


'65 TEMPEST 2-DR. 
V-8, standard shift, radio & heater. 
895 


'63 FORD COUNTRY SQUIRE 
9-PASS. WAGON 


V-8, auto trons, power steering, power brakes, 
radio & heater 


'62 CHEVROLET 9-PASS. 
STATION WAGON 
V-8, auto, trans., power steering. 
'495 


'62 FORD FAIRLNE 4-DR. 
Radio & -heater (NEW TIRES) 
'445 


'62 CHEVY II CONVERT. 
6 cyl, auto, trans, radio & heater. 
'395 


Also many others to choose from 


Look what 


MARK MOTORS 


is up to now. 


GREAT! 
Specially 
Equipped Plymouths. 
The great! sale of the year! 
It's happening now and features specially equipped 
Fury, Belvedere, Barracuda and Valiant models. 
Great! Plymouths with the options you want. 


GREAT! 
Unbeatable Buys. 
This is it! A sale that brings you not just 
one or two special cars, but unbeatable buys 
right across the line. Stop in today. 
When the Plymouth Unbeatables have a sale, 
it isn't just good, it's great! 


GREAT! 
Special Prices. 
Special prices on option packages which include 
whitewall tires, vinyl roof and many other options. 
Every sale car comes specially equipped 
and you save on all the extras. 


SEE THE UNBEATABLES. THEY'VE GOT IT GREAT! 


MARK MOTORS 


CLearbrook 9-4455 


2020 E. Northwest Hwy. 
Arlington Heights 
(Closed Sunday) 


per cent clip for the night to 
knock the Knights out of the 
tourney, 51-43 


The Warriors were scheduled 


to take on Forest View last 
night in the semifinals with the 
winner meeting Maine South for 
the championship tonight 
at 


8:00 


Prospect shot only 38 per cent 


for the game which Coach Don 
Arseneau called "the worst ball 


DURING THOSE eight mm- that if his team had played the 


utes Prospect sank just two of 
12 field goal attempts while the 
Warriors hiked their lead to 37- 
26. 


Four straight free throws in 


the opening moments of the fi- 
nal quarter gave Maine West a 
15-point margin but the scrappy 
Knights wouldn't let their Cen- 
tral Suburban foe run away 
from them. 


Led by Brad Rucker's four 


baskets, along with two points 
each from Mike Gaffney, Dave 
Lundstedt, Scott Crawford and 
D a v e Somers, the Knights 
pulled within seven 
49-42, at 


1:16. However, time ran out be- 
fore they could completely close 
the gap 


kind of defense they had against 
Elk Grove last Friday, they 
might have won 
"We didn . 
last night," 
play any defense 
headed dejectedly 


The game against the Grena- 


diers was Prospect's last victo- 
ry of the season, a convincins; 
68-50 upset Tuesday's setbac'. 
gave the Knights a 6-15 mark 


for the year 
MUM-: WEST 


1- rt'eman 
Andcrvon 
\\ill vin 
Bruechor 
M irkuurth 
H.inn 


Horn 


g a m e w e ' v e played this 
year" 
i 
During that surge the Knight 


The Knights were right in the press forced the Warriors into i sm" 


thick of things at the half al- making six turnovers, three in a ,,a"ffn 
l,'r, 


though on the short end of a 23- row, but they could only capital- ^'^ 
19 score. Then came the costly ize on one for a basket, 
third quarter. 
' 
ARSENEAU said he thought 
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NOW AT 


YARNALL-TODD 


CHEVROLET 


'67 CHEVROLET 
IMPALA COUPE 
V-8, air conditioned vinyl roof. 


'1995 


'66 CHEVROLET 
CAPRICE COUPE 


'1995 


'67 CHEVROLET 
CAPRICE COUPE. 


V-8 power steering, power brakes, ra- 
do 
$2175 


'65 PONTIAC 


Bonneville. 


V-8, power steering, power brakes. 


M325 


'67 CHEVROLET 


BELAIR. 


V-8,Oif conditioned, excellent condition. 


M895 


'65 MUSTANG 


M195 


'67 PONTIAC 
BONNEVILLE 


Coupe Like new 
'2475 


'62 CHRYSLER 


HARDTOP 


$ 


'67 CHEVROLET 
IMPALA COUPE. 


V-8, vinyl roof, air conditioned, pow- 
erglide, power steering, power brakes. 


Like new. 
S 9 f V R 


'65 CHEVROLET 
IMPALA COUPE 


4 Speed 


$1295 


TRUCKS 


'64 PANEL TRUCK 


•975 


'62 JEEP 
With snow plow 
'1175 


'66 FORDGALAXIE. 
2 Dr. Hardtop V 8, automatic trans- 
mission, power steering 


'1475 


'65 PONTIAC 


CATALINA 


Convertible, stick 
'1295 


'62 MERCEDES 


"895 


'64 COMET 


A Beautiful Car 
'895 


'66 CHEVROLET 
IMPALA COUPE 


V8, Powerglide, Power steering, radio. 


'1475 


'67 RAMBLER 


'1295 


STATION WAGONS 


'67 BEL AIR WAGON 
'65 VOLKSWAGEN 


V-8, Powerglide, power steering, air 
BUS. 


"""*• 
S4 AAE 
Beautiful condition.* d «B MB 


'64 CHEVROLET 
'64 MERCURY 


WAGON $575 
WAGON $475 


'67 IMPALA 
WAGON *1895 


YARNALL - TODD 
CHEVROLET INC. 


"On Dundee at 83" • Phone 537-7000 


Wheeling 


700 USED CARS IN STOCK 
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NEWS COVERAGE 


Paddock Publications readers are ac- 
customed to "scoops" and news ex- 
clusives; 
its 
professional 
staff 
of 


hard-digging reporters know and un- 
derstand the Community and its resi- 
dents. For thoroughness, accuracy, 
depth and breadth of coverage, rely 
on Paddock Publications to keep in- 
formed, and up-to-date.* 


Railroads May Suffer; 
Super Chief Rolls On 
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PADDOCK PUBLICATIONS 


By ALBERT W. WIESE 


A B O A R D THE SUPER 


CHIEF, En Route in Arizona 
(UPD—Almost everyone agrees 
that America's railroads are 
discouraging passenger traffic 
but there are still some deluxe 
trains 
traveling 
across the 


country. 


One of these is the Santa Fe's 


Super Chief which leaves Los 
Angeles and Chicago daily for 
its 40-hour trip between the two 
cities. 


The Super, as it is called, has 


just about all the luxury of a 
plush 
hotel—except 
for 
a 


swimming pool. 


It does have the advantage 


I over a hotel in that you're being 
transported smoothly and quiet- 
ly and there is no telephone to 


FRI., MAR. 7, 1969 bother you. 


The Super is an all private- 


room train. Each room, in 
addition to the foldaway beds, 
has 
indirect 
lighting, 
self- 


controlled air conditioning and, 
of course, a private rest room. 


Each room has a six-channel 


music system giving the passen- 
ger his choice of classical, 
popular or children's 
music, 


latest news reports and a 
channel for stock quotations, 
plus one for a nearby radio 
station. 


FRI., MAR, 7, 1969 
Obituaries 


Since the number of rooms is 


limited in each car and each 
car has its own porter, service 
is right at your fingertip. Leave 
a call to be awakened and the 
soft doorbell brings you back! 
from a restful night's sleep. Toj 
some persons, including the 
writer, the gentle click-click and 
the smooth rocking of a first 
class Pullman does more for a 
good night's sleep than a 
handful of sleeping pills. 


While you're getting dressed 


the porter brings a complimen- 
tary 
pot 


"wakeup." 


of 
coffee 
as 
a 


The dining car on the Super 


brings back memories of the 
deluxe trains of yesteryear. 
Each table has a small bud 
vase with a single rose bud. 
These are replaced each morn- 
ing. 


Fopd and service are as good 


as any first class cafe in a big 
city. Australian lobster tails, 
thick steaks, fresh mountain 
trout 
dominate 
the 
dinner 


menu. 


For relaxing as you speed 


supplied from stations along the 
route. Another has a dome 
lounge for a better view of the 
scenery. 


For the afternoon try a tall 


one or the pre-dinner cocktail. 
The lounge car offers the best 
of everything served in the style 


and dining facilities. 


How long the Super will be 


with us is hard to estimate. 
Even Santa Fe officials can't be 
sure what the future holds. 


John S. Reed, Santa Fe's 


president, said traffic on both 
the Super Chief and El Capitan 
was about the same during 1968 
that 
made 
the 
old 
time 


railroads famous. 
anj during 1967. 


If you are with a party and I "This is misleading, though, 


would like a private dinner'in view of sharply increased 
there is the Turquoise Room' costs for labor and material," 
which can handle groups of six Reed said. 
to 20- 
I "At the moment we have no 


For the executive who wants plans to file for discontinuance 


to spend a little time at a desk, of the Super 
Chief or El 


away from his desk, each room i Capitan. We continue to adver- 
in the train is equipped to tise and promote that service 
handle tape recorders and if he and 
to maintain 
the high 


hasn't brought his along 
porter can dig one up. 


the I standards for which we have 


. long been known." 


along the tracks, 
one car, they 
operate 


i trains. 


During part of the year the 


Super Chief is operated in 
connection with the all-chair car 
El Capitan. During the summer 
months at peak holiday time 


contains a reading room where 
the 
latest 
newspapers 
are 


as 
individual 


The Super is not the only 


great train remaining in Ameri- 
ca—but it comes up to the best 
of them. 


And when you arrive at your 


destination it feels as if you 
have had an extra 
week's 


Each unit has its own lounge vacation in only two days. 


SAVE 


20%O 


AND MORE 


DURING OUR BIG 


INVENTORY 


SALE 


of Nationally Advertised 


Stunning Silverplate 


•I EMI Jlr^A 
SETS 


While they last. .. choose 


from many charming Tea Sets 


Regularly Priced from $40 to $680^ 
Now . . . specially priced during this 


Once-in-a-Lifetime Sale 


Choose from over 


30 distinctive styles 


Offer is Limited 


Come in Today 


CHARGE OR BUDGET 


Robbiri 


L 


M SOUTH DUNTON COURT 
• 
ARLINGTON HEIGHTS 
• 
CU-7W 


OPEN THURSDAY AND FRIDAY TO » P.M. 


FealuiinK Quality Diamonds 


finrtl in Watrhn, Silnrr. Cryital. and China. 


Mrs. I. C. Morrison 


Mrs. Isabel Crawford Morri- 


son , 68, died Tuesday in 
Northwest Community Hospital, 
Arlington Heights. She was born 
May 15, 1900, in Chicago and 
had been a resident of Palatine 
Township for 21 years and lived 
at 712 W. Hill Road. 


Funeral services are being 


held today at 9:45 a.m. from J. 
L. Poole Funeral Home (for- 
merly Tharp), 25 W. Palatine 
Road, Palatine, to St. Theresa 
Catholic Church in Palatine for 
10 a.m. mass. Interment will be 
at Calvary Cemetery, Evanston. > 


Mrs. Morrison was a clerk in 


Harris Pharmacy at 20 S. Dun- 
ton Ave. in Arlington Heights. 


She was the widow of the late 


James, and is survived by two 
daughters, Mrs. Isabel AUaben 
of Chicago, and Mrs. Betty Boll 
of Mount Prospect; eight grand- 
children; one great-grandchild; 
and 
a sister, Mrs. Sadie 


McVicar. 


Anthony Catalano 


Anthony Catalano, 77, died 


Wednesday in ST. Alexius Hos- 
pital, Elk Grove Village. He 
was born Jan. 17, 1892 in Italy 
and had been a resident of 
Roselle since 1937 and lived at 
126 W. Forest Ave. He was a 
self-employed farmer until his 
retirement about 10 years ago. 


Funeral services are being 


held today at 10 a.m. at Martin 
md Richert Funeral Home, 33 
S. Roselle Road, Roselle, to St 
W a l t e r Catholic Church in 
loselle for 10:30 a.m. mass. In- 
erment will be at Mount Car- 
mel Cemetery, Hillside. 


Surviving 
are 
his 
widow, 


M a r y , nee Cacioppo; two 
daughters, Mrs. 
Genevieve 


Jack) 
Crawford, 
and Mrs. 


Phyllis (Cliff) Babbs, both of 
Roselle; two sisters, Mrs. Con- 
cetta Bona of New York, and 
tfrs. Mary Zito of Chicago. 


Mrs. Barbara Woeber 


Mrs. Barbara Woeber 1-14 bold 


Mrs. Barbara Woeber, 81, of 


Constantine, Mich., died Tues- 
day in St. Alexius Hospital, Elk 
Grove Village. She had been 
moved from Michigan to live 
with her daughter, Mrs. Adeline 
Geisler at 900 W. Algonquin 
Road in Palatine, only a few 
lours before she was taken to 
the hospital. 


Funeral services are being 


teld today at 10:30 a.m. from 
Ah 1 g r i m and Son Funeral 
Home, 201 N. Northwest High- 
way, Palatine, to St. Theresa 
Catholic Church in Palatine for 
11 a.m. mass. Interment pri- 
vate. 


Besides her daughter she is 


survived by a son, Charles Woe- 
ber of Denver, Colo.; six grand- 
children and four great-grand- 
children. 


Mrs. Dorothy Hitzler 


Mrs. Dorothy Hitzler, 63, of 


Park Ridge, died Tuesday in 
L u t h e r a n General Hospital, 
Park Ridge. She was born April 
23, 1904 in Chicago and lived at 
1020 S. Aldine. 


Funeral services were held 


yesterday at St. Andrews Lu- 
theran Church in Park Ridge. 
Interment was at family lot. 


Mrs. Hitzler was an active 


member of the Women's Aux-; 
iliary at Lutheran General Hos- 
pital hi Park Ridge. 


She was the widow of the late 


William J. and is survived by 
two daughters, Mrs. Jean John- 
son of Michigan and Mrs. Shir- 
ley Klein of Mount Prospect; 
three sons, William Hitzler of 
Park Ridge, Robert and John 
H i t z l e r both of Arlington 
Heights; eight grandchildren, a 
sister and two brothers. 


Contributions may be made to 


the American Cancer Society. 


JJy^the friendly sides §f United 


Waikiki Holiday 


*386°° 


ONE WEEK 


as low as 


per person 


"Round Trip Jet Chicago/Honolulu" 


CALL 392-3100 


FOR RESERVATIONS 


INCLUDES: hotel accommodations for a week 
and a new automatic transmission, power steer- 
ing cpr for 4 days. Motor transfers and lei 
greeting also included. Every person also gets 
one admission to the Polynesian Cultural Center 
and Paradise Park. In addition, one round of 
Golf at Hawaii-Kai and one meal at each of two 
prominent restaurants are included with each 
car. 


A SERVICE OF 


l l l l i 


ARUNCTON 


INTERNATIONAL 


TRAVEL 


The Bank-Backed Travel Agency 


Located In The Bank Lobby 


ARLINGTON 
NATIONAL 


BANK 


Your next can 


Chrysler. 


Chrysler Newport Custom 4-Ooor Sedan 


MARK MOTORS 
has lots of affordable 


dreams for sale. 


You're a tot closer to a Chrysler than 
you might think. In fact, for only a few 
dollars a month more in price than 
the most popular smaller cars, com- 
parably equipped, you could be driving 


AUTHORIZED HEALERS 


a new Chrysler. That's right, those few 
dollars could move you up to a full-size 
Chrysler Newport. See your Chrysler 
dealer today. Make your move. Make 
your possible dream come true. 


CHRYSLER 
MOTORS CORPORATION 


MARK MOTORS 


2020 E. Northwest Hwy. 


CLearbrook 9-4455 


Arlington Heights 
(Closed Sunday) 


Protptet HtlghU 


by PADDOCK PUBLICATIONS • Arlington Might* Herald . 
Cook County Herald . Elk Grov» Herald •"««>«' ^'"f^Si *&•&• * 
HtlghU Herald • Rolling Mudovn Rtrdd . Sch.umburg Herald • Whuling H«r»ld • AdcHion RefUter . Bmitnvlllt fta(i»Mr • 
*J!rl *~s£."f£iL} :*£~H*i22£! 
County Register • lt»*e« Refiner • 


Classified Want Ads — Phone: 394.2400 


LOST • FOUND • SILL • IUY 


KINTALS • IMPLOYMINT 


rUSONAL • HOMIS 


HIRI • TRADI 


AUTOS • MISCILLANIOUS 
YOU'LL FIND IT IN THE WANT-ADS I 


Want Ads Now 4 Times a Week MONDAY - WEDNESDAY - FRIDAY - SUNDAY SUBURBANITE 


FRl., MAR. 7, 1MB 


WANT AD 
DEADLINES: 


MON., 3 P.M. 


(for Wednesday edition) 


WED., 3 P.M. 


(for Friday edition) 


FRl., 3 P.M. 


(for Sunday Suburbanite) 


FRL, 4:30 P.M. 


(for Monday edition) 


CALL 


394-2400 


WANT 


AD 


INDEX 


DIRRfTOKY 


CLAMfflCATIOKS 


Air Conditioning" 


PC, Col. 
C-l 2 


Auto Scrvlr* 
Auction 5*rvlr« 
BlarktoppInK 
Bnokkcrplnu 
Carpentry Building 
Cnrprl (Vnnlng 
Carpollng 
Ceininl Work 


DrywiiU 
El»rlrlcnl Contractor* 
Fencing 
Floor Reflnhhlnx 
Flooring 
Furniture ReflnUXIng 
Fuel Oil 
UnrHicM 
Gutter* Dowmpout* 
Htnrlng Aid* 
Home Exterior 
Homr Maintenance 
Instruction 
Junk 


Mntonr> 
CM 
Musical Instruction 
C-l 
Nursr-n Schools Child Cart C-l 
Painting * Decorating 
C-l 
Piano Tuning 
C-l 


Picture Framing 
C-l 


Plastering 
r-1 


Rubbor Stamp* 
C-l 
sfwff 
S<*rvirp 
CM 


Tax Consultants 
C-l 
Tlllnu 
C-t 
Two Care 
CM 


Tri-nchlng 
C-l 
TV A Electric 
C-l 
t pholsterlng 
C-l 
Window Cttaning 
. 
C-l 


OKMRKAL ( LAMIFICATIONH 


r*. f.i. 
C-tt I 
Antiques 
Automobiles 
Us«l 
Kofplan A Sports 
Trucks A Trailers 
Parts 
Tlrn 


Boats 
Business Opportunity 
Cameras 
Clothing Kurs Etc 
used 


Dogs pptj A Equipment 
Employment Strvlres 
Female 
Male 


Entnrtalnment 
Furniture 
Furnishings 


Furniture 
Juvenile 
C-ll I 
Help Wanted 


Female 
( 


Mate 
I 


Male or Female 
I 


Situations Wanted 
I 


Home ,Vppllnnc(<s 
I 


Horses Wagons A Saddle* 
I 
Lost 
I 


Machinery A Equipment 
I 
Miscellaneous 
.. 
I 


Motorcycles BlkM A Scoottri I 
Musical Instruments 
( 


Office Equipment 
I 
Personal 
< 


Pianos 
Organs 
I 
Poultry 
I 


Radio TV HI-FI 
I 


Real Estate 
Houses 
I 
Farms 
1 


Wanted 
1 
Imomr Propert\ 
1 
Industrial Vacant 
1 


Commercial 
( 


Acreage 
1 


Business Opportunity 
I 


Mobile1 Homes 
I 


Vacant Lots 
1 


Rentals 


Apartments 
1 


Houses 
1 


Wanted 
I 


Commercial 
1 
Industrlnl 
I 
Rooms 
... _^.J 


Sporting Conds 
( 


Travel A Camping Trailers 
I 


Wanted to Buy 
I 


Does your home need: radeco> 
r a t i n g 
roofing, carpentry 


work, ow.T 
Bow about UBproveoMOM) out- 
i^do^ voar nomeT Lawns. 


Or 
Service Director* eta 


SERVICE DIRECTORY 


Furniture Re4inishl>g 


Air Conditioning 


RESIDENTIAL AIR COOLING 


Home central air condi- 
tioning. Engineered and in- 
stalled or do-it-yourself. For 
free estimate, call 894-4760. 


AiHwtflto. Strvkt 


ELK GROVE TELEPHONE 


ANSWERING SERVICE 


24 Hr. service. Professionally 
trained operators. 19 yrs. ex- 
perience serving 437-439-956 
exchanges. Call; 
437-3777 
H. Braud 


QUALIFIED, secretaries - 
Typing, Answering. Monthly 
record 
of messages. Secre- 
Phone, Elk Grove. A.M. - 437- 
6544 or 439-3532. 


CALL TODAY! 
For The Best 
Results in the 


Northwest! 


SwOor 
Paddock 


Service Directory 


Auto iody Repairs 


ARLINGTON BODY CRAFT 


Insurance claim specialists. 
Dings, dents, major collision, 
palming • fiberglass work. 


24 hour towing 
201 W. Campbell 


Arl. Hts. 
259-6160 


Auction Service 


AUCTION means ACTION 


Furnishings; antiques; busi- 
ness inventories; real estate. 


DUNNING'S AUCTION 


SERVICE 


Elgin 
SH 1-3483 


Joofcheoplnq 


Bookkeeping, accounting and 
tax work. 


PBR 


BUSINESS CONSULTANT 


676-3909 
or 
677-2957 


•jocktopplHg 


STANLEY'S 


BLACKTOP PAVING 


For Better 


DRIVEWAYS & 
PARKING LOTS 


QUALITY WORKMANSHIP 
AT LARGEST DISCOUNTS 
Modern Paving Equipment 
Also Repair & Seal Coating 


FREEESTIMATES 


537-8228 


DON'S BLACKTOP 


f o r experienced work on 
driveways & parking lots. 
Seal coating. Licensed, bond- 
ed and insured. All work 
guaranteed. We compete with 
quality work, not low prices. 
Free estimates, 7 days a 
week.f HONE 439-1794 


Danny's Blacktop 


Service 


BIGGEST DISCOUNTS EVER 
Driveways & Parking tots 
machine laid 
Patching. 
Chipping. 


Sealing. 
Industrial. 
Resurfacing. 
Residential. 


Free estimates, call anytime 


537-6343 


Diamond Blacktop 


Free estimates. New drives 
installed, 
old 
resurfaced. 
R e s i d e n t It parking lots. 
Patching It sealing. Blacktop 
laid by machine. 24 hr. - 7 
days. 253-2728. 


BLOOMINGDALE BLACKTOP 


Is now taking orders. Place 
your order now and save. 
Residential and commercial. 
31 years experience. Licensed, 
bonded and insured. Call 24 
hours a day, 7 days per week. 


894-2232 


Carpentry, 


KIRCHENBERG 
CONSTRUCTION 
CUSTOM BUILDING 


Homes, Additions, 
Remodeling, Aluminum Siding 
and Aluminum Combination 
Storms and Screens 
CLearbrook 3-3925 


Lee's Construction 
Remodel kitchens & baths, 
basement rec rooms, room 
additions, fireplaces. Free es- 
timates, reasonable prices. 


537-9034 


READ CLASSIFIED 


Carpentry. Building 


PETER FOX & SON 


CONSTRUCTION CO. 


SPRING SPECIALS 


CARPENTRY 


1. Room Additions 
2. Remodeling 
3. Garages 


CONCRETE WORK 


1. Driveways 
2. Sidewalks 
3. Patios 
4. Sea walls 
5. Foundations 


FENCES 


1. Chain Link 
2. Wood-all types 
3. Ornamental iron 
4. Brick-block-concrete 


356-5969 


Complete Remodeling 
HOMES 
PORCHES 


ADDITIONS 
DORMERS 
Basement Recreation Rooms 
Breezeways Enclosed 


Kitchen Cabinets 
Family Rooms 
Attic Rooms 
FREE ESTIMATES 
5% FHA Financing 


Warren & Sons 


BUILDERS 


CLearbrook 3-6544 


COMPLETE 


HOME REMODELING 


NEED MORE SPACE? 


CALL US 


• ADDITIONS 
• DORMERS 
• ENCLOSURES 
• ALUMINUM SIDING 
• ROOFING 


FINANCING AVAILABLE 
A. E. Olsen Cst. Co. 


537-6261 


STOP!! 
CALL AL 


392-0033 


Free Estimates. Office/Store 
(built / or remodeled). Cust. 
Homes. Room Additions. Rec. 
Rooms. Comp. kitchen serv. 


A. E. Anderson 


General Contractor 


ALL CARPENTRY 
• Patio 
• Pet Shelters 
• Porches 
• Awnings 
• Garages 
• Sliding 
• Carports 
• Additions 
• Breezeways • Paneling 


Tile Floor & Ceiling 


Mr. BenCannan 


894-3797 
or 
695-7431 


Allen Construction 
All types of carpentry. Small 
jobs gratefully accepted. 


Free Est. 
392-9351 


CUSTOM BUILDERS 
Additions, remodeling, panel- 
ing. If your home needs im- 
proving call 381-669i. No job 
loo big or too small, we 
handle them all. 
L O C A L carpentry. Porches, 


basements and attics finished. 
Repairs, etc. 894-5341. 
CARPENTRY - remodeling - 
baths, kitchens, basements, 
home repairs. No job too small. 
824-5264. 


Cement Work 


STOP 


LEAKY 


BASEMENTS 


• Guaranteed in writing 
• No harm to shrubbery 
• Free estimates 
• Years of experience 


"AQUA" 


WATERPROOFING INC. 


Des Plaines, HI. 


24-HOUR PHONES 


2994752 
299-5681 


CALL US NOW!! 


For Prompt Installation 


Of Concrete Work 


KEDZIE 


CONCRETE 


392-0240 
529-6587 


Clip And Save This Ad! 


MOVING? 
WANT ADS 


Are for People 


In A Hurry! 


FURNITURE repaired, refinish- 


ed & re-upholstered. 633 Pic- 


ton Rd., Roselle. LA 9-6632. 


Cement Work 


Call Us First 


ALLEN CONCRETE 


Patios 
Foundations 


Walks 
Steps 
Slabs 
Drives 


Free Estimates 
24 HR. PHONE 


392-9351 


Buy Locally 


Fuel Oil 


R. POMPIL'O CONST. 


CEMENT CONTRACTOR 
Residential—Commercial 


Heavy duty floors, driveways, 
sidewalks, steps, patios, foun- 
dations, and light excavating. 


Free estimates—fully insured 


Call Any Time 


456-7155 


SPECIALIZE 
in 
driveways, 


patios, garage floors, steps, 


sidewalks, etc. Free estimates. 
Call Vito, 766-1943. 


Carpeting 


CARPETING 


Savings 25% to 40%. All name 
brands. Wool, Kodel polyes- 
ter, acrilan. nylon. All styles 
and colors from $6 to $10 per 
sq. yd. Installed with rubber 
padding. Guaranteed. 537-0850. 


Carpet Cleaning 


FOR finest carpet & furniture 
cleaning, at surprising low 
cost, call Dutch White, 237-8371. 


Draperies 


GERALDiNE'S 


Draperies & bedspreads, cus- 
tom made. And fabrics. 


392-2576 


2029 Forest Av., Palatine 


HOME HEATING OIL 


SAVE MONEY 


400 GAL.—13.9 cents/GAL. 
200 GAL.—14.6 cents/GAL. 


SURE-FLAME OIL CO. 


CR2-1189 


Garages 


CUSTOM BUILDERS 


Brick 
GARAGES 
Frame 


Auto. Door Openers 


FREE ESTIMATES 


966-1555 
SP 4-6040 


Gutters & Downspouts 


ALUMINUM gutters, siding. We 


cover eaves, facia, etc., with 


aluminum, all colors. AAA In- 
stallation. 529-7133. 


Hearing Aids 


AAA-1 HEARING AID 
REPAIR SERVICE 


24 Hr. Service Free Loaners 
Complete Service All Makes 
Batteries for all makes. 


Home Or Office 


CALL 392-4750 


1806 E. NW Hwy. 
Arl. Hts. 


Landscaping 


J&J LANDSCAPING 


& SOD CO. 


Blacktopping—Driveways 
& 


Parking Lots. All Types of 
Landscaping. Quality Work- 
manship. Wholesale & Retail 
Sod. Over 10 yrs. experience. 
Free estimates 
945-1528 


LAWN SERVICE 


Big 6' Cut Reel Mowers 
For any Size Lawn 


Industrial or Commercial 
Season Contract or Job 


Call After 6 p.m. 


CL 3-1822 
or 
CL 3-5980 


URICK & WEIDNER 


LANDSCAPERS 


LAWN MAINTENANCE 


BRADY SARTIN 


If you are not satisfied with 
your lawn, give me a call. I 
also power rake. Factories 
preferred. Call 478-2275, Chi- 
cago 


Painting, Decorating 


• LIVING ROOMS-$40 
• BEDROONIS-$25 
• KITCHENS420 
• CLOSETS-$5 


Second coat % price. 
Above prices are for complete 
houses with average 
size 


rooms and include aU paint, 
labor and your choice of col- 
ors. 
H & J DECORATING 


Tax Consultant 


MONTHLY bookkeeping service 


— income tax. Unhersity 
Graduate. Experienced. Reason- 
able. 359-4820. 
TAX consultant of large corpo- 
ration available to prepare in- 
come tax returns. K. Hunter 
358-4825. 
TAX Accountant win prepare 


personal and business returns 


your home. Harold Chamberlain 
358-1757 


46M554 
469-3479 


TAX CONSULTANT — experi- 


enced 
professional 
accoun- 
tant. Personal ft business re- 
turns. 529-2804. 


Masonry 


HEARING aids for rent. Your 
home or our office. Call 392- 


4750. 


Home—Exterior 


CUSTOM made draperies sewn 


with perfection. Fast, efficient 
service. 529-5695. 


Dressmaking 


DRESSMAKING 
and 
alte- 
rations. Formats. Experienced 
work by Rosemary. Call for ap- 
pointment. 894-4704. 
DRESSMAKING 
and altera- 


tions. Specializing in wedding 


and prom gowns. Mrs. Camp- 
bell, 529-7804. 
LADIES alterations, q u i c k 
service, reasonable prices. 
Mrs. Snell. 437-5871. 


Drywall 


JACOBSEN - drywall taping, 
plastering and painting. Re- 
pair and new work. Free esti- 
mates. CLearbrook 5-1073. 


Electrical Contractor 


ALUMINUM SIDING 
Storm windows and doors. 
Prepainted aluminum gutters, 
aluminum triir for window 
frames, sills, facia, etc. Sid- 
ing and gutter repairs. 
FREE ESTIMATES 


ECKERT CONSTRUCTION 


438-7774 


ALUMINUM SIDING 


Free estimates 


Over 10,000 satisfied custom- 
ers. 
S. ROMANO CONSTRUCTION 


714 E. Crestwood 


Arlington Hts. 
Phone 392-8373 


SIDING 


50 yr. Vinyl, Aluminum and 
Masonite. Also repair work 


392-9351 


Home Maintenance 


S&J ELECTRIC 


Licensed electrician, new wir- 
ing & alterations 


No job too small. 


Free estimate. 
529-2598 


WALL WASHING, by 
Ma- 


chine, CARPET & UPHOL- 
STERY Cleaning. OUR 13th 
YEAR • Inexpensive • No 
dripping • No drop cloths • 
1-Day Service • Free Esti- 
mates 


ALL-BRITE 


CLEANING SPECIALIST 


Suburban 394-0893 
Chicago AV 6-7372 


ELECTRICAL PROBLEMS? 
Don't Blow Your Fuse! 
CALL BOB CL 9-0641 


All phases of electrical work. 
Reasonable rates. 


CARPET and furniture clean- 
ing, % price with this ad. 296- 


6365. 


Instruction 


ELECTRICAL work. Small jobs 


OK. 358-4051. 


Flooring 


Terrastan is the simplest and 
least complicated seamless 
flooring material available. 
Never needs waxing — unlim- 
ited colors — strong — non- 
staining — chemical resistant 
— non slip — non skid — inte- 
rior or exterior surfaces — 
seamless — resilient. 


GUARANTEED 


Free Samples on Request 


392-0033 


A. E. Anderson, Gen. Contr. 


Floor Refinishinq 


KEN ECKLUND'S 
FLOOR SERVICE 


Comp. expert refinishing gur- 
ranteed and insured. 
Average room, $19.95 


766-1487 


ECKLUND Floor Service. Aver- 


age room sanded, sealed, fin- 
ished $17.95. 529-1211. 


READ 
THESE 


COLUMNS 


Sales Are Being 
Made Daily in 


the WANT ADS! 


FREE CERAMIC 


CLASSES 


Wednesday & Friday eve- 
nings. 


Firing time available 


634-9226 


Junk 


WE buy junk — paper — rags, 


iron, metal, junk of all kinds. 


Call Arlington Salvage, Sam Ap- 
fel. CL 5-4S46. 
WILL tow away junk cars. Call 


Russ, 255-9527. 


Londscaplng 
Hi Folks ! 


It's spring again and time to 
look at our landscaping. Do 
you need a general spring 
cleanup? Black dirt? Fertiliz- 
ing? Crab grass killer? Bush- 
es trimmed? Power raking? 
Seed or Sodding Grass cut- 
ting? 
IF SO CALL: 
I. Kottke & Sons 


Landscaping 


358-7321 


A & J Landscaping 


Inc. 


Licensed & Insured 


SODDING 
POWER RAKING 


DESIGNING 


Spring clean-up, seeding, fer- 
tilizing, 
lawn maintenance, 
shrubs, tractor work. 


FREE ESTIMATES 


358-2641 


BRICK work, room additions, 


veneers, fireplaces. 358-5680 


after 6p.m. 


Musical Instruction 


ORGAN lessons, children & 
adult beginners. 837-6882. 


PIANO and organ lessons, your 


home. Children, adults, begin- 


ners, advanced. VA 6-0488. 
VIOLIN lessons by graduate 
teacher, easy method. CL 


5-8239, 456-7169. 
GUITAR Lessons: Adult and 
Children's Classes, 8 week 


course, Music Furnished. 253- 
5420. 
TEENAGE girl with 7 yrs. pi- 


ano experience desires to 


teach beginning pianists week- 
ends & Saturdays. Half-hour les- 
sons. 253-7339. 


Nsry. Schls.. Child Core 


CHOO-CHOO VIEW Day Nur- 
sery for parents who care. 
Ages 3 to S, full time. 766-6720. 


Painting, Decorating 


Lauritz 


JENSEN 


Decorators 


A Three Generation 
Tradition Of Quality 


WINTER RATES PREVAIL 


4 Mo. Financing Avail. 


CL 9-0495 


H&S 


PAINTING & DECORATING 


Finest Quality Workmanship. 
All walls sanded — All cracks 
repaired. We use the MOST 
D U R A B L E 
& HIGHLY 


WASHABLE PAINTS. A more 
practical and beautiful finish 
for your home. 


INTERIOR-EXTERIOR 


392-2300 


Free Estimates, Fully Insured 


American Painting 


& Decorating 


• INTERIOR-EXTERIOR 


PAINTING 
• CABINET REFINISHING 
• WALL WASHING 
• EXTERIOR HOUSE 


WASHING 


Free estimates. 
Immediate 
service. 


3594)993 


CREST 


PAINTING & DECORATING 
INTERIOR & EXTERIOR 


3 Generations Quality Work. 
All experienced men. 
Experts in wood finishings. 


FREE ESTIMATES 
FULLY INSURED 


HE 7-2082 


Serving, The North Suburbs 


For 3 Generations 


Specializing in fine interior & 
exterior decorating. Expert 
paperhanging of all types, 
thorough preparation, 
best 
materials. 


BJORNSON BROS. CO. 


Free Estimates 
537-0737 


KENNETH A. PEARSON 


DECORATOR 
• F r e e interior decorating 
ideas. • Complete interior & 
e x t e r i o r decorating. • A 
Christian business man. 
For Free Estimates Call: 


296-3953 


LOW COST WANT ADS 


LOOK NO FURTHER 
For the best in your interior 
& exterior spring & summer 
decorating needs with expert 
workmanship & quality as- 
sured, phone us now for your 
free estimate. 


LAWRENCE DUFFY 


358-7788 


WINTER rates — complete in- 
terior decorating service, 
painting, wallpaper, floor tile, 
paneling, guaranteed, insured. 
Call FL 8-4051, Bob. Terms 
available. 
PAPERHANGING and painting, 
no job too small. Call after 5 
p.m. 894-2877. 
SPECIAL low rate till end of 
April on interior painting & 
paper hanging. Call Phil's Deco- 
rating Service. 3584384 after 5 
p.m. 
^^^ 


PAINTING & decorating, interi- 
or and exterior. Also wall 
washing. 20 years experience. 
Call Ed Korliss, POrter 6-3206. 
PAINTING, interior. 
Quality 
work. Reasonable. Free esti- 
mates. Call 358-7210 after 4:30 
p.m. 


Plastering 


FAST, Clean Plastering. No job 
too small. Drywall repairing. 


255-3822. 


Piano Tuning 


CHARLES W. WELTY 


Piano Tuning and Repairing 


Member of Piano 
Technician's Guild lac. 


PHONE DUNKIRK 1-0212 


Picture 


SALE of fine oil paintings. Cor- 
rect Picture Framing. Restor- 
Gallery, 1612 Rand Road. Next 
to Square Dance. 


Rubber Stamps 


RUBBER STAMPS 


Made to Order 
FAST SERVICE 
Stamp Supplies of All Kinds 
PADDOCK: PUBLICATIONS 


394-2300 


Sewer Service 


ACCURATE 


SEWER BUILDERS 
BLOCKED SEWERS 
OPENED 
Power rodding & repairing. 
Rebuilding & cleaning. New 
sewer line installed. 


889-7761 


Tax Consultant 


IN CENTER OF MALL 
TAX 
CENTER OF M/ 


Randhurst 
DAILY 9:30-9:30; SAT. 9-6 


SUNDAY 11-5 P.M. 


M. E. HUNTER & CO. 


SERVING THOUSANDS OF 
SATISFIED SUBURBANITES 


FOR MANY YEARS 


392-7660 
259-0030 


NO APPOINTMENT NEEDED 


INCOME TAX 


SERVICE 


• Low Rates 
• Prepared while you wait 
• Fast, efficient service 
• By appointment only 


J. A. Boris 
529-3900 


16 Golf-Rose Shppg. Ctr. 
Hoffman Estates 


INCOME TAX 


Individual ft Business Returns 
done in your home or our of- 
fice. By appt. 


DARRELL P. CROUCH 


& ASSOC. 


1111 S. Art Hts. Rd., A.H. 


439-8280 


Your tax return completed in 
the privacy of your home by 
accountant with over 18 yean 
experience. 


259-1662 
392-1351 


COURTEOUS confidential tax 
service, experienced, reason- 


able personalized service, 823- 
2090. 
NEWCOMERS. Income tax help 
in your home. Vince Beuder. 
255-0313. 
TAX service. Experienced pro- 


fessional accountant. Univer- 


sity degree. Moderate fees. Ed- 
ward Arkin, 392-0423. 
TAX consultant — personal in- 
come tax service by qualified 


accountant. Your home or mine. 
529-3108 or 358-1993. 
EXPERT tax service by experi- 


enced tax 
accountant. 
R. 


Brennan. 358-6981. 
FORM 1040-44. Experienced 
tax accountant. Privacy ot 
your home. By appointment, 
543-6419. 


Tiling 


KEY TILE CO. 


CERAMIC TILE; SLATE, 
MARBLE 


Installed A repaired 


255-10% 


BATHROOM walls & floors 
tiled, repaired, retiled, re- 
grouted. CL 3-4382. 
WHY not have your tiling done 


right the first time and rea- 
sonably too. Some plumbing. 
3424)016. 
FOR tile work call 497-1997, 437- 


5394. All types of floor and 


wall tile. Free estimates. 


Tree Core 


BARRON'S 


TREE REMOVAL 


IMMEDIATE SERVICE 


392-0240 
5J9-6587 


Clip and Save This Ad 


Trenching 


LONG'S TRENCHING 


SERVICE 


GLENN H. LONG 


AU types of trenching: for 
cable, water line, tile, drain, 
foundation, etc. 


3003 Central Rd. 


Glenview, HI. 
P Ark 4-5226 


TV* Electric 


STILLSON TV 


Color Specialists 
537-3126 


Fast, dependable service. 


Upholstering 


REUPHOLSTERY 


& SLIPCOVER SALE 


REUPH. SOFA $45 plus fab- 
ric, CHAIR $22 plus fabric, 
SECTIONALS $28 ea. phis 
fabric, COMPANION SALE 
CUSTOM FABRIC SLIP COV- 
ERS, CHAIR $14 plus fabric. 
SOFA $24, plus fabric. CUS- 
TOM DRAPES. Work guaran- 
teed. Call now FREE esti- 
mate. Terms avail. 


CALL 677-6350 


CHESTERFIELD INTERIORS 
div. of 
Chesterfield Uphol. Inc. 


PRE-SPRING SALE 
On All Custom Slipcovers 


Chairs $17.50 plus fabric 
Sofas $25.50 phis fabric 
Sectionals (per section) 
$18.50 plus fabric. 
Hundreds of fabrics to choose 
from. Shop at home service. 
All work guaranteed. Call 
now!!! 


251-7767 


North Shore Interiors 


UPHOLSTERING SLIPCOVER 


SALE 


Also draperies * carpeting. 
Get our estimate before you 
buy. 
Work guaranteed — 
Terms. 


THE ENGSTROM CO. 


469-3713 


QUALITY custom reupfaoUter- 


ing, work guaranteed with 


satisfaction. Free pick up and 
delivery. Free estimates. 24 
hour. 543-7835. 


Whdow 


E X P E R T window wishing. 
Check our prices. Free esu- 
m a t e s . 8*4-1481, TWtobrook 
4-6482. 


Offering the most complete selection of 
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Imploymtnt Aqcncits 


—Ftmalc 


tmploymtnt Agencies 


—Ftmolt 


T ypists 
H end Bookkeepers 
E xec Secretaries 


W riter, Editors 
0 perators. TWX 
R eceptionists 
K eypunch Oprs. 
S tenographers 
H igh School Grads 
0 
fftce. General 


P ersonnel Asst's 


To 
$500 
$565 
$600 


$565 
$425 
$435 


. $475 
. $525 
Open 
1435 
1625 


THE WORKSHOP 


PERSONALIZED EMPLOYMENT SERVICE 


ALL JOBS FREE TO YOU 


570 N, Northwest Hwy. 
Des Plaines, 111. 


827-5563 


100% FREE 


PRESIDENT'S SECY. 


A charming gentleman 
to 


work for in a nice small 2-girl 
office. Salary $130 week. 


SECRETARY 


Dynamic 
aggressive 
young 


executive is looking for a gal 
to keep the pace. Hours 9-5. 
Salary $123 wk. 


NCR OPERATOR 


A pleasant place to work and 
your own private office. Sala- 
ry $115 week. 


RUSTY SKILLS 


We urgently need local wom- 
en with light typing or figure 
aptitude to work close 
to 


home Salary $85-$ 100 week. 


CALL 259-7202 


PROSPECT PERSONNEL, INC. 


10W Ml Prospect Plaza 
Mount Prospect 


ELK GROVE OFFICE PERSONNEL 


Reccp 
Secys 
Typists 
Gen. Office 


We have many job openings in Centex Industrial Park— 


FHEE PLACEMENT 


Call LEE TTKNKH 
437-8030 
290 E. Higgins 


General 
Office 


$435 Mo 
No Fee 


Variety of duties. Light typ- 
ing, customer service, phone 
contact, etc All fringe bene- 
fits, modern office. 


Data 
Control 


$42:. Mo 
No Fee 


For a young lady interested in 
Betting into data processing 
field Good at figures is the 
onl> requiremont 


A-E-B 


422 N Northwest Hwy. 


Park Ridge 


_ 
692-44'! 
BABY 


DOCTOR'S 
RECEPTION 


You'll enjoy 9-5 hours, a mod- 
ern medical office located in 
a 
convenient 
neighborhood 


medical center and a truly 
wonderful doctor who loves 
his little patients You'll be 
his receptionist and greet the 
youngsters and their parents, 
a n s . p h o n e s , schedule 
apptmnts. Light typing and a 
likin,; for people are the only 
req's No medical exper. is 
Deeded and age is wide open. 
$500 mo. Free. 


MISS PAIGE 


9 S. Dunton 
Arlington Hts. 


394-0880 


6028 Dempster 
966-0700 


DOCTOR'S RECEPT. 


TRAINEE-$150 


WORK CLOSK-TO-HOME 
ALL PUBLIC CONTACT 


NO MEDICAL F.XP -NONE! 
You'll be receptionist for 3 
young doctors well-known in 
area You'll welcome patients 
as they come in. 
Answer 


phones, make appLs.. place 
doctors' 
calls 
to 
patients, 


druggists NO medical experi- 
ence needed DOCTORS WILL 
TRAIN YOf ALL THE WAY 
- IF YOU'RE REAL GOOD 
W I T H P E O P L E . LIKE 
HELPING 
OTHERS, 
that's 


what they want Must type. 2 
raises 
1st 
year 
Vacation 


Xmas bonus 
Free. IVY — 


7215 
W Toilhv. SP 4-R5H5. 1496 


Miner. Des Pi. 297-3535 


ONE GIRL 


OFFICE 


$130 
WEEK 


Local sales office will have 
you do a variety of clerical 
duties, that include a good 
deal of public and phone con- 
tact. You'll do some typing, 
take calls and messages from 
salesmen. A relaxed, con- 
genial office and if you have a 
mature attitude, some clerical- 
experience and a pleasant 
manner, they want you. Free. 


MISS PAIGE 


9 S Dunton 
Arlington Hts. 


394-0880 


6028 Dempster 
966-0700 


sales 


reservationists 


secys. 
typists 


figure clerks 
$400 - $650 


REGISTER BY PHONE IF 


YOU CAN'T COME IN 


392-2700 


Suburban offices eager to hire 
with the best job opportunities 
in the area. Age open. All po- 
sitions free. 


holmes & assoc. 


Randhurst 


Professional Level Suite 23A 
63 E. Adams 
939-4866 


Chicago 
Suite 606 


Employment Agencies 


—Female 


MOVE UP 


PEOPLE 
GREETER 


and that's about what you are 
for this largr. well known sub- 
urban firm 
You'll be sta- 


tioned in the main reception 
lobby, greet everyone (and 
there is a lot of traffic), be 
charming and helpful. A fun, 
public contact filled day is 
yours if you want It and it 
starts at $115 wk Free. 


MISS PAIGE 


9 S. Dunton 
Arlington Hts. 


394-OH80 


0028 Dempster 
966-0700 


~ 
FREE 


SECRETARY 


NO SHORTHAND 
FOR COMPANY 


PRESIDENT 


A wonderful opportunity for a 
top executive secretarial posi- 
tion even if you don't take 
shorthand. Some typing, the 
ability to handle confidential 
information and a neat ap- 
pearance is req'd. You'll have 
•11 secretarial duties, without 
dictation, as you assist the 
president. Starting salary is 
to $650 mo. Free. 


MISS PAIGE 


9 S. Dunton 
Arlington Hts. 


394-0880 


6028 Dempster 
966-0700 


" AIRLINES HIRING"" 


TRAINEES - $450 
All Public Contact 
Always new people to meet — 
different, famous, foreign — 
and you talking to them all. 
You'll TRAIN to be recep- 
tionist-reservations for popu- 
lar airlines. Answer phones, 
get info., make reservations, 
write tickets. BE SPECIALLY 
TRAINED to solve travel 
problems, plan tours. This 
SUMMER FLY YOURSELF! 
Vacation 
ANYWHERE-EV- 


ERYWHERE! Weekend pass- 
es. Longer trips! Liking for 
people gets you hired & on 
y o u r way. Typing 
helps. 


YOUR OWN TRAVEL FREE! 
Free IVY. 7215 W. Touhy, SP 
4-85R5 1496 Miner, Des PI., 
297-3535 


FREE 


100% FREE 


Figure clerks 
Timekeeper-bkpr ... 
FC Bkprs 
Inv. cont. clerk 
Exec, secretary 
Comptometer opr. 
VP assistant 
. ... 


Variety office 
.. . 
Girl Friday 
. . . . 


File Clerks 
Call director opr ... 
Learn computype . 
Computer opr. 
. . 


Asst. bookkeeper .. 
Clerk typists 
.. • 


Swbd. reception . 
Credit clerk 
. .. 


Keypunchers 
Ins. rate clerks .. 
Office managers . 
Office nr. racetrack 
Proposal typists .. 
Copywriter 
Buyer's assistant .. • 
Shipping clerk 
Adv.copy editor ... 


.$400-475 
... $110 
. $140 


... $110 
.$120-150 
.. .$100 
$100-125 


$100 


. .90/up 
. .. $85 
. .. $90 
. .$90-95 
.. $6,000 
..$90-100 
.$90-100 
..$90/up 
..$90-100 
. .$90-112 
.$400-475 
..to $140 
. . $550 


$95-120 
$125-135 
.. 
$95 


,.$85/Up 
... 
$90 


St. 


RECEPTION SWBD. 
• 3 Personnel Secys. 


J40.-, 
, Screen and test. 
$500 


MULLINS 
394-0100' MULLINS 
394-0100 


15 N Arlington Hts. Rd. 
j 
15 N. Arlington Hts. Rd. 


CallJanc Hand 
I 
Call Phyllis Bishop 


4 W. MINER 
392-6100 


ARLINGTON HEIGHTS 
24 hr. register by phone 


D.P. Niles, 
Pk. Rdge., 


825-7117 


Harlem Foster Off., 775-6020 


Secy. - Receptionist 


Recently relocated Video firm 
needs a gal to take charge of 
1 girl office, work with region- 
al and service managers and 
assist in TV Studio. Ability to 
meet public figures. Salary up 
to $550. 


CALL 827-8107 


ALLEN-BEEN & ASSOC. 


Employment Service 


2720 S. Des Plaines Ave. 


O'Hare Office Center — North 


Des Plaines 


STRAIGHT 
RECEPTION 
$476 MONTH 


All public contact 
position 


for local mfg. firm. You'll sit 
in lovely reception area and 
be the official greeter for vis- 
i t o r s , customers, 
guests. 


You'll ask them about their 
appointment, then direct them 
to proper office or executive. 
Light typing and the ability to 
make a good first impression 
qualify. Free. 


MISS PAIGE 


9 S. Dunton 
Arlington Hts. 


394-0880 


6028 Dempster 
966-0700 


Employment Agencies 


—Female 


SUBURBAN JOBS 
FOR SUBURBAN 


WOMEN 


WHEELING NEEDS 


Office 
managers, executive 


secretaries, 
receptionists, 


switchboard operators, clerk 
typists, 
full 
charge book- 


keepers and figure clerks. 


MEADOWS 


PERSONNEL SERVICE 


Since 1960 
537-5353 


201 Dundee Rd. 
Buffalo Grove 


RECEPTION FOR 
ANIMAL LOVER 


Local veterinarian needs you 
for clerical help and will com- 
pletely train you to his simple 
office procedure. You'll learn 
to greet people who lovingly 
hold their pets, fill out simple 
card for reference, schedule 
appointments 
for 
booster 


snots and the like. Light typ- 
ing and an interest in this 
field qualify. Excellent start- 
ing salary. Free. 


MISS PAIGE 


9 S. Dunton 
Arlington Hts. 


394-0880 


6028 Dempster 
966-0700 


FREE 


FIGURE SPOT 


Will train. Need figure apti- 
tude. $450. 


MULLINS 
394-0100 


15 N. Arlington Hts. Rd. 


Call Jane Hand 


Swbd. Receptionist 


"Meet & Greet" 
$4254575 FREE 


Ask Linda Sears at 394-1000, 
LADY HALLMARK, 800 E. 
Northwest Hwy., Mount Pros- 
pect. 


FREE 


MEDICAL SECY. 


$490 - RECEPTION 


PET HOSPITAL 


COMPLETE TRAINING 


You'll work at front desk in 
nearby pet hospital. Get to 
check in all the cute poodles, 
kittens, pets. Talk to owners 
about what seems to be 
wrong. Type up info., bills. 
Make appts., answer phones . 
. . soothe anxious owners! A 
nice job for gal who loves 
pets, has good typing. Free 
IVY 7215 W. Touhy, SP 4-8585. 
1496 Miner, Des PI. 297-3535. 


CLERK TYPIST 


$95-$HO WEEK 


FREE 


Work in very pleasant sur- 
roundings. Be trained in all 
aspects of the purchasing 
dept. — requisitions — orders 
— etc. No experience neces- 
sary. Speed is not important. 
The key is accuracy and a 
willingness to learn. Call Jan 
Roberts at 394-1000, LADY 
HALLMARK, 800 E. North- 
west Hwy., Mount Prospect. 


Help Wanted—Female 


secretary 


Top suburban 
firm 
hiring 


new. Typing essential. Short- 
hand optional. 


Salary $475-600 


Come In Or 


Register By Phone 


holmes & assoc. 


Randhurst 
392-2700 


Professional Level Suite 23A 


PRIVATE SECRETARY 


If you are a career secretary 
interested in a challenging 
s u b u r b a n secretarial situ- 
ation, we would like to hear 
from you. 
The successful applicant will 
possess good shorthand and 
typing skills and experience 
as secretary to sales manager 
or related sales executives. 
Excellent working conditions 
and benefits; 
salary 
com- 


mensurate with skills and ex- 
perience. Call or write Mr. 
Ken Kania, 380 Meyer Rd., 
Bensenville. 


766-2250 


Interviewing hours Mon thru 


Fri. 8:30 a.m. -8p.m. 
(Iblk. W. of York Rd., 


3 blks. N. of Irving 


ParkRd.) 


KEYPUNCH OPERS. 


TO $550 FREE 


Local bluechip firm needs two 
experienced alpha and numer- 
ic keypunch operators Years 
of experience are not re- 
quired, just ability to perform 
with minimum of supervision. 
Call Carol McCabe at 394-1000, 
LADY x HALLMARK, 800 E. 
Northwest Hwy., Mount Pros- 
pect. 


FREE 


BUDGET CLERK 


Some accounting background. 
$520 


MULLINS 
394-0100 


15 N. Arlington Hts. Rd. 


Call Phyllis Bishop 


Local doctor. 
$540 


MULLINS 
394-0100 


15 N. Arlington Hts. Rd 


Call Phyllis Bishop 


"HOME BUILDER" 


RECEPTION-GEN. OFFICE 


Local developer needs sharp 
girl to handle telephones, re- 
ception & light typing. 8:30-5 
PM. salary $100-125. Free. 
Call 392-6100 


Sheets 4 W. Miner, Arl. Hts. 


FREE 


GIRL FRIDAY 


Local firm. Secretarial skills. 
$500. 


MULLINS 
394-0100 


15 N. Arlington Hts. Rd. 


Call Jane Hand 


SECRETARIES 


Expansion of our new modern 
plant has created openings for 
secretaries with good typing 
and shorthand skills. Open- 
ings available in our Engi- 
neering, Marketing and Law 
Departments. 
Positions offer good pay, ex- 
cellent 
working 
conditions, 


liberal vacation plan, profit 
sharing and many other Dene- 
fits. 


APPLY 


MOTOROLA 


ALGONQUIN & MEACHAM RDS. 


SCHAUMBURG, ILL 


Help Wonted—Femole 
Help Wanted—Female 
Help Wanted—Female 


SECRETARY 


Immediate position available 
for an alert, capable individ- 
ual with a pleasant coopera- 
tive personality. 
Applicants 


must possess average typing 
and shorthand skills and the 
ability to maintain an effec- 
tive filing system. 
F i n e s t working conditions, 
above average salary and an 
outstanding fringe benefit pro- 
gram can be yours should you 
qualify. Call or apply. 


EVANS PRODUCTS CO. 


2200 East Devon 


Des Plaines 


297-3200 


TYPISTS NEEDED 


Opportunities available for ac- 
curate typists. Speed impor- 
tant, but not essential in all 
positions. Excellent working 
conditions & company paid 
employee benefits. 


CALL PERSONNEL 766-3400 


FLICK REEDY CORP. 
York & Thorndale Rd. 


Bensenville 


An equal opportunity employer 


SWITCHBOARD RECEPTION 


Many positions open for girls 
who enjoy public contact. Will 
teach swbd. To $450. Free. 
ALICE KENT PERSONNEL 
120 Main St. 
Park Ridge 


Register by phone 
698-3387 


Help Wanted—Female 


BUDGET CLERK 


Beeline has need of a girl 
with an ability and interest in 
figures for work in our Budg- 
et Department. 
Responsibilities will include 
preparation of budget and de- 
partmental activity reports; 
l i g h t a n a l y s i s and in- 
volvement in special projects 
and studies. 
The successful gal will have a 
strong figure apptitude, a 
flexible and inquisitive ap- 
proach and an ability to type 
numeric reports 
accurately 


and quickly. 


Salary Open 


Call Ken Kania at Beeline 
Fashions, 380 Meyer Rd., 


Bensenville 


766-2250 


ASSISTANT TO 


DECORATING COORDINATOR 


SCHAUMBURG 


Levitt & Sons is looking for a 
qualified individual to assist 
the Decorating 
Coordinator. 


Applicant should have knowl- 
edge of decorating field, par- 
ticularly carpeting and drap- 
eries, and should be able to 
function in a selling capacity. 
Basic secretarial skills also 
required. 
Send resume to: 


LEVITTMARK INC. 


One Strathmore Court 


Buffalo Grove, 111. 


CHECK OUT WOMAN 


Days. Over 21. 


CONVENIENT FOOD MART 


215 E. Lake Street 


Bloomingdale 
894-9692 


FILING CLERK 


We've got a job available im- 
mediately for a willing work- 
er who would like to do filing 
and general office work on a 
part time basis, approximate- 
ly six hours per day, 12 
months per year. We offer full 
company benefits and ex- 
ceptionally pleasant working 
conditions. Please call Mrs. 
Frischmann. Elk Grove Vil- 
lage. 


439-9000 


PART TIME 
WAITRESSES 


Wanted. Breakfast & Lunch. 


HOLIDAY INN 


OF MT. PROSPECT 
200 E. Rand Rd. 


255-6336 


Employment Trainee 


Earnings open. Future you 
determine. We will train you 
in the growing field of person- 
nel placement. Call Bill Mul- 
lins, MULLINS & ASSOCI- 
ATES, 394-0100. 


WANTED WOMAN 


to manage new travel agency 
in Wauconda, 111. Must meet 
ATC and IATA experience re- 
quirements. Inquire 


312-526-2188 


Ask for Neville Carr 


"GENERAF OFFICE ~ 
Opening in finance depart- 
ment, variety of duties, typing 
required. Air-conditioned of 
fice, insurance benefits, vaca- 
tion. Apply Treasurer's Of- 
fice, 112 East Northwest High- 
way, 
Mount Prospect — 392- 


6000. 


FULL-TIME WOMAN 
for all phases of office proce- 
dure. Accurate typing a must. 
Some 
bookkeeping 
helpful. 


Age open — salary open. New 
office located in Elk Grove 
Village. Call Mrs. Webber 956- 
0040. 


READ CLASSIFIED 


TYPIST 


Invoicing and checking orders 
for small company in industri- 
al park. Pleasant surround- 
ings. Will train. Phone 392- 
1476. 


LET 


BETTY BEE 


In our 


introduce you to the 


job opportunities at Beeline 


Office -. 
FULL TilME 
PART TIME 


In our 


CLERK-TYPIST 
Various positions available for qualified individuals. Office experience help- 
ful but not always necessary. 


KEYPUNCH OPERATORS-TRAINEES 
Experienced operators or trainees with good typing skills. Openings also on 
2nd shift. 


BUDGET CLERK 
Report preparations & statistical typing. 


Office Hours: 8:30 to 5:00 p.m. 


Distribution Center 


MERCHANDISE SELECTORS 
Clean light work selecting merchandise for our customers. 


MERCHANDISE COUNTERS 
Inventory incoming merchandise 9 a.m. to 2:30 p.m. openings available 


ORDER FILLERS 
Break down orders by individual customer and bag merchandise. Light 
enjoyable work but wfll familiarize you with Beeline styles. 


Distribution Center Hours: 


8:15 a.m. to 4:45 p.m. 


9 a.m. - 2:30 p.m. 


Earn while you enjoy a pleasant day's work with friendly suburban housewife com- 
panions. Regular increases, profit snaring, Christmas bonus, cafeteria, and liberal 
employee discount. Modern air conditioned facilities. You'll love it! 


• FASHIONS, INC. 


380 MEYER ROAD 
BENSENVILLE 


PO 6-2250 


Interviewing Hours: Monday thru Friday 8:30 a.m. to 8:00 p.m. 


WARD HELPERS 


Immediate openings for wom- 
en interested in full 
time 


or part time steady employ- 
ment in institutional house- 
keeping. Excellent salary & 
b e n e f i t program including 
free life insurance. Apply in 
person. 


Personnel Office 
Northwest 


Community Hospital 


800 W. Central Road 
Arlington Hts., 111. 


GENERAL OFFICE 


Billing clerk. Light typing, 10 
paid holidays, paid vacations, 
profit sharing, educational as- 
sistance, insurance, and re- 
tiiement plan. Merit increas- 
es. New modern building. Ex- 
perience 
desired 
but 
will 


train. Age 21-45. Good starting 
salary. Contact W. Porter for 
appointment. 


647-9363 


An equal opportunity employer 


STEADY PART TIME 


2-3 FULL DAYS 


GENERAL OFFICE 


MUST TYPE 


Interesting management work 


H. 'MYLES GORDON 


& ASSOC 


401 N. Salem, Arlington Hts. 


See Mrs. Lawry 1-4 p.m. 


MAIL CLERK 


We are in need of a girl to 
sort & distribute mail. Must 
be fast & accurate. Additional 
duty would include typing of 
purchase orders, etc. 


MATHESON SCIENTIFIC 


1850 Greenleaf Ave. 


Elk Grove Vil. 
439-5880 


SECY. - CUST. SERVICE 


Typing & shorthand or speed 
writing Excellent salary and 
Co. benefits. 37><2 hr. week. 


LEVITT & SONS 


1161 Twisted Oak Ln. 


CALL MRS. JOHNSON 


537-6420 


* 
Buffalo Grove 


DINNER WAITRESS 
Some experience. Full time & 
part time. Closed Mondays. 
Own transportation. Uniform 
furnished. Good returns. Call 
Mrs. Welch 272-0500. 


SPORTSMAN COUNTRY CLUB 


Northbrook, Illinois 


Want Ads Solve Problems 


SECRETARY 


WHY WORK IN CHICAGO - 
WORK CLOSE TO HOME 


Leave for work after the Loop crowd — arrive home before 
they do. 
Secretary to Director of Industrial Marketing and to assist- 
ants. 
Modern, executive offices, excellent working conditions, pay 
and benefits. For further information and interview, call: 


PERSONNEL DEPARTMENT 


439-1530 


A. 0. Smith Harvestore Products, Inc. 


550 W. Algonquin Road 
Arlington Heights 


An Equal Opportunity Employer 


PLASTICS 


Machine Operators Also Bench Help 


Light clean safe and steady employment. 1st, 2nd, 3rd shift. 


EXCELLENT STARTING WAGES 


AUTOMATIC INCREASES 4 TIMES THE FIRST YEAR 


Free insurance, holiday pay, paid vacations, profit sharing, 
etc. 


A. F. HORLACHER CO. 


400 S. Hicks Rd. 
Palatine, III. 


359-3344 


Temporary Help 


MOTHERS WANTED 


Arlington Hts. —Mt. Prospect 
Palatine — Rolling Meadows 


We need 25 women with vehicles who can work as super- 
visors in the field, handling approximately 15 carrier boys, 
Mon. 
thru Fri. Hours will be from 6 a.m. to 10 a.m. Salary 


plus vehicle allowance. This is for a two week period begin- 
ning with March 17th thru March 31st. 
Call: 394-0110 and ask for Harvey or Pat. 


PADDOCK PUBLICATIONS, Inc. 


SECRETARY 


Needed immediately to fill position open at top manage- 
ment level. Salary commensurate with experience. Many 
fringe benefits including insurance and profit sharing pro- 
grams. Please apply in Personnel Office. 


JEWEL HOME SHOPPING SERVICE 


Jewel Park — US Highway 14 


Harrington, Illinois 


381-2600 ext. 413 


An Equal Opportunity Employer 


SWITCHBOARD OPERATOR-TYPIST 


Permanent position. PBX console, also general typing. 5 
day week. Free lunches. 


BENSENVILLE STATE BANK 


Bensenville, Illinois 
766-0800 


Results are fast with a "CLASSIFIED"! 
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Help Wannd FimaU 
Htlp Wonted— P«moU 
Htlp Wanted— Female 


MT 
(ELK GROVE VILLAGE) 


N O 
E X P E R I E N C E N E C E S S A R Y 


W I L L 
T R A I N 
Y O U 


Light assembly work that is easy to learn and clean. Modern working conditions in a 
pleasant cooperative atmosphere where quality people produce quality musical 
recording equipment 


2ND SHIFT OPENINGS 
4:30 P.M. - 1 A.M. 


OTHER OPENINGS AVAILABLE FOR : 


• Milling Machine Operators 


• Tape-0-Matic Operators 


• Machine Repairman 


• Maintenance Man 


ADVANCEMENT OPPORTUNITIES PLUS 


• Steady Permanent Employment 
• Good Starting Rates 
• Profit Sharing 
(Based on 1-3 years 


I After only 1 yr plus four 
experience 


COME IN OR CALL 


DON SHETKA 


insurance 


i Life, hospitalization & 
major medical > 
• Two Weeks Vacation 
• Product Purchase Discount 


956-0990 


AMPEX 


2201 Lunt, Elk Grove Village 
An Equal Opportunity Employer 


CORPORATION 


!! NEEDS !! 
• Secretaries 
• Personnel Assistant 
• Accounting Clerk 
• Clerk Typists 
• File Clerks 
• Mailroom Clerk 


If you are experienced in any one of the above areas or 
possess an eagerness to learn, please call Mrs. Gayton at 
2%-1142 to discuss your career goals. 


EKCO Products, Inc. 


IMMEDIATE OPENINGS 


PRESS PACKERS 


12:45 a.m. to 7:45 a.m. 


6Mi hrs. . 
. $2.37% to start 


Add .15c per Hr. for shift pre- 
mium. Free Major Medical & 
Life Insur. Cafeteria. 9 paid 
h o l i d a y s . Many company 
benefits. 


CALL US AT - 
537-1100 


OR VISIT US AT - 


777 Wheeling Rd. Wheeling, HI. 
An equal opportunity employer 


125 Oakton 
Des Plaines 


An Equal Opportunity Employer 


Editorial Public Relations 


Young woman to assume editorial i printing production 
responsibilities 
Work on news releases, rough layouts, 


pa.ste-up, printed material & variety of promotional pieces. 
Prefer person with degree or college level courses in jour- 
nalism, advertising or marketing. Typing & some experi- 
ence in writing & print production techniques required 


Typist-Education Department 


Topnotch typist who can accurately type 50-60 wpm. Prefer 
more mature individual. Answer inquiries relative to our 
CDP exam and other educational programs. Also some fil- 
ing and phone work 


Computer Operator 


Prefer young woman with 2 years or more experience in 
the MH-120 or MH-zoo computer. Also must be able to do 
light programming, using Co hoi. 


Paid hospitaii/ation & group life insurance, other fringe 
benefits 3H'i hour week. To arrange for interview, call R. 
E Kuempcl. 


825-8124 


CLERICAL SALES 


SUPERVISOR 


Unusual opportunity for a qualified woman seeking the sort 
of challenge and excitement to be found in a fast paced 
marketing department. Position involves supervising cleri- 
cal staff and acting as "Gal Friday" to Customer Service 
Mnnazer Prefer previous supervisory experience, gooo of- 
fice skills (including shorthand) and working knowFedge of 
manufacturer's scheduling operations. 


CALL OR APPLY IN PERSON 
SOLA ELECTRIC 


1717 Busse Rd. (Rte. 83) 


HE 9-2800 


Elk Grove Village 


PART TIME 


GENERAL OFFICE 


Interesting diversified position 
available in advertising-sales 
p r o m o t i o n department of 
modern progressive organiza- 
tion. Duties will include filing, 
light typing, mailings, etc. 
Should be available about 20 
hours per week. Pleasant 
modern surroundings. Located 
in Niles (7700 North, 5500 
West). Call Mr. Kruczek-967- 
7711 


DENTAL SECRETARY 


ASSISTANT 


Friendly, alert, mature wom- 
an, 25 to 50, to assist dentist. 
Answer telephone, make ap- 
pointments, filing and some 
light typing. Will train. Salary 
depends upon qualifications. 
4>£ day-week, Tues through 
Sat. noon. 255-9690 


GENERAL OFFICE 


Fast growing Elk Grove firm 
needs experienced girl — 
good with figures. Diversified 
office duties. Good starting 
rate. Paid vacations. 


CALL 439-6030 


SECRETARY 


Need secretary, small office. 
Good working conditions. Age 
open. Typing, shorthand, light 
bookkeeping 
and 
organiza- 


tional abilities. Call between 9 
a.m. -11 a.m. Mon. thru Sat. 


255-1714 


HELP WANTED 


' FULL & PART TIME 


for light assembly in clean, 
pleasant factory. Call 766-8810. 


CLERK-TYPIST 


$23.84 per day minimum, free 
transportation available. In- 
surance, other benefits. Call 


637-4100 ext. 215 


PADDOCK 


ISA 


PEOPLE 
PLACER 


WANT AD 
DEADLINES: 


MON., 3 P.M. 


(for Wednesday edition) 


WED., 3 P.M. 


(for Friday edition) 


FRL, 3 P.M. 


(for Sunday Suburbanite) 


FRL, 4:30 P.M. 


(for Monday edition) 


CALL: 


394-2400 


Htlp Wanted—Female 


Temporary 


ADDING MACHINE OPERS. 


CLERKS-BOOKEEPERS 


KEYPUNCH OPERATORS 


TYPISTS-SECRETARIES 


INCREASE YOUR 


EARNINGS IN 1969 


Join Chicago's 


Largest & Busiest 


Temporary Service 


Lifesavers, Inc. 


Randhurst Center . .392-1920 
Upper Level 
Room 63 


Old Orchard .. 
. .677-5130 


Prof. Bldg 
Room 512 


7 S. Dearborn, Chgo. 332-5210 


AN EQUAL OPPORTUNITY 


EMPLOYER 


Htlp Wanted—Fcmol* 


PRINT ROOM GIRL 
Young lady wanted for our 
Reproduction Dept. to operate 
our reproducing 
equipment 
such as: Briming, Xerox, etc. 
Experience 
not necessary. 


Excellent working conditions, 
and company paid benefits. 


CALL PERSONNEL 766-3400 


FLICK REEDY CORP. 
York & Thorndale Rd. 
Bensenville 


An equal opportunity employer 


CLERK - TYPIST 


P e r s o n a b l e individual to 
handle diversified duties, in- 
cluding telephone, order pro- 
cessing & typing for Sales Of- 
fice. No shorthand. 


Free Medical Insurance 


Stock Incentive Plan 


9 Paid Holidays 
2 Weeks Vacation 


FISCHER & PORTER CO. 


175 Scott St. 


Elk Grove Village 


437-6800 


Career Opportunity 
Mature woman wanted for 
challenging position as chair 
side assistant and office man- 
ager for orthodontist. Good 
speech, appearance and per- 
sonality essential. Must be 
right handed and like working 
with hands. Will train. Hours 
8 to 5 p.m., 5 day week, Sat- 
urdays included. Salary open 
depending on qualifications. 


255-4666 


PART TIME 


OR FULL TIME 


Female help wanted. We op- 
erate 24 hrs. a day. Come in 
and let us know what hours 
you can work. Most any hours 
can be arranged. Apply in 
person. 


TENEX CORP. 


1850 Estes 
Elk Grove Vil. 


SECRETARY 


Two man sales office. "Girl 
Friday" to run office. Short- 
hand. Salary open. Call Jack 
Ward 439-7700. 


KERSEY-SPARLING 


METER CO. 


1025 Criss Cir. Elk Grove Vlg. 


Attractive gal to work part 
time in model apartments. 
Sundays and two weekdays, 
hours 11 to 5 p.m., $2.25 per 
hr. Call Wendy, Saturday. 


956-1110 


SECRETARY 


Full or part time. To handle 
small office. Light shorthand, 
t y p i n g , invoicing, book- 
keeping. Pleasant conditions. 
Good opportunity to grow. 
Call Mr. Van only, 766-1924. 


HOMEWORK 


Women work from home 3-6 
hours per day .train for phone 
order taking. Excellent salary 
plus phone allowance. 


ST 2-4360-Ask for Lil 


PANTRY GIRL 


Part time, week-ends, must 
have some experience. Call 
356-2800. Ask for Mr. Bakos 


UNCLE ANDY'S 
COW PALACE 


Temporary 


OR 


Full Time 


WORK IN YOUR AREA 


DAYS, WEEKS YOU WANT 
$50 Bonus 


plus 


Top Rates 


WE NEED 


52 Typists 
48 Secy's. 


32 Diet. Oprs 
43 Clerks 


29 Keypunch Oprs. 


Come to RIGHT GIRL where 
the money is and for best as- 
signments. 
Right Girl 
TEMPORARY SERVICE 
It Pays To Be a Right Girl 


3200 Dempster .. Des Plaioes 


(Opp. Lutheran Gen. Hosp.) 


Call JANE NELSON 


827-1108 


GENERAL OFFICE 
PART TIME 


TOP RATES 
YOUR AREA 


ANYTIME 


NO FEE 


CALL 259-6440 


availABILITY, Inc. 
34 S. Main Street 
Mt. Prospect, 111. 


1 Blk. N. of N.W. Station 


Ample free parking 


GENERAL OFFICE 


No office experience neces- 
sary and no age limit! Inter- 
esting and varied clerical 
duties. Typing and non-typing 
positions available. Beautiful 
m o d e r n office, cafeteria, 
many employee benefits in- 
cluding purchase discount on 
GT&E stock and Sylvania Col- 
or TV. Apply in person. 


GEN. TEL. DIRECTORY CO. 


1865 Miner St. 


Des Plaines 
827-6111 


An equal opportunity employer 


GENERAL OFFICE 


Alert, sharp young lady, who 
can handle responsible posi- 
tion which includes: varied 
duties, payroll, bank reconci- 
liations, accounts receivable, 
correspondence, 
etc. Will 


train. 5 days, 40 hours. 


TOP DOLLAR 


MONACO DRUGS 


(Main Office) 259-1051 


L. Monaco 


Arlington Heights 


GENERAL OFFICE 


Chicago downtown advertising 
agency needs young girl to 
p e r f o r m general clerical 
duties such as filing, verifying 
checks, etc. in Accounting De- 
partment. No experience nec- 
essary, however, 
applicant 
should have a figure aptitude. 
... Modern air cond. office 
... 5 Day — 35 Hr. week 
. .. Good starting salary 
' 
... Many company benefits 


Call 329-1100, Ext. 349 


CAFETERIA 


Permanent full time position. 
Hours 7 a.m. to 3:30 p.m. 
Small, modern employee cafe- 
teria. Varied duties. Good 
salary, frequent raises, ex- 
cellent benefits. Apply in per- 
son. 


GEN. TEL. DIRECTORY CO. 


1865 Miner St. 


Des Plaines 
827-6111 


An equal opportunity employer 


PRODUCTION CONTROL 


CLERK 


to work in production control 
department of modern plant 
located O'Hare Field area. 
Full range of benefits. Call, 
write or stop in and see Jim 
Walsh 
Berg Mfg. & Sales 
333 E. Touhy Ave. 
Des PI. 


299-4446 


YOUNG WOMEN 
General factory work. 


No experience necessary — 
good starting rate — extra 
benefits. Clean light work, no 
seasonal layoffs. 


TENNECO CHEMICALS 


1430 Davis St. 


Arlington Hts., 111. 


WILLIAM RAINEY HARPER 


COLLEGE 


Secretary at Harper Grove, 
Elk Grove Village. 37% hours 
per week. Good typing & 
shorthand 
skills. 
Excellent 


fringe 
benefits. Call Mrs. 
doodling. 


359-4200 


SWITCHBOARD OPERATOR 


7 A.M. TO 3 P.M. 


APPLY IN PERSON 


CLAYTON HOUSE MOTEL 


1090 S. Milwaukee Ave. 
Wheeling, 111. 


Help Waited—F«mql« 
Help Wanted—Femqle 
Help Wanted—F«molt 


CONTINENTAL MOTORS CORP. 


Has Immediate Openings in its Elk Grove Village facility for: 


KEYPUNCH OPERATOR 


ACCOUNTING CLERK 


FILE CLERK 


Work close to home at Continental Motors Corporation's new administrative & service 
facility in Elk Grove Village . We have several interesting & challenging positions 
open tor experienced, topnotch women in our accounting and data processing depart- 
ment. Our modern, attractive offices are conveniently located on Touhy Ave., just 
a few minutes drive from your home. 
Our pay is extremely competitive and we offer a liberal fringe benefit program, which 
includes: 


• Automatic increases 
• Liberal vacation plan 
• 10 paid holidays 


• Cost of living allowance 
• Tuition reimbursement 
• Company paid insurance 


Call Personnel Department for an appointment 


345-8200 


CMC 


Continental Motors Corporation 


An equal opportunity employer 


SECRETARY 


Loop Advertising 
Agency 
needs a secretary for 2 men 
in their Public Relations Divi- 
sion. No shorthand, but dicta- 
phone helpful. Able to type 55 
WPM on electric. 
... Modern air con. office. 
... 5 Day — 35 Hr. week 
... Good starting salary 
... Many company benefits 


Call 329-1100, Ext. 349, 


SECY. WANTED 


SECRETARIAL OPENING IN 
OUR MT. PROSPECT OF- 
FICE. Good typing, filing, 
general office work. Five day 
work week. Will consider less 
than 8 hour work day. 


Call Mr. Cinquini 


ARLINGTON REALTY, INC. 


208 S. Main St. 
Mount Prospect 


255-1515 


TYPIST CLERK 


Must be experienced 
typist. 
Transcribe letters from dicta- 
p h o n e . Handle reception 
duties and switchboard. Other 
general office work involved. 
Full company benefits. For 
interview report to: 


EATON, YALE &TOWNE 


1810 Estes Ave. 
Elk Grove, HI. 


An equal opportunity employer 


EMBLEM 
SEWERS 


Excellent wages and working 
conditions. 


LION UNIFORMS 


151 WILSON COURT 


Bensenville 


766^222 


PLASTICS 


MACHINE-OPERATORS 


Learn a valuable new skill in 
the growing plastics industry. 
No exp. needed, we will train. 
Openings on all 3 shifts. 


ALTRA PLASTICS CORP. 


1520 Pratt Blvd. 
Elk Grove Village 


439-6600 


Sec'y - Receptionist 
For modern sales office. Ex- 
cellent salary, working condi- 
tions and company benefits. 
37% hr. week. 


Call Mr. Craig 


LEVITTS SONS, INC. 
1 Strathmore Court 


Buffalo Grove 
259-9300 


SWITCHBOARD OPERATOR 


RECEPTIONIST 


35 hour week. Free hospi- 
talization, medical 
benefits. 
Free life insurance. Call Mr. 
Luce, 299-1161. 
General Cable Corp. 


1701 Birchwood Ave. 


(nr. Touhy & Mannheim) 


Des Plaines 


An equal opportunity employer 


GIRL FRIDAY 


For secretarial" as well as all 
around office duties. We will 
train but you should have 
good dictaphone exp. 2-girl 
branch office. $400 per mo. to 
start. 


See Mr. Hodson 
1025 Criss Circle 
Elk Grove Village 


439-7700 


General Cafeteria 


to help in new cafeteria in 
Wheeling. Days only, hours to 
suit. No weekends. Ideal for 
working mother. Option of 
summer off. We will train. 
Call for appointment. 


291-5492, Mr. Plummer 


DOCTOR'S 


RECEPTIONIST 


Office receptionist to make 
a pp ts ., answer telephone, 
bookkeeping and typing expe- 
rience preferred. 5 days per 
week. Excellent salary. Write 
Box F72, c/p Paddock Publi- 
cations, Arlington Hts., HI. 
60006. 


LADIES 


WE NEED HELP 


Our dynamic sales force is causing production to play 
"catch-up." Won't you join our friendly production depart- 
ment and help us "win THE race?" 


INSPECTORS 


No experience necessary 2nd, 3rd shifts. 


We offer the following benefits: 


• Profit Sharing 
• Three Increases 1st Year 
• Paid Vacation 
• Paid Holidays 
• Paid Life Insurance 
• Hospitalization 
• Short & Long Term Disability Insurance 
• Cost of Living Increases 
• Premium pay for 2nd & 3rd Shifts 
• Job Security 


TOWER PACKAGING CO. 


Wheeling, III. 


1150 S. Willis Ave. 


Ask For Mr. O'Connor 


An Equal Opportunity Employer 


537-2510 


HELP!! 


WE NEED 


2 CLASSIFIED AD TAKERS 


Our classified advertising department needs 2 ad takers. 
One girl to work full time, 5 days per week. Another, part 
time, 3 days (Wednesday, Thursday, Friday) Both would 
work 8 to 5 p.m. Mature women, with DO small children 
preferred. 


This is an interesting challenging job. If you like to talk to 
people over the phone, like typing & other general office 
work, you may be just the girl we are looking for. 


In town, Arlington Heights location; congenial surroundings 
& co-workers. 


For Appointment Call: 


MARIAN PHILLIPS 
394-2300 


PADDOCK PUBLICATIONS, Inc. 


217 W. Campbell 
Arlington Hts. 


EXECUTIVE SECRETARY 


M. Loeb Corp., a wholesale food distbr. requires an Execu- 
tive Secretary for its General Mgr. The successful applicant 
will have had previous experience as a secretary to com- 
pany executives, and will be discreet in the handling of an 
executive matters, in addition to possessing the normal sec- 
retarial skills, including shorthand. 


M. LOEB CORP. 


1925 BUSSE ROAD 
ELK GROVE VILLAGE 


LAUGH TIME 


- 


"I can tell this is an old movie by the dresses they're 


wearing—they're just like mine." 


PAGE C -I 
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H«lp 
H«lp Wanted— Nrnql* 
H«lp Wanted—PtmaU 
Htlp Wanted—Ptmak 


takes a 
short 
look 
at the 
past 


Because we're moving into your area soon, we think you 
should know a little about us, our background and 
;redentials. 


We're not Ozite-eome-lately, we're a one hundred and five year 
old company with ideas for the future. Founded in Lincoln's time, 
we're responsible for such nostalgic favorites as Plush, the deco- 
rative heavy curtain used to cover drafty windows, and its more 
modern cousin used to improve the acoustics in Talky movie 


houses back in the twenties. You've been walking on our animal hair 
and rubber cushion products for years. And now there's our complete 
line of Indoor-Outdoor, colored, patterned carpets, practically inde- 
structible and used for everything from yacht decks to kitchen floors. 


These products have helped build us into what we are today, the past, 


present and future of the carpet industry. Through hard work 
and progressive thinking we've expanded-and merged our- 
selves right out of our present corporate headquarters, into an 
ultra-modern complex of offices in Libertyville. 


Next week we'll tell you more about the opportunities our 
move will create for you. For more information call: 


F 
644-7252 


CORPORATION 


WESTERN ELECTRIC 


Has 


Immediate Openings 


For 


PART TIME EXPERIENCED 


Keypunch Opers. 


4:15 p.m. - 8:15 p.m. 


Work Won. thru Fri. in our modern regional center 


Attractive NEW Starting Salary 
Outstanding Benefit Package 


Rapid Progression 


10% Night Work Bonus 


APPLY IN PERSON MONDAY THRU FRIDAY 


8 A.M. to 4:15 P.M. 


OR CALL FOR APPOINTMENT 
Miss Irene MacLean 956-2641 


MissE. Lester 956-2642 


3800 Golf Road 


ROLLING MEADOWS, ILL. 


(Highway 58, just east of Highway 53) 


Western Electric 
m mm nut »r mi nu ITITIU 


AN EQUAL OPPORTUNITY EMPLOYER 


LIGHT FACTORY WORK 


No experience necessary, we will train. Modern plant, per- 
manent personnel wanted. Hours 7:30 a.m.-4 p.m. Full com- 
pany benefits. Apply in person. 


MASTER METAL STRIP SERVICE 


8940 W. Industrial Ave. 
Rolling Meadows 


THE BEST THING X CAN 
DO WITH yOUR SEMESTER 
PAPE.R /S POLO IT 
_ 


INTO AN AIRPLANE. 
) 
|| 


INTERIOR DESIGN 


INSTRUCTOR 


Progressive national concern 
seeking qualified instructor 
for local consumer-oriented 
H o m e Furnishings course. 
You will present a package 
course; all instructional aids 
are furnished. Degree pre- 
ferred in visual arts area. 
Must know: color, style, de- 
s i g n , promotion, publicity. 
Car necessary. A challenging 
position for the- right, wide 
awake individual. A unique 
opportunity. 
Mrs. Schweikert 
467-3646 


PRODUCTION 


We are looking for the right 
gals (Wirers, Solderers & 
Assemblers) to help staff our 
expanding production dep't. 
Experience helpful but not 
n e c e s s a r y . Our new in- 
stallation & many Co. benefits 
offer an exciting position for 
the right individuals. Contact 
by appointment J. Danowski, 


NUCLEAR DATA, INC. 


5294600 


An equal opportunity employer 


SHIPPING 


Packing, wrapping. Some ex- 
perience prefemd but will 
train willing worker. Per- 
manent position. 5 days, 40 
hour week. 


MOSSTYPE 


ISO Scott St. 
Elk Grove 


HE 7-1300 


WAITRESS WANTED 


Days & night shifts available. 
Full or part time. Apply in 
person 


STEVE'S RESTAURANT 


31N. Wolf Rd., Wheeling, 


or call 537-6400 


WAITRESSES 
Full or Part Time 


LANDERS CHALET 


1916 E. Higgins 


Elk Grove 


439-2040 


TRAINEES WANTED 


Bank of Elk Grove 
Opening for Teller Trainee 
and A c c o u n t Verification 
Clerk. Call Personnel Depart- 
ment, 439-1666. 


WAITRESSES 


Weekend nights only. Hours 5 
P.M.-W P.MT 


Apply in person 


RAPP'S RESTAURANT 


602 W, NW Hwy., Arlington Hts. 


SALES CLERK 


Neat, attractive, 
must like 


people & art works. Located 
on Busse & Algonquin Rds. 
Show oil paintings from 10 to 
5. Call after 6 — 439-8422 


RECEPTIONIST 


DENTAL ASSISTANT 


Part time 


4 hrs. mornings—5 days, or 2 
or 3 full days. Will train. 


259-3310 


KEYPUNCH 
OPERATOR 


Medium sized modern office 
has an excellent opportunity 
for girl with 1 or more years 
of keypunch experience and 
able to perform numeric oper- 
ation. Excellent starting sala- 
ry. Many benefits. 


437-8500 


THE HERST-ALLEN CO. 


1600 Busse Road 


Elk Grove Village 


EXECUTIVE 
SECRETARY 


Leading manufacturer of pow- 
er pipe cutting equipment has 
position available for experi- 
enced executive secretary 
combining general office and 
secretarial duties. Attractive 
new office. Full benefits. Top 
salary. 
APPLY TO ED WACHS JR. 


537-8800 


E. H. WACHS CO 


Shepard & Glenn Streets 


Wheeling, 111. 


PART TIME 


LIGHT CLEAN ASSEMBLY 


7 p.m. to 12 p.m. 


Openings exist for (6) women 
to do light plastic assembly 
work. No experience neces- 
sary. Apply in person or con- 
tact Mr. Kroll, 439-5500. 


SERVICE PLASTICS, INC. 


1850 W. Touhy 
Elk Grove Village 


GENERAL OFFICE 


Typing required, high school 
graduate, permanent position 
with opportunity for advance- 
ment. Many company bene- 
fits. Phone for appt. 


439-4666 


ALLIS-CHALMERS 


1161 McCabe 


Elk Grove Village 


An Equal Opportunity Employer 


SWITCHBOARD 
RECEPTIONIST 


Typing required. New office 
in Centex Park. Hours 8:30 to 
5 p.m. Pleasant working con- 
ditions with large paper com- 
pany. 


Call Mr. Green at 


439-4000 


GENERAL FACTORY 
help wanted and experienced 
Kick Press operator 
pre- 


ferred. Call for appointment. 


CONTINENTAL 


SPRING SPECIALTIES 


620 Bennett Road 


Elk Grove Vil. 
437-8565 


FULL TIME 


Needed 8 women to start with 
electrical outlet company. No 
experience necessary. We will 
train you. Guarantee $525 per 
month if you qualify. 


Call Bob Wilson 637-1053 


WANT AD 
DEADLINES: 


MON., 3 P.M. 


(for Wednesday edition) 


WED., 3 P.M. 


(for Friday edition) 


FRI., 3 P.M. 


(for Sunday Suburbanite) 


FRI., 4:30 P.M. 


(for Monday edition) 


CALL: 


394-2400 


Help Wanted—Female 


CLERICAL 
SECRETARY 


The Commercial 
Printing 


Dept. of Paddock Publications 
offers an excellent position for 
the right person. 
Duties include time account- 
ing, cost recording, liaison be- 
tween salesmen, suppliers and 
customers plus general secre- 
tarial duties. 
A background 
of clerical 


recording, bookkeeping and 
office procedures is neces- 
sary. 
Excellent 
surroundings 
in 


friendly but industrious de- 
partment group. Top salary, 
profit sharing, fringe benefits, 
and opportunity for advance- 
ment. 


Call Win Plontke 
394-2300 


PADDOCK 


PUBLICATIONS, 


Inc. 


217 W. Campbell 
Arlington Hts., 111. 


Positions Available For: 


CLERKS 
TYPISTS 


SECRETARIES 


STENOGRAPHERS 
KEYPUNCHERS 


GENERAL OFFICE 


SWITCHBOARD OPR. 


Be a "REDDY-HELFER." 
Select your own days. Accept 
assignments for as many or 
as few days as you wish. Spe- 
cial bonus plan. 


JMH SERVICES 
Temporary Help Service 


439-8370 


LAB TECHNICIAN 


W o m a n 
with exceptional 
alertness and follow through 
who likes a challenge; to 
make a wide variety of non- 
routine evaluations of mate- 
rials and products in research 
department. Flexible hours — 
20 to 30 per week. If desired, 
can be only when your chil- 
dren are in school, or can be 
less than 5 days per week. 
Some chemical training or 
typing helpful, but neither re- 
quired. 


CALL OR COME IN 


439-8500 


WEBER MARKING 


SYSTEMS INC. 
711 W. Algonquin Rd. 


Arlington Heights 


An equal opportunity employer 


LIGHT 


ASSEMBLY 
Wiring and soldering 


New plant — excellent fringe 
benefits, profit sharing, paid 
vacation, paid holidays, hospi< 
talization & life insurance. 


Call or come in 
Johnson 


Electric Coil Co. 


936 Larch Ave. 
Elmhurst 


833-1800 


CLERK-TYPIST 


Small'office of aviation hard- 
ware distributor has imme- 
diate opening for full or part 
time employment. Many Co. 
benefits. Contact Mr. Weisner. 
766-7110 


DANIELS 


SERVICE-PARTS CO. 


320 Meyer Road 


Bensenville 


READ 


THESE 


COLUMNS 


Help Wonfed—Femalt 


SECRETARY-STENO 
If you have good typing & 
shorthand skills and would 
like to have a responsible job, 
we may have what you are 
looking for. Call us even if 
you lack normal experience 
required for such a job. 


ADVERTISING CLERK 


We will train. 


A good opportunity to learn 
the operations of a corporate 
advertising department. Light 
typing required. Call for ap- 
pointment, 775-2550. 


SQUARE D CO. 


205 S. NW Hwy. Park Ridge 
An equal opportunity employer 


NEW 


COMMUNITY SERVICE 


FULL TIME — PART TIME 


No experience necessary 


Time Life now moving into 
sphere totally apart from its 
magazine operations. 
This 


new division of Time Inc. is 
introducing a new community 
oriented program in this test 
area. 
Pleasant work for full time 
employees and part time as- 
sociates. Full range of com- 
pensation . . . wide choice of 
assignments . . . cooperative 
efforts with local charities. 
For information phone Mrs. 
Cheatham — 392-6345. 


CASHIER 


GENERAL OFFICE 
Full time positions. Attractive 
s a l a r y , merchandise d i s- 
counts, 
hospitalize tion and 


profit sharing. Pleasant work- 
ing conditions. 


APPLY PERSONNEL. 
GOLDBLATT'S 
1084 Mt. Prospect Plaza 


Mt. Prospect 


PART TIME 


BILLNG CLERK 


Capable of handling billing, 
accounts receivable and ac- 
counts payable. Knowledge of 
NCR machine desired. Small 
manufacturing office. 


STERLING AUTOMOTIVE 


MFG. CO. 


Div. of Avnet, Inc. 
2140 E. Lunt Ave. 
Elk Grove 


439-1000 


SECRETARY 


For great little company. 
Growing company near Cary, 
111. seeks a capable secretary 
for its Vice President. You 
will work with 10 other pleas- 
ant people in modern, air con- 
ditioned office. Broad benefits 
include paid vacation, co. 
paid hospital & life insurance, 
e t c . Salary commensurate 
with ability. See how pleasant 
work can be — call, 


Cary, 639-3883 


CHAIRSIDE 


DENTAL ASSISTANT 


Full time in Mt. Prospect. No 
experience necessary. Inter- 
esting work in a busy office. 
Phone £3-7000. 


Immediate opening in a young 
fast growing electronic sales 
office for a Receptionist/Girl 
Friday. Call 439-8100. 


ARCO ELECTRONICS 
Elk Grove Village 


OFFICE GIRL 


L i g h t typing and 
Fringe benefits. 


filing. 


FAIRCHILD PRINTING 


SERVICE, INC. 


766-3606 


PART TIME 


Doctor's office. Includes after- 
noons, Saturday AM and 1 
evening a week. No experi- 
ence necessary. Call 392-9192. 


BEAUTICIAN 


Wanted for Mt. Prospect. Call 
CL 5-4313. 


CANDY SALESLADY 


Full time 10 a.m. to 6 p.m. 
No experience necessary. Ap- 
ply 


DUTCH MILL CANDIES 
Randhurst Center 


REGISTERED NURSE 


For nursing home. Full time. 
Paid vacation & holidays 


BEE DOZIER 


Palatine 
359-1663 


MEDICAL RECEPTIONIST 


Full time. Also Medic?! typist 
for doctors in Des Plaines 
area. 


298-2880 


CHEFS ASSISTANT 


Part time. Daytime hours can 
be arranged. No Saturdays or 
Sundays. 


RAPP'S RESTAURANT 


602 W. NW Hwy., Arlington Hts. 


1 


Help Weirttd—Ftmalt 
Help Wonted—F»malt 


Two Good Reasons 


Why Your 1st Year 


Will Probably Be 


More Rewarding 


At Illinois Bell 


1. A RAISE 


2. A RAISE 


OPENINGS IN ARLINGTON HEIGHTS 


AND WHEELING. 


That's right! Whether you're a typist-clerk, a telephone op- 
erator or a customer relations specialist at Illinois Bell 
you'll have the chance to earn Two Raises your first year. 
Since our starting salaries are about the same as equivalent 
jobs elsewhere, you'll get ahead faster here if you've got 
the ability and desire to do so. 
Famous Bell benefits also add up for you. Benefits include: 
college level tuition aid, and, we think, the opportunity to 
work with some of the best people around. 
Work is interesting and varied. You'll be trained for inter- 
esting varied work that is as important to people as their 
telephone and you'll have lots of opportunity to move up in 
the company . .. many of our people have. 
Match yourself to these qualifications, then come see us! 
We're an Equal Opportunity Employer. 


OPERATOR 


Girls who get the calls through need good telephone voices, 
the ability to listen, the desire to help people. 


CUSTOMER RELATIONS 


Our service representatives who advise customers on all 
telephone matters need friendly personalities, quick bright 
minds. College or business experience helpful, not neces- 
sary. 


TYPIST-CLERK 


Good tyoing ability and clerical skills needed. 


Illinois Bell Telephone 


APPLY AT: 


Arlington Heights — 116 Eastman 


Libertyville — 125 E. Church 


OR CALL: 


Wheeling Chief Operator 537-9901 


392-6600 
362-5520 


LADIES 


WE NEED 


Wirers-Solderers 


TMA 


FULL TIME - Hours 8 to 4:30 p.m. 


• STEADY EMPLOYMENT 
• AUTOMATIC INCREASES 
• FREE LIFE-HOSPITAL INSURANCE 


ALSO PART TIME - 9 a.m. - 3 p.m. 


CALL PERSONNEL OFFICE 


LE 7-5700 
SP 5-4300 


1020 Noel Avenue 
Wheeling 


LIGHT FACTORY WORK 


at our brand new Plastics Molding Plant. Immediate open- 
ings on 1st and 2nd shifts for Inspection, Packing & Bottle 
Pickers. 


CENTRAL STATES CAN OFFERS - 


JOB SECURITY 
7 PAID HOLIDAYS 
FREE LIFE INSURANCE 
FREE HOSPITALIZATION PLAN FOR YOU 
AND YOUR FAMILY 
FREE PENSION PLAN 
PROFIT SHARING 
WAGE INCREASES 


We also hire men with Blow Molding experience. 


PHONE 773-0090 OR COME IN FOR AN INTERVIEW 


CENTRAL STATES CAN CORPORATION 


701 Hilltop Drive 
Itasca, ni. 


Rt. 53 & 19 (Irving Park Rd.) 


AN EQUAL OPPORTUNITY EMPLOYER 


CLERK TYPIST 


Position available for a woman who enjoys detail work. Will 
work with production orders and bills of materials in our 
Engineering Department. Should be average typist. Early 
hours — 8 a.m. to 4:30 p.m. 


CALL OR APPLY IN PERSON 
SOLA ELECTRIC 


1717 Busse Rd. (Rte. 83) 
Elk Grove Village 


HE 9-2800 


Results are fast with a "CLASSIFIED"! 


FRI., MAR. 7, INft 


Htlp Wanted— Female 
Htlp Wanted—Female 


WOMEN 


Don't make 1969 a questionable year. Be sure of your future 
and job satisfaction. Become part of our rapidly growing 
team, one that appreciates the efforts of its employees and 
rewards them for their contributions. Come in and spend 15 
minutes and let us show you what we do and how we can 
help each other We now have openings for: 


ASSEMBLERS 


1st shift - 8 a.m. - 4:30 p.m. 
2nd shift - 5 p.m. -1 a.m. 


EXPERIENCE NOT NECESSARY IN THE ASSEMBLY OF 


OUR ELECTRONIC PRODUCTS. 


Good starting rates 
Safe clean work 
Incentive & bonus jobs 


Wage reviews every 90 days 
Modern air conditioned plant 
Background music 


METHODE MFG. CORP. 


Rolling Meadows 
1700 Hicks Road. (Near Euclid) 


392-3500 


"YOU'LL DO FINE IN '69" 


When You Join Our Newest Product Development 


Ol'R 3RD SHIFT OPENINGS, 11:15 p.m.-7:15 a.m. (six 
hrs mm > needs your skills to help build our fascinating 
new product line, computer panel boards, while earning a 
good steady income 


WHILE SITTING you will perform under the best working 
conditions light, interesting and careful work on small, 
clean, metal and plastic parts, 


WE WILL INSTRUCT YOU IN 
• VISUAL INSPECTION 


• HAND ASSEMBLY 


• MACHINE OPERATIONS 


TRANSPORTATION arrangements are possible with present 
emplojees driving from local or neighboring communities. 
Let us know of your abilities by personally applying or 
calling 


439-8800, Ext, 537 


CINCH MANUFACTURING CO. 


1501 Morse Ave. 
Elk Grove Village 


An Equal Opportunity Employer 


SECRETARY 


Challenging position available in modern research center, 
for an experienced secretary Will work in intriguing areas 
of research Scientific background not required. Must have 
good typing & shorthand skills. 


Many company benefits, including paid vacations, holidays, 
insurance program, etc Please call Personnel Department. 


BORG-WARNER CORPORATION 


Roy C. Ingersoll Research Center 


WOLF It ALGONQUIN RD 
DBS PLAINES 


827-3131 


An Equal Opportunity Employer 


"WORK A LITTLE - LIVE A LITTLE" 


Let OLSTEN'S help you turn your extra hours into extra 
$$$ Work close to home Select the days you would like to 
work Have the same days off the children do. 
We are in desparatc need of STENO'S, TYPISTS, CLERKS 
and BOOKKEEPERS CALL or COME IN whatever your 
skills may be Top pay NO FEE EVER with OLSTEN'S. 


OLSTEN TEMPORARY SERVICES 


430 Touhy Ave 
Park Ridge, 111. 


825-7141 


Betty Giroux & Dorothy Connelly 


We have offices in Chicago, Oak Park, Elmhurst, Lake 
Bluff and Evanston 


ACCOUNTS PAYABLE CLERK 


Position immediately open in our Accounts Payable Depart- 
ment Applicants must have good figure aptitude and enjoy 
working with figures Excellent starting salary, one weeks 
paid vacntion after 6 months employment, and many more 
fringe benefits 


M. LOEB CORP. 


1925 Busse Road 
Elk Grove Village 


439-2100 


GIRL FRIDAY 


Interesting and varied duties in sales promotion depart- 
ment Must take shorthand & type. 
• EXCELLENT SALARY 
• 37V2 HOUR WEEK 


• LIBERAL FRINGE BENEFITS 
CALL FOR APPOINTMENT 


Mr. L. Phelps 


437-8500 


THE HERST-ALLEN CO. 


1MW Busse Road 
Elk Grove Village 


STENO TYPIST 


Position Immediately open m our Merchandising Depart- 
ment Applicants must have shorthand experience and pos- 
sess normal typing ability Excellent starting salary, 1 week 
paid vacation after 6 months' employment, and many more 
fringe benefits 


M. LOEB CORP. 


1925 Bussc Road 
Elk Grove Village 


439-2100 


FOR A TERRIFIC SELECTION Of 


LATE MODEL CARS 


SHOP THE AUTO ADS 


WANT AD 
DEADLINES: 


MON., 3 P.M. 


(for Wednesday edition) 


WED., 3 P.M. 


(for Friday edition) 


FRI., 3 P.M. 


(for Sunday Suburbanite) 


FRI., 4:30 P.M. 


(for Monday edition) 


CALL: 


394-2400 


Htlp Wanted—Female 


CLERK TYPIST 


Interesting and varied duties 
in our Purchasing Depart- 
ment as an assistant to non- 
foods buyer Must be an accu- 
rate typist with a pleasant 
phone personality Good sala- 
ry. Liberal fringe benefits, 
37^4 hour week. 


437-8500 


THE 


HERST-ALLEN CO. 


1600 Busse Rd. 
Elk Grove Vil. 
SECRETARY 


Outstanding opportunity for 
girl with 
good 
secretarial 


skills to perform 
an inter- 


esting variety of duties. Sala- 
ry commensurate with ability. 
Pleasant working conditions 
and excellent opportunity for 
p e r s o n a l and professional 
growth. Contact staff person- 
nel manager for interview. 


EKCO PRODUCTS, INC, 


777 Wheeling Rd. 


Wheeling, HI. 


537-1100 


An equal opportunity employer 


GENERAL OFFICE 


E x c e l l e n t opportunity for 
woman to work In congenial 
company. Should have experi- 
ence on NCR billing machine. 
Good starting salary & fringe 
benefits. Opportunity unlimit- 
ed for future. 


Keystone Installation Co. 


1000 Greenleaf, Elk Grove Vil- 
lage. For appt., call Mr. Fis- 
cher 


956-1400 


Sewing 


Machine Operator 


Experience preferred. Paid 
vacations and holidays. Insur- 
ance benefits. Pleasant work- 
ing conditions. 


WEBER-STEPHEN 
PRODUCTS CO. 
Arlington Hts. 


MR. ZORN 


259-5010 


PART TIME 


Burroughs Bkpg. machine op- 
erator & accounting clerk. 
Good pay based on experience 
& performance At least three 
days per week. Small ac- 
counting department. Ask for 
Mr. Wagner 


ROCKWELL BARNES CO. 


2101 Greenleaf Avenue 


Elk Grove Village 


437-1600 
625-5685 


GENERAL OFFICE 


FRANKLIN PARK 


Small 3-girl office, Pleasant 
working 
conditions. Typing 


only requirement. 37% hour 
week. Would consider 10 a.m.- 
3 p m Call Tom Carey 


455-8035 


Div. of IT & T 


GENERAL FACTORY 
& ASSEMBLY WORK 


Days 8 a m . - 4:30 p.m. 
Also Part Time work. 


Steady work. Elk Grove Vil- 
lage. Call 437-1550, ask for J.L. 


CLERK-TYPIST 


Position available for mature 
girl in Order Department. 
Good typist. Call or apply in 
person 


ROCKWELL-BARNES CO. 


2101 Greenleaf Ave. 
Elk Grove Village 


437-1600 
Mr. Martins 


EXPERIENCED 


WAITRESS WANTED 
Lord's Northwest restaurant 
located at Clayton House Mo- 
tel. 


1090 S. Milwaukee 


Wheeling 
537-8717 


GROW WITH A 


GROWING VILLAGE! 


Elk Grove Village needs bil- 
ling machine operator. Hrs. 
8:30 to 5. Starting salary $402 
mo. & up. Excellent fringe 
benefits Call 439-3900 or apply 
in person at Village Hall, 666 
Landmeier Road 


WAITRESS 


Daily luncheon shift. Pleasant 
working conditions, good pay. 
Uniforms furnished. Please 
call 945-1105. 


THORNGATE COUNTRY CLUB 


Deerfield, m. 


Htlp Wanttd—Female 


BILLING CLERK 


Capable of handling billing 
accounts receivable and ac- 
counts payable. Knowledge of 
NCR machine desired. Small 
manufacturing 
office. 
Ex- 
cellent benefits. 


STERLING AUTOMOTIVE 


MFG. CO. 


Div. of Avnet, Inc. 
2140 E. Lunt Ave. 


Elk Grove 


439-1000 


CLERK-TYPIST 


Immediate opening in our 
Policy Service Dept. for accu- 
rate typist with good apti- 
tude for figures. Hours 8:30 to 
4:45. 
Call Mrs. Stewart for inter- 
view at: 


529-4100 


RELIANCE LIFE INS. CO. 


of Illinois 


1300 N. Meacham Rd. 


Schaumburg 


PLASTIC PRESS OPERS. 


Immediate openings. No expe- 
rience necessary. 7:30 a.m.- 
3:45 
p.m., 3:30 p.m.-ll:45 


p.m. Good hourly wage, bene- 
fits. 


DANA MOLDED PRODUCTS 


6 S. Hickory 


Arlington Heights 


255-5350 


BOOKKEEPER 


Full Charge 


International company seek- 
ing experienced and capable 
bookkeeper thru P & L. Po- 
tential for office manager. 
Excellent salary and benefit 
program. Send resume with 
salary requirement to: 


BOXF68 


c/o Paddock Publications 


Arlington Heights, 111. 


TEMPORARY 


TYPISTS 
STENOS 


If your "thing" is temporary 
work — then the place for you 
is a "with it" company, PRE- 
FERRED, where you can 
earn top rates, VACATION 
PAY and BONUSES. Call 827- 
5557 for the office nearest 
you. 


PREFERRED 


Business Service Corp. 


BANK TELLERS 


Permanent positions. Either 
full 5 day week or part time. 
Free lunches. Excellent work- 
ing conditions. 


BENSENVILLE 
STATE BANK 


Bensenville, 111. 


766-0800 


BOOKKEEPER 


Experience 
required. 
Full 
t i m e . F o r i n t e r - 
view/appointment 
call 
Mr. 


Sabo 


255-2025 


Old Orchard Country Club 
700 W. Rand Rd., Mt. P. 


BEAUTICIANS 


Immediate openings in two 
large shopping center salons. 
Two weeks paid vacation and 
Christmas bonus. 
Elk Grove 
Hoffman Estates 


439-3975 
529-3150 


BEELINE FASHIONS 


now interviewing women for 
part time evening work, show- 
ing exclusive line of clothes in 
the home. Very generous 
earnings plus a sample ward- 
robe. No investment or sales 
experience necessary, for ap- 
pointment call: 543-3699 


GENERAL OFFICE CLERK 


Figure aptitude necessary. 
Will train ambitious girl on 
NCR bookkeeping machine. 
For appointment call Mrs. 
Valenti. 


299-3344 


HENRY M. GOODMAN 


FURNITURE CO. 


Niles 


ARE DRUGSTORES 


YOUR BAG? 


Evenings, full time. Top buck 
for top girl. 


DES PLAINES PHARMACY 


1188 Lee St. 
Des Plaines 


824-6108 


NIGHT BELLMAN 


11 p.m.-7 a.m. weekdays. Ap- 
ply- 


HOLIDAY INN 


OF MT. PROSPECT 
200 E. Rand Rd. 


255-8800 


Wirers & Solderers 


Light Assembly 


PRINCE CASTLE, INC. 


712 Westgate Drive, Addison 


543-9240 


Applications Being 
Taken For Maids 


HOLIDAY INN 


OF MT. PROSPECT 
200 E. Rand Rd. 


255-8800 


NEEDED 


Cleaning girl for working 
mother. 1 day week. Own 
transportation preferred. Live 
iu old Ivy Apts. in Mt. Pros- 
pect. CaU 956-1264 eves. & 
weekends or 2984330 days. 


Htlp Wanted—Female 


FULL or part time RNs or 


LPNs. Nurses aids. Wood 


Dale Nursing Home, 766-5670. 
E X P E R I E N C E D drapery 


seamstress, full or part tune 
Elk Grove. Call Eleanor, 437- 
2084. 
PART time order picker, flex- 


ible hours. Call 439-2501. 


WAITRESS wanted, day or eve- 


ning hours. Countryside Inn, 1 


W. Campbell, Arlington Heights, 
392-9344 
GENERAL cleaning for office 


housewife, experienced, hon- 


est. 529-6789. 
OPENING for women who de- 


sire extra income on a part 
time basis. Set your own hours. 
Write Paddock Publ., Box F-59 
Arl. Hts. 111. 
WAITRESSES — Gunnell's Res- 


taurant, Rt. 12 & 83, Mount 
Prospect. CLearbrook 3-8179 af- 
ter 6 p.m. 
WONDERFUL earnings, experi- 


enced phone solicitors. Work 


at home. 562-3000. 
WOMAN wanted. Elk Grove 


Dairy Queen, Mondays thru 


Fridays, 11 a.m.-4 p.m. Phone 
439-1691. 
EXPERIENCED waitress wantr 


ed. The Snack Shop, Wheel- 


ing, 537-9818. 
CLERK wanted. Flamingo Mo- 


tel, 537-2000. 


WOMAN with experience on 


NCR 
or 
Burroughs book- 


keeping machine. Call 253-5880 
for appointment. 
G E N E R A L office. Typing, 


phone. 1-girl office. 595-0950. 


CLEANING woman one day 


week, 
furnish 
own trans- 


portation. 299-3344. 
FULL or part time — Help for 


our customer service depart- 


ment. Master-Craft 
Cleaners, 


131 W. Prospect, Mt. Prospect, 
IU. CL 54690. 
DENTAL Assistant - high school 


graduate. Palatine. 358-1961 


CLEANING girl wanted, will 


provide transportation, 
Buf- 


falo Grove. Phone 537-8840. 
WANTED 
— babysitter 
for 


mostly weekend work and 


some weeknight work from time 
to time. Would prefer young 
lady or woman who lives in the 
area near Paddock Publica- 
tions, Arlington Heights. Call 
392-5561 after 5 p.m. any night. 
WOMAN to do alterations and 


garment repair in dry clean- 


ing store. Convenient hours can 
be arranged. 299-0211 
WOMAN wanted for house- 


keeping, 2 days a week, trans- 


portation furnished in Arlington 
Heights area. 259-3872. 
WOMAN to work as cashier and 


in sales. Bowen Hardware, 


121 E. Davis St., Arlington 
Heights, 111. 
WOMAN to care for invalid, 5 


days or can live in. Hoffman 


Estates. 529-4086. 
WAITRESS wanted, day or eve- 


ning hours. Countryside Inn, 1 


W. Campbell, Arlington Heights, 
392-9344. 
ASSISTANT cook — 5 day 


week, 6 a.m.-2:30 p.m. Ex- 


cellent salary and fringe bene- 
f i t s . Plum Grove Nursing 
Home. 358-0311. 


WANT AD INFORMATION 


Classified Advertising now ap- 
pears in tri-weekly publica- 
tions: Monday, Wednesday, 
Friday, plus our Sunday Sub- 
urbanite. Classified advertis- 
ing may appear in any one of 
the 4 editions, or may appear 
in any combination of 4 edi- 
tions in one week. 
DEADLINES: 
Mon. 3 p.m. for Wed. edition. 
Wed. 3 p.m. for Fri. edition. 
Fri. 3 p.m. for Sun. Sub. 
Fri. 4:30 p.m. for Mon. edi- 


tion. 


RATES: 
Reader Classified Rates: 
1st insertion: 25c per word, 
$2.50 min. charge. 
2nd insertion: 15c per word, 
$1.50 minimum charge. 
3rd insertion: lOc per word, 
$1.00 minimum charge. 
4th insertion: lOc per word, 
$1.00 minimum charge. 
DISPLAY CLASSIFIED RATES: 
1st insertion: $5.60 col. inch 
2nd insertion: 2.80 col. inch 
3rd insertion: 2.10 col. inch 
4th insertion: 1.40 col. inch 
One inch minimum charge. 
Both reader ads and display 
classified ads must be con- 
secutive insertions to receive 
the 3rd & 4th insertion rates. 
We also offer a contract rate 
to display classified adverti- 
sers. 
Call the classified advertising 
department for more informa- 
tion on contracts, or if you 
h a v e any questions con- 
cerning our rates. 
BLIND ADS: 
A $1 service charge will be 
made for all ads when replies 
are to be received through 
this newspaper. 
ADJUSTMENTS 
If your ad appears incorrectly, 
notify us immediately. We ac- 
cept responsibility 
for the 


first incorrect insertion only. 
Such responsibility is limited 
to such a proportion of the en- 
tire cost of the advertisement 
as the space occupied by the 
error bears to the entire 
space of the advertisement. 
SIXTEEN NEWSPAPERS 
Your classified ad now ap- 
pears in all 16 Wednesday, 
Friday and Sunday Editions 
of Paddock Publications: 
Hanover Streamwood Herald 
Arlington Heights Herald 
DuPage County Register 
Cook County Herald 
Mount Prospect Herald 
Prospect Heights Heralc' 
Rolling Meadows Herald 
Palatine Enterprise 
Elk Grove Herald 
WheelingHerald 
Addison Register 
Hoffman Herald 
Roselle Register 
Itasca Register 
Bensenville Register 


Schaumburg Herald 


Employment Agencies 


—Mai* 


COMMODITY 


BROKER TRAINEE 


A leading butter & egg broker 
will train yng person who's 
sharp mentally with a good 
memory to work as his assist- 
ant while you learn both pur- 
chasing and sales in this lu- 
crative field. This is a career 
position offering a Jr. part- 
nership after you have proven 
yourself capable. No Fee. 
$759. 


ELECTRONIC TECHNICIANS 


No matter what you're mak- 
ing presently, we have firms 
that will talk to you about a 
raise!! To qualify you should 
have 2 years of technical 
schooling plus some experi- 
ence. Service training helpful. 
No Fee. 


INTERESTED?? 


INDUSTRIAL SALES 


An industrial "giant" is cur- 
rently looking for an individ- 
ual to train from the ground - 
up! Someone who can think 
on their feet. Responsibility 
and challenge are an integral 
part of this position. Some 
college preferred, all travel 
expenses, full TUITION re- 
fund, 18 mos. training pro- 
gram. No Fee. $750. 


PURCHASING TRAINEE 


MAJOR AIRLINE 


An excellent opportunity for 
an individual now exists with 
a major airline! No experi- 
ence required. You will train 
in all phases of purchasing, 
interview salesmen, etc. Ex- 
cellent promotional opportu- 
nities based on top perform- 
ance and your acceptance of 
responsibility. No Fee. $700. 


CARDINAL 


Employment Bureau 
InELMWOODPARK 
7310-B W. North Ave. 


456-1100 


In SCHILLER PARK 
9950 W. Lawrence Ave. 


671-2530 


PROGRAMMER 


TRAINEES 
$585-$675 FREE 


Computer Operators! Are you 
tired of the same old routine. 
Here's the opportunity of a 
lifetime. Be groomed in all 
areas to program commercial 
applications 
for this large 


firm on their 360-30 tape and 
disc system. No programming 
experience necessary, just a 
good math aptitude and a de- 
sire to get ahead. Call Joe 
Sylvester at 394-1000, HALL- 
MARK PERSONNEL, 800 E. 
Northwest Hwy., Mount Pros- 
pect 


15 CHEMICAL 


TRAINEES 


Young men over 18 years with 
High School diploma. Prefer 
course work in Chemistry or 
Physics. Learn the tricks of 
the trade working directly for 
graduate Chief Chemist. Ex- 
cellent company benefits in- 
clude full tuition refund pro- 
gram. Learn as you earn. $600 
per month. Call R. T. Sohr. 


100% FREE 


CROWN PERSONNEL 


392-5151 


325 W. Prospect Ave. 
Mount Prospect, DI. 


OUTDOORS MAN 


FOR TECH TRAINING 


$700 NO FEE 


Flying start for a practical guy 
who can learn to visit job sites 
and check progress reports, ma- 
t e r i a 1 requirements, 
work 


schedules, etc. Top rated engi- 
neer teaches you. 1969 car — 
choose between Impala and Ga- 
laxie — annual bonus, 3 wks. 
vacation. If you're a fisherman, 
hunter, golfer or bowler, you 
and your boss will be cronies 
right off the bat! Ask for Rick 
Miller at 394-1000, HALLMARK 
PERSONNEL, 800 E. Northwest 
Hwy., Mount Prospect. 


TRAINEES 


ACCTG. $10,000 


0-1 yr. exp., Degree 


SYSTEMS $8,400 
No exp., Degree 


100% FREE to Applicant 


CALVIN PERSONNEL 


1309 Rand Rd., Arl. Hts. 


394-0055 


STAFF 


ACCOUNTANT 
$9,500 to $11,200 


Major 
northwest manufac- 


turing firm looking for an in- 
dividual presently in a gener- 
al accounting division and 
wanting to get into a staff lev- 
el position. Unlimited growth 
potential here. 2 years of col- 
lege and any light supervision 
wffl qualify. Call Wayne Na- 
gel at 394-1000, HALLMARK 
PERSONNEL, 800 E. North- 
west Hwy., Mount Prospect. 


Management Trns. 
Positions in sales, adminis- 
trative, production, account- 
ing, merchandising, foremen. 
Free positions. $600 to $775 
mo. 
SHEETS INC. 
4 W. MINER 


392-6100 


ARL. HTS. 


USE THESE PAGES 


LOW COST WANT ADS 


Employment Agencies 


—Male 


Employment Agencies 


—Mai* 


FREE TO YOU 


LAYOUT 


With light design. $170 week. 
Excellent conditions, benefits 
and advancement. 


DRAFTSMEN 


High school drafting. No expe- 
rience. $110 week. 


LAB TECH 


H . S. g r a d with science 
courses to train in new re- 
search bldg. Good advance- 
ment. $680 month. 


LAYOUT MAN 


1 year experience. $140 week. 


CALL 259-7202 


CREDIT MANAGER 


We are seeking a 2 yr. experi- 
enced, degreed man to man- 
age and supervise a credit 
and collection dept. of 20 em- 
ployees. Salary $11,000 a year. 


CREDIT CLERK 


White collar desk job for a 
young man with a good figure 
aptitude to train in credit and 
collection. Salary $500 month 
plus. 


MECHANICAL DRAFTING 


Min. experience. $125 week. 


PROSPECT PERSONNEL, INC. 


1064 Mt. Prospect Plaza 
Mount Prospect 


LOCAL POSITIONS -100% FREE 


Trainees 
. 
$100 Week Plus Overtime 


Technicians 
. 
. 
. $8500 a Year 


Draftsmen 
$9600 Plus Overtime 


Mechanical Designers 
to $15,000 


(Sheet metal, die casting, packaging backgrounds) 
Engineers, all types 
to $20,000 


Programmers 
. 
. 
. . . . to $13,000 
Systems Analysts 
. 
. 
. to $15,000 


Chief Mechanical Engineer 
. $20,000 Plus Bonus 


Chief Electronics Engineer 
$20,000 Plus Bonus 


(24 Hr. Phone Service) 


MULLINS & ASSOC. 


15 N. Arlington Heights Rd. 
394-0100 


ELECTRO-MECHANICAL 


TECHNICIANS 


$600 per Mo. to $1200 per Mo. Excellent opportunity to win 
expanding electro-mechanical manufacturing firm located 
in NW Suburbs. From 0 to 10 years exp. working in any of 
the following areas: R & D Lab — trouble shooting on the 
line — building mechanical prototypes or breadboarding cir- 
cuits. Any electro-mechanical ability or experience will 
qualify you for one of these outstanding positions 


100% Free 


CROWN PERSONNEL 


325 W. Prospect 
Mount Prospect 


392-5151 


OFFICE MANAGER 


Elk Grove area. Degreed ac- 
countant to supervise small 
office. Salary open. Free posi- 
tion. 
SHEETS INC. 
392-6100 


4 W. MINER 
ARL. HTS. 


TRAINEE 
CIGARETTE 


SALES 


$135 WK. NO FEE 


1969 CAR FURNISHED 


BONUS-PROFIT SHARING 


No experience necessary. Pro- 
tected territory — just keep 
your customers stocked up. 
No traveling—no night work. 
5 day week. Do the job and 
you may be area Sales Mgr. 
within 3 years. High School is 
enough. Wear a business suit 
for interview. Oh yes — free 
smokes, of course! Ask Frank 
Victor 
at 
394-1000, 
HALL- 


MARK PERSONNEL, 800 E. 
Northwest Hwy., Mount Pros- 
pect. 


INVENTORY ANALYST 
Rebuying & computerized inv. 
cont. plus expediting. Free 
$9,000 to start 
SHEETS, INC. 
392-6100 


4 W. MINER 
ARL. HTS. 


LOCAL 


TECHNICAL 


OPPORTUNITIES 
Employers Pay Our Fees 


Foremen 
. 
. $1804250 


Asst. Plant Mgr. 
$750-$900 
Troubleshooters 
$850 


Chief Inspectors 
$950 
Asst. Chief Insp. 
$700 


Production Mgr. 
. $1,000 


Timekeeper Trainees 
$135 
Expediters 
$565 
Timestudy 
$140-$165 


Draftsmen 
$130-$200 


Call Don Morton at 394-1000, 
HALLMARK PERSONNEL, 800 
E. 
Northwest 
Hwy., 
Mount 
Prospect. 


FOREMEN-SUPVRS. 
We need men for assembly, 
machine shops, paint, ware- 
housing and other areas. Free 
positions. Salary $9-to $16,000. 
SHEETS INC 
392-4100 


4 W. MINER 
ARL. HTS 


If Rover has strayed away 
from home and you can't find 
him . . . If you're upset be- 
cause you can't find help at 
the office ... If you want to 
know how to sell that unused 
piano or piece of furniture, re- 
lax ... 
here's a solution 


that's better than tranquil- 
izers! 


Let a Paddock Want Ad come 
to your rescue. All it costs is 
$2.50 for a 10 word ad for one 
day; $4.00 for two days; $5.00 
for three days & $6.00 for a 10 
word ad for all four days — 
Monday, Wednesday, Friday 
and the Sunday Suburbanite. 
Dial 394-2400 today and see 


for yourself how easy it is to 
place a Paddock Want Ad . . 
and how quickly it gets re- 
sults. 


ADMiN. ASS't. 


to TV Executive 


This position requires an indi- 
vidual preferably with a col- 
lege degree, but will consider 
2 yrs plus meaningful work 
experience. Will be trained to 
do various staff duties. Ex- 
cellent company benefits in- 
cluding TUmON refund. No 
Fee. $700. 


SALES TRAINEE 


MAJOR PUBLISHER 


For a college grad who is in- 
terested in a broad and satis- 
fying position, this could be 
the position you have been 
seeking. Our client not only is 
a leading publisher of text- 
books, but is also an in- 
novator of visual aids now 
being used in teaching. Limit- 
ed travel, car furnished, all 
expenses paid. Starting salary 
$725 plus bonus. No Fee 


MKT. PRODUCT. MGR. 


A suburban mfr will hire a 
marketing-oriented, 
take- 


charge type individual. You 
would work basically in sales, 
but would also be involved in 
new product testing and sales 
forecasting. Prefer minimum 
2 yrs sales exper. and/or 
management exposure. This 
is a growth position in a 
growing company. No Fee. 
Starting salary to $10,000. 


INDUSTRIAL CREDIT 


A minimum 2 yrs. college with 
1 yr. of acctg can qualify you 
for this exceptional position in 
Indus. Credit. Firm is leading 
mfr. of bldg. matrl. and are 
adding 2 people in this vital 
dept. Your personal future 
growth in this position would 
be exceptional. Must be will- 
ing to accept responsibility. 
No Fee. $700. 


CARDINAL 


Employment Bureau 
In ELMWOOD PARK 
7310-B W. North Ave. 


456-1100 


In SCHILLER PARK 
9950 W. Lawrence Ave. 


671-2530 


ACCOUNTING-FREE 
Cost, gen. corp., budgets, 
a n a l y s t , With/without de- 
gree. Salary $700 to $1200 a 
mo. 
SHEETS, INC. 
392-6100 


4 W. Miner 
Arl. Hgts. 


Elect. Techs. 


$675 Mo. 
No Fee 


Trade or military schooling. 
No experience necessary. 


A-E-B 
692-4411 


422 N. Northwest Hwy. 


Park, Ridge 


ELECTRONIC TECH 


$135-$165 A Week Free 


Tired of the same old routine? 
Want something different? Be 
involved in a highly special- 
ized electronic testing area. 
Do some light traveling. Op- 
portunity here to sales engi- 
neering. Any light experience 
qualifies. Call Wayne Heifner 
at 394-1000, H A L L M A R K 
PERSONNEL, 800 E. North- 
west Hwy., Mount Prospect. 


PUMPER TRAINEE 


Intelligent, strong man for ro- 
t a t i n g chemical operation. 
Starting rat*: $3.75 hr 
SHEETS INC. 
3924100 


4 W. MINER 
ARL. HTS. 
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Htlp W«nttd-Mal« 


Weat coast manufacturer of household cleaning products 


is opening modern production facility in: 


Centex Industrial Park 


Immediate Openings 


With opportunity for 


Rapid Advancement 


FORK LIFT OPERATORS 


FOREMEN 
BLENDERS 


FILLING MACHINE OPERATORS 


CASE SEALERS 
GENERAL HELPERS 


WE PROVIDE: On The Job Training. 
P A I D : Medical, Dental & Life Insurance, Sick Leave. 
Holidays. V a c a t i o n (this year). Modern Spacious 
Cafeteria / Lounge. Clean uniforms. 


WANT AD 
DEADLINES: 


MON., 3 P.M. 


(for Wednesday edition) 


WED., 3 P.M. 


(for Friday edition) 


FRI., 3 P.M. 


(for Sunday Suburbanite) 


FRI., 4:30 P.M. 


(for Monday edition) 


CALL: 


394-2400 


w 


Minimum Starting wage $2.70, OR commensurate to 
ties. OVERTIME AVAILABLE. 


BEAT THE TRAFFIC!! 
STAGGERED HOURS!! 


1st Shift 
(starting March 17) 
7 a.m. to 3:30 p.m. 


2nd Shift 
(starting April 21) 
3:30 p.m. to 12 midnite 


INTERVIEWING TO BE CONDUCTED IN NEW PLANT OFFICES: 


Monday, March 10 thru Wednesday, March 12 


10 a.m. to 8 p.m. 


BESTLINE PRODUCTS, INC. 


1100 Touhy Blvd. 


Elk Grove Village, III. 


An Equal Opportunity Employer 


MACHINISTS 


BORING MILL OPERATORS 


If you arc looking for an opportunity with a rapidly growing 
company and have experience in doing your own set-ups, 
operating lathes, mills and grinders, call us. 
Looking for a better salary and future? Anocut can offer it 
to you, plus fine fringe benefits. 
We are also in immediate need of someone experienced in 
Boring Mill Operations. Diversified duties and a great vari- 
ety of work. 


Please call Miss Gaffke, 437-5400 


ANOCUT ENGINEERING .CO. 


2375 Bates Ave. 
Elk Grove Village 


WORK CLOSE TO HOME 


We have immediate openings for men and women with ex- 
perience in any of the following types of work: 
• DIE SETTER 
• ELECTRICAL 


PUNCH PRESS 
ASSEMBLERS 


• DIE SETTER- 
• COIL WINDERS 


S^I^JJS^,11.?!^,*™* SHEET METAL WORKERS 
• FABRICATION MACHINE* ORDER FILLERS 


OPERATORS 
• MECHANICAL 


• INSPECTORS 
ASSEMBLERS 
• JANITOR 
• PACKERS 


• MAINTENANCE MAN 
• UNIVERSAL WELDER 


DAY SHIFT 7 a.m.-3:30 p.m. 


NIGHT SHIFT 4 p.m. -12:30 a.m. 


Call or Apply In Person 
SOLA ELECTRIC 


1717 Busse Rd. (Rte. 83) 
Elk Grove Village 


HE 9-2800 


ROUTE SALESMEN 


NORTH It NORTHWEST SIDE ROUTES 


Leading firm in merchandising field seeks sales inclined 
young men to sell and merchandise housewares. toys, sta- 
tionery and soft goods to chain and independent super- 
markets. 
$118 SALARY PER WK. + COMMISSION 


Liberal Fringe Benefits 


APPLY TO 


THE HERST-ALLEN CO. 


1600 Busse Road 
Elk Grove Village 


437-8500 


HALF-PAST TEEN 


/T'6 THE CURRENT 


"BELL LOOK" FOR 5URE- 


BUT SOMEHOW IT'S 


JUST NOT RIGHT. 


$160 


per 5 day week 


is our average milk route 
salesman's 
pay 
including 


commission. No experience 
necessary — we train you. 
Married man preferred. 
• Free dental insurance 
• Free hospitalization 
insurance 
• Free medical clinic 


exams, x-rays, etc. 


Also paid vacations & a re- 
tirement plan. This job is out- 
side work serving and selling 
families who are already es- 
tablished customers on the 
route. 


WILLOW FARM 


PRODUCTS 


Please call Mr. Joe Kratoch- 
vll 
CL 9-3266 


Production Control 


Planner 


Large 
NW suburban con- 


sumer products manufacturer 
needs a young Production 
Control Planner with min- 
imum 3-5 years experience to 
be No. 2 man in the depart- 
in e n t. Require 
applicable 


educational 
background, 
training, and industrial expe- 
rience with high volume prod- 
ucts. Excellent starting salary 
and growth potential. Contact 
our consultant in complete 
confidence. 


MR. ROOS - 381-0131 


PLANT PROTECTION 


GUARDS 


Openings for guards in Roll- 
ing M e a d o w s , Arlington 
Heights & Chicago areas. All 
shifts available. Full time and 
part time. Top wages, union 
welfare benefits and paid va- 
cation. 


LOCKE PATROL 
SERVICE, INC. 


4 W. Northwest Hwy. 
Arlington Heights 


392-4060 


OFFSET PRESSMAN 
For A.T.F. Chief 15, full time. 
Experienced or trainee. Op- 
p o r t u n i t y t o learn larger 
equipment. 
Major 
medical 


and fringe benefits. Must be 
mechanically 
inclined 
and 


draft exempt. 


METCALF PRINTERS 


766-2920 


H«lp Wanted—MoU 


HYDRAULIC 
FABRICATORS 


Fabrication 
of custom hy- 


draulic power packages from 
blueprints and circuits. Work 
involves pipe and tube fitting 
and diversified assembly us- 
ing general shop tools. This is 
not assembly fine work. We 
need applicants who are tired 
of being stuck on a futureless 
job and want an opportunity 
to forge ahead on their own 
initiative. If you have any me- 
chanical background -call for 
an interview. 


STOCKMEN 


We also need stockmen to 
work in setting up orders for 
fabrication. Learn fluid power 
hardware, lift truck experi- 
ence helpful. 


GENERAL FACTORY 


Men needed to perform rou- 
tine factory and janitorial 
duties. Good opportunity for 
advancement. Excellent work- 
ing conditions in clean air 
conditioned plant. Insurance 
and pension plan. 


VICKERS, INC. 


350 N. York Road 
Bensenville, 111. 


766-2900, Mrs. Tully 


An equal opportunity employer 


MEN WANTED 


Part time and full time. 
• ASST. NURSERY FOREMAN 
• LOADERS 
• FIELD WORKERS 


No experience necessary. Call 
Now. 537-1111, Ask for Mr. 
Marvin. 


Htlp Wanttd—Mak 


TV TECHS 


Openings for money hungry 
technicians in solid state ra- 
dio & T V bench positions. 
With our incentive program, 
you can earn up to $200 a 
week. Benefits include: 
Profit Sharing 
Life Insurance 
Major Medical Insurance 
8 paid holidays 
2 weeks vacation after 1 yr. 
10 sick days after 1 year 
For more details contact: 


Mr. L. Mecseri 
6784790, ext. 37 


SONY CORP. 
5551 N. Milton Pkwy. 
Rosemont, 111. 60018 


An equal opportunity employer 


HARPER STUDENTS 
We need 25 young men with 
vehicles who can work as Su- 
pervisors in the Field, han- 
dling approximately 15 car- 
rier boys, Mon. thru Fri. 
Hours mil be from 6 a.m. to 
11 a.m. Salary plus vehicle al- 
lowance. 
Call: 394-0110 and ask for 
Harvey or Pat. 


PADDOCK 


PUBLICATIONS, 


Inc. 


Sales Coordinator 


(TRAINEE) 


A leading manufacturer of 
railway cars is seeking a 
qualified individual to manage 
the daily office requirements 
of the Sales Department. Ap- 
plicants will be required to 
coordinate the activities of 
several sales representatives 
and must possess the attri- 
butes and skills of clerical ac- 
curacy, sound office proce- 
dures and ability to plan your 
daily work activities. 
Finest working conditions. 
Good salary and fringe bene- 
fit program can be yours 
should you qualify. 


Call or apply: 


297-3200 


U.S. RAILWAY 
EQUIPMENT CO. 


2200 E. Devon 
Des Plaines 


CAR HIKER 


Auto dealer needs responsible 
young man or older retired 
man to deliver customer cars 
and pick up parts for service 
dept. Must nave drivers li- 
c e n s e and good driving 
record. See Mr. Hudgins. 
MARK MOTORS INC. 


2020 E. Northwest Hwy. 


Arlington Hts. 
CL 9-4455 


MECHANIC 


With solid background in gar- 
den tractors, 
lawnmowers, 
s n o w b l o w e r s , etc. Y-'ar 
around work, excellent pay 
and fringe 
benefits. Phone 


Mr. Thomas HE 7-2220 for 
appt. 


JOHN F. GARLISCH 


&SONS 


1200 E. Higgins Road 


Elk Grove Village 


WAREHOUSEMAN 


Man to assemble paint orders. 
Good working condition*. 
Fringe benefits. 


PPG INDUSTRIES 


121 W. Foster 
Bensenville 
598-0450 


An equal opportunity employer 


INSURANCE SALES 
Thorough training in Chicago 
north side office. Nationwide 
organization 
operating 
in 


commercial & industrial lines 
— fire 4 casualty. Good sala- 
ry, company benefits. Age to 
3 LANSING B. WARNER INC. 


4210 W. Peterson Ave. 


V. A. Cox 
736-1400 


FULL OR PART TIME 


GAS STATION ATTENDANT 


or MECHANIC 


BOB & ARTS ENCO 
1855 Oakton 


Des Plaines, 111. 


PART TIME 


Custodian wanted for church 
in Palatine. Call Mr. Lowell, 
255-9200. 


Help Wonted—Mole 
Htlp Wanted—Mate 


SALES TRAINEES 


Outstanding career positions 
available for college trained 
young men interested in chal- 
lenging opportunities in indus- 
trial sales. Our firm, a lead- 
ing company in the metals 
distribution industry, provides 
excellent indepth training pro- 
gram leading to territorial as- 
signments. Positions offer ex- 
cellent starting salary and 
company paid benefit pro- 
grams. 


A. M. Castle & Co. 
3400 N. Wolf Road 


Franklin Park, HI. 


455-7111, ext. 222 
Interviewing Daily 
9a.m. to 4 p.m. 
Saturday Interviews 
Available by appointment 


Wake UP - 


Prepare For Future 


Following positions open: 


SAW OPERATOR 


1st Shift 


WAREHOUSEMAN 


1st Shift 


Steady, secure. Good starting 
rate, Blue Cross, pension, va- 
cation, all benefits. 


UDDEHOLM STEEL CORP. 


1400 Nicholas Blvd. 
Elk Grove Village 


437-2710 


READ CLASSIFIED 


GENERAL FACTORY 
Press set up and run. Flexible 
hours, no experience. 
Good 
starting rate, excellent com- 
pany benefits. Opportunities 
for advancement. 


CALL 359-3322 


FOR APPT. 


Accroform Metals 


Palatine, 111. 
J' e Position 


i - million dollar 
corporation, has an opening 
for 1 man to be trained as 
manager. Exceptional finan- 
cial opportunity. Prefer age 25 
or older with some sales or 
management experience. In- 
come, $10,000 up, dependent on 
qualifications. Send resume by 
March 9 to Box F-71, c/o Pad- 
dock Publications, Arlington 
Heights. 
^ 


PRODUCTION 


INVENTORY & CLERK 


Visible card system experi- 
ence helpful but not neces- 
sary. We will train. Position 
salaried, excellent paid bene- 
fits. Apply at Personnel office 
or by telephone. 


CLOW CORPORATION 
1050 E. Irving Pk. Rd. 


Bensenville 
766-4040 


PARK MAINT. MAN 


FOREMAN 


New growing park dep't. near 
Randhurst. Excellent chance 
for advancement, knowledge 
of general maint. desirable. 
Willing to train. Retirement- 
hospital benefits. Call Marvin 
Weiss. 


296-4486 


EXPERIENCED PARTS MAN 


MECHANIC 


needed for Industrial Con- 
struction Machinery dealer. 


BEER MOTORS 
Algonquin Road 


1/2 blk. W. of Elmhurst Rd. 
Mt. Prospect, 111. 


312-439-4660 


MACHINISTS 


• Top Rates 
• Group Insurance 
• Ultra Modern Facilities 


INTERNATIONAL 


ELECTRO-MAGNETICS 


Palatine 
358-4622 


Tool, die and model maker 
with job shop experience on 
all phases of tool & model 
making. No heavy work. Must 
be Versatile, and able to work 
with minimum supervision. 


R. J. STUCKEL CO., INC. 


2840 N. Birch 


Franklin Park 
455-5173 


(9200 West) 


$60041200 PER MO. 


STARTING SALARY 


For aggressive man. This fine 
opportunity is in th? field of 
investment, plan and insur- 
ance sales. High school or 
better. Call 259-8083. 


ASSEMBLERS 


MACHINE OPERATORS 


INSPECTORS 


Come and work the 


DAY OR NIGHT SHIFT 


in our clean modern 


Space & Systems Division plant. 


We have a lot to tell you about the excellent working conditions and friendly people 
you'll find here; along with our exciting new better-than-ever fringe benefits plan 
which includes: 


• NEW HOSPITALIZATION PLAN 
• NEW LIFE INSURANCE PLAN 
• NEW PENSION PLAN 


Our other benefits include: 


• REGULAR SALARY REVIEWS 
• 8 PAID HOLIDAYS 


• CLEAN MODERN FACILITIES 
_ Fprr 


• EXCELLENT CAFETERIA 
hKtt 


259-0740 


CALL TODAY 


START TOMORROW 


OR COME IN: Monday thru Friday, 8 A.M. to 4:30 P.M. 


GENERAL TIME 
Progress in the World of Time 


• SPACE AND SYSTEMS DIVISION 


1200 Hicks Road ROLLING MEADOWS, ILL. 60008 


an equal opportunity employer 


Traffic Department 
Several positions open now for 
men to work full time eve- 
nings or nights in our Traffic 
Department. Will do clerical 
work, write bills of lading, 
check incoming and outgoing 
shipments. 
Requires 
high 
school education and good 
clerical 
skills. 
Experience 
helpful but we will train. 
Good starting salary and ex- 
ceptional company paid bene- 
fits including insurance, pen- 
sion plan and profit sharing. 


A. M. Castle & Co. 
3400 N. Wolf Road 
Franklin Park, 111. 


455-7111, ext. 222 
Interviewing Daily 


9 a.m. to 4 p.m. 


Saturday interviews 


Available by appointment 


MECHANICAL 


ENGINEER 


P r e s i d e n t of rapidly ex- 
panding company seeks expe- 
rienced graduate mechanical 
engineer who has a thorough 
understanding of machine de- 
sign and precision machining. 
Northwest suburban location. 
Processing or packaging ma- 
chinery experience desirable. 
Age 30-35. In 5 or 10 years 
will assume executive engi- 
neering duties. Excellent op- 
portunity for knowledgeable 
a n d 
ambitious 
individual. 


Phone Mr. Loeffler 358-5800. 


THOMAS 


ENGINEERING INC. 


Hoffman Estates 


INSPECTORS 


For quality control depart- 
ment. 
New plant — excellent fringe 
benefits, profit sharing, paid 
vacation, paid holidays, hospi- 
talization & life insurance. 


CALL OR COME IN 


Johnson 


Electric Coil Co. 


936 Larch Ave. 
Elmhurst 


833-1800 


GASOLINE STATION 


ATTENDANT 


Full time work. Good pay and 
working conditions. Paid ya- 
c a t i o n s and hospitalization 
available. 
George Poole Ford 


, 400 W. Northwest Hwy. 


Arlington Heights 


CL 3-5000 Ask for Ed Oravec 


PARK MAINTENANCE 


Elk Grove Park District has 
full time positions open in the 
p a r k maintenance depart- 
ment. Dependable men with 
some ability to use tools pre- 
ferred. Good benefits and re- 
tirement plan. Call, 


437-8780 


GO WHERE THE FUN IS 


AND GO IN STYLE! 


MAN FOR ADDING 


MACHINE DISTRIBUTOR 


Mechanically 
inclined. 
Re- 


ceiving and shipping. Will 
train. Call for interview. 


R. J. ZUCKERMANDEL, 


INC. 


728 E. Center St. 


Des Plaines 
824-5173 


TV TECH. Outside 


One of Chicago's oldest ser- 
vice companies is looking for 
a man to work near his own 
home. Good job for good man. 
Vacation, paid holidays. Auto 
allowance. 
UHF TV SERVICE 
342-6550 


USE THESE PAGES 


Does 


a 


top 
of 


$170 
turn 
you 
on? 


telephone craftsmen: 


That's what we're paying our top linemen. 
If you're hired as an apprentice, you'll 
reach the top in just 5 'years. 


Linemen put in telephone poles and cables 
that people use to speed communications 
across the world. 


Right now we need linemen to work in the 
Arlington Heights area. 


Apply today. Earn while learning from 
veteran craftsmen. Soon you'll be on your 
own, shaping the guts of the world's larg- 
est computer—the Bell System switching 
network. 


Famous Bell benefits? Of course. 


And that's just for starters. With Bell's 
policy of selecting its managers from with- 
in its ranks, you'll have plenty of chance 
for further advancement. 


If you feel at home with a set of tools, 
have an interest in electronics, a willing- 
ness to learn, and a desire to do quality 
work outdoors, come see us. We're an 
equal opportunity employer. 


Illinois Bell Telephone 


APPLY AT 


Arlington Heights, 116 Eastman 392-6600 


OR 


Libertyville, 125 E. Church 362-5520 


Openings In The Following Departments 


EXTRUSION OPERATOR 


Experienced or will train 


BAG MACHINE MAN 


Experienced or will train 


Good Starting Pay 


FLEXOGRAPHIC PRESSMEN 


Experienced or Trainees 


Men wanted to learn printing trade 


Profit Sharing 
Free Uniforms 
Paid Vacation 
Paid Holidays 
Paid Life Insurance 
Hospitalization 
Accident & Sickness Benefits 
Short & Long Term Disability 
Cost of Living Increases 
Opportunity for Advancement 


APPLY IN PERSON OR CALL 


TOWER PACKAGING CO. 


Wheeling 


1150 S. Willis Ave. 


An Equal Opportunity Employer 


537-2510 


LAB TECHNICIAN TRAINEE 


EVENING SHIFT 


Excellent opportunity for an individual with mechanical- 
math aptitude to work in our quality control lab. Previous 
experience not required as we will train. High school grad 
required. Prefer some college. Excellent starting salary and 
fringe benefits. For further information please contact 


777 Wheeling Road 


Tom Mannard - 537-1100 


EKCO PRODUCTS, INC. 


Wheeling, HI. 


Let Want Ads Save You Money 


CALL OUR HELPFUL "AD-VISORS" 


1 


PADDOCK PUBLICATIONS 
FBI., MAR. 7, 1969 


H«lp W«i«td—Malt 
Htlp Wanted Molt 
Htlp Wanted—Molt 


WE NEED NOW 


for our automatic plastic blow molding lines at our new Itasca plant. 


PRODUCTION MECHANICS 


MACHINE MAINTENANCE MECHANICS 


MOLDING MACHINE OPERATORS 


FORK LIFT OPERATOR 


2nd SHIFT 


WE OFFER 


• Overtime 
• Free Life Insurance 
• 7 Paid Holidays 
• Periodic Wage Increases 


• Job Security 
• Free Hospitalization 
• Free Pension Plan 
• Profit Sharing 


Please Call 773-0090 or Come In For An Interview 
CENTRAL STATES CAN CORP. 


701 Hilltop Drive 


(Irving Park Rd. & Route 53) 


An Equal Opportunity Employer 


Itasca, Illinois 60143 


VILLAGE OF GLENCOE 


Announces Opening For 


PUBLIC WORKS FOREMAN 


Position with Prestige 
Employment Security 


Merit Pay Increases 
Excellent Retirement 


Private Office and Truck 
Hospitalization 


Excellent Fringe Benefits, Including Disability 
• Special opportunity for qualified man desiring responsible 
position in Public Works Department supervising 21 men. 


• Will be Working Foreman supervising regular and emer- 
gency maintenance of streets, sidewalks, sewers, trees, 
Village equipment, refuse. Trains subordinates in job 
techniques. 


• Attractive retirement, vacation, sick leave, disability 


benefits: permanent position. 


• High School diploma required, 25-50 years old, Public 


Works experience desired, mechanical aptitude, good 
health, moral character, good judgment, pleasing-person- 
ality, and ability to work effectively with others. 


• We invite inquiries. Contact Public Works counter, Vil- 


lage Hall. 675 village Court, Glencoe, for information or 
application forms. 


ELECTRICAL MAINTENANCE 


TECHNICIAN 


(4:30 p.m.-l a.m.) 


Expansion of out electrical'maintenance group has created 
a need for an additional maintenance electrician who has 
experience servicing and maintaining all types of electrical 
equipment. This position requires that one has the capabil- 
ity of detecting and correcting electrical defects in all types 
of equipment, and the capability to build simple and com- 
plex circuits needed to control the operations of production 
and production test equipment. This diversified and chal- 
lenging job offers an excellent starting rate of pay, regu- 
larly scheduled merit reviews, ultra modern, air condi- 
tioned plant, liberal fringe benefits and growth potential. 
Interested applicants may contact: Jim Deering. 


LITTELFUSE, INC. 
Subsidiary of Tracor, Inc. 


800 E. Northwest Hwy. 
Des Plataea, m. 


824-1188 


An Equal Opportunity Employer 


MACHINISTS 
(Industrial Machinery) 


Individuals who possess experience in troubleshooting, de- 
bugging, maintaining and repairing automated or semi-auto- 
mated production fabrication, assembly, packaging and me- 
chanical test equipment are needed currently to bolster our 
machine maintenance group on our first shift, Our company 
offers good starting rates of pay. periodic merit reviews, 
ideal ultra modern air conditioned plant facilities and pro- 
gressive employee fringe benefits. For additional informa- 
tion contact: Jim Deering. 


LITTELFUSE, INC. 
Subsidiary of Tracor, Inc. 


800 E. Northwest Hwy. 
Des Plaines, 111. 


An Equal Opportunity Employer 


MAINTENANCE MACHINIST 


A man skilled In the trade of maintaining, rebuilding and 
troubleshooting all mechanical aspects of production assem- 
bly machinery. Candidate should be qualified in the theory 
of air cylinder operated machinery, hydraulics, resistant 
welders and small punch presses. Stop by or call Jim Deer- 
Ing. 


800 E. Northwest Hwy. 


LITTELFUSE, INC. 
Subsidiary of Tracor, Inc. 


824-1188 


Des Plaines, 


An Equal Opportunity Employer 


SECURITY GUARD 


Person In good health to work 3rd shift (12 a.m. to 8:00 
a.m.). Many company benefits including paid vacation, holi- 
days, etc. 


Please Call PERSONNEL DEPARTMENT 


BORG-WARNER CORPORATION 


Roy C. Ingersoll Research Center 


WOLF * ALGONQUIN RDS. 
DES PLAINES 


827-3131 


An Equal Opportunity Employer 


MODEL SHOP 


Young men with mechanical ability to work in our Engi- 
neering Lab building * testing sample gear motors. Inter- 
esting * skillful work with opportunity for advancement. 
Our new plant provides excellent air conditioned working 
conditions. Contact Engineering Dep't. 
MOLON MOTOR & COIL CORPORATION 


3737 Industrial Avenue 
Rolling Meadows, III. 


t HOME YOU DESIRE, THE LOCATION YOU WANT, 
MAY BE LISTED IN THIS WEEK'S REAL ESTATE 


PAGES OF ALL 16 PADDOCK PUBLICATIONS. 


ASSEMBLERS 


MECHANIC HELPERS 


CLEANING & PAINTING 


OF MACHINES 


MECHANICALLY INCLINED 


MEN 


WILL TRAIN 


New factory, hospitalization. 


HARRIS EQUIPMENT 


1450 Lunt Ave. 


Elk Grove Village 


437-7400 


MAIL CLERK 


We are seeking a man in his 
50's who has aptitude or 
background for clerical work. 
Must have drivers, license. 
Some light lifting involved. 
Excellent hourly wage and 
many fringe benefits. 


437-8500 
THE 


HERST-ALLEN CO. 


1600 Busse Road 
Elk Grove Village 


IMMEDIATE OPENING 
TOOL & DIE DESIGNER 


Experienced in precision com- 
plex progressive stamping 
dies. Excellent working condi- 
tions, new air conditioned 
plant plus all Co. benefits & 
overtime. 


BUHRKE TOOL 


& ENGINEERING INC. 


507 W. Algonquin Rd. 
(Just west of Arl. Hts. Rd.) 
Arlington Hts., 111. 


439-6161 


VENDING INDUSTRY 
National food service manage- 
ment company seeks experi- 
enced vending servicemen & 
mechanics for routes, mainte- 
nance, & vacation relief. Good 
pay & benefits. Excellent ad- 
vancement opportunities. 


Contact Mr. Cosner 


Bl 2-3540 Ext. 248 


DIE MAKERS 


Plenty of overtime, all fringe 
benefits, plus free gasoline. 


CALL 766-8010 


THOMAS TOOL & DIE 
16W281 Thorndalo Ave. 


(2 blks. west of York Rd.) 
Bensenville, m. 


ASSISTANT OPERATIONS MGR. 
For medium size local and 
long distance household mov- 
ing firm. Must have dis- 
patching and management ex- 
perience. 


Hollander Stge. & Moving 


1801 Pratt Blvd. 
Elk Grove Village 


439-2140 


Muffler Installer 


E x c e l l e n t opportunity for 
young man with automotive 
repair experience. Rapid ad- 
vancement 
with 
company 
paid insurance and hospi- 
talization. 


MIDAS MUFFLER SHOP 


990 E. NW HWY. 
MT. PROSPECT 


PART TIME 


4 AM to 7 AM Monday thru 
Saturday. Excellent earnings 
for short hours. Call 


DEERFIELD NEWS AGENCY 


945-2331 


DISH MACHINE OPERATOR 


Days. 11 A.M.-3 P.M. or 9 
A.M.-4 P.M. No Saturdays or 
Sundays. 


Apply in person 


RAPKS RESTAURANT 


602 W. NW Hwy., Arlington Hts, 


NOTICE 


Part time workers needed. If 
you are neat appearing, have 
car, and over 21, call Person- 
nel Mgr., 10 AM-8 PM daily. 


622-9641 


Full time Service Station and 
full time T.B. & A. Salesman. 
Must be 21 or over. 


YOUNGS TIRE & SUPPLY 


1001S. Busse Rd. • 
Mt Prospect 
437-5010 


WANT AD 
DEADLINES: 


MON., 3 P.M. 


(for Wednesday edition) 


WED., 3 P.M. 


(for Friday edition) 


FRI., 3 P.M. 


(for Sunday Suburbanite) 


FRI., 4:30 P.M. 


(for Monday edition) 


CALL: 


394-2400 


Htlp Wanted—Molt 


PRECISION 


MACHINE SHOP 


We need experienced oper- 
ators & set-up men but will 
train conscientious men with 
mechanical aptitude who are 
interested in learning pre- 
cision machining. 


DAYS OR NIGHTS 


Turret Lathe-Drill Press 
Engine Lathe-Mills 
W&SACs&ABs-Deburrer 
Hardinge Chuckers 
Machinist Helpers 
Tool Crib Assistant 
Inspectors 
Top wages, steady overtime, 
family plan paid Blue Cross & 
Blue Shield. 
7V4 holidays, 


profit sharing, sick pay, 10% 
for nights. 


SKILD MFG. 


160 Bond St. Elk Grove Village 


437-1717 


DATA PROCESSING MGR. 


A UNIQUE OPPORTUNITY 
to manage a small diverse 
data processing 
installation. 


Hardware involves a 120 Hon- 
eywell tape system. Language 
is COBOL. 
Individual should possess ad- 
ministrative ability, systems 
orientation, interest in solving 
managment problems, willing- 
ness to contribute to team. 
Our organization is highly 
progressive, and involved in 
dynamic growth industry. Ex- 
cellent benefits, suburban lo- 
cation. Send resume & salary 
requirements to Box F-74, 
c/o Paddock Publications, 
Arlington Heights 


AUTO MECHANIC 


C h r y s l e r Plymouth dealer 
needs top line mechanic for 
separate 2 stall fully equipped 
shop. Unusual opportunity for 
higher than average earnings 
for good worker. Double your 
production and earnings. 5 
day week, group hospital 
plan, and employee profit 
sharing plan. Contact Earl 
Brown, Service Manager. 
Mark Motors, Inc. 


2020 E. Northwest Hwy. 


Arlington Hts. 


259-4455 


EMPLEOS 


Se solicitan hombres para tra- 
bajo permanente. Primero o 
segundo turno. Muchos vene- 
ficios y tiempo y medio 


JOSLYN MFG. 


AND SUPPLY CO. 


10909 Franklin Avenue 
Franklin Park, 111. 60131 


4554)884 


STOCKMAN 


Manufacturing stockroom ex- 
p e r i e n c e desirable. Ex- 
ceptional opportunity for am- 
bitious individual. Must be ca- 
pable of completing simple 
stockroom forms — legible 
penmanship necessary. High 
school graduate. Modem plant 
located in Des Plaines. Call 
827-7711. 


PLANT WORKERS 


Men with plant experience to 
do varied production work on 
a specialized plastics line. 


• Permanent Position 
• Excellent future 


299-2781 
Mr. Schwabe 


TREE TRIMMERS 


And Those willing to learn. 
Highest starting rate:; paid. 
Highest regular rates paid. 
Phone PA 4-8400 
ARCHIBALD ENOCH PRICE 


84 Park Drive 
Glenview, HI. 


MANAGERS 


Trainees for 2 new men's 
clothing stores. Excellent 
w o r k i n g conditions, many 
benefits. 
Interviewing 
be- 
tween 2 and 6 p.m. at Zayre, 
1300 E. Northwest Hwy.. Pala- 
tine or contact Mr. Baldwin at 
392-9805. 


FULL OR PART TIME 


Neughborhood Jack - In - the 
Box. Appointment only. 


4 Northwest Hwy. 
Palatine 
358-9781 


PART TIME 


Will instruct to inspect and 
butt-weld band saw blades. 
Light work. Convenient Mt. 
Prospect location. 


255-2111 


Htlp Wonted—Malt 


MOUNT PROSPECT 
ARLINGTON HTS. 


PALATINE 


MAN NEEDED 


Part Time 
SATURDAY 


to deliver bundles to our car- 
riers. Should know Mount 
Prospect, Arlington Hts, Pala- 
tine. Good deal for man with 
station wagon or small truck. 


Call Harvey, 394-0110 


PADDOCK 


PUBLICATIONS, 


Inc. 


ARCHITECTURAL 


DRAFTSMAN 


Two Yrs. 


College or 2 yr. E 
xp. 


MECHANICAL ENGINEER 


3-5 yrs. exp. 


MAINTENANCE MAN 


Able & willing to do welding. 


Call Lu Adanec 634-3131 
ICKES-BRAUN 
GLASSHOUSES, INC. 


Aptakisic Road 


Near Milwaukee Avenue 


An equal opportunity employer 


SALES TRAINEE 


Leading flat glass manufac- 
turer offers challenging op- 
portunity in Chicago regional 
office. College education pre- 
ferred, no experience neces- 
sary. Must possess sales apti- 
tude and be-willing to even- 
tually relocate and travel. 
Bonus participation after 6 
m o n t h s . Excellent salary, 
working conditions, and fringe 
benefits. No phone calls. Sub- 
mit resume in confidence to: 


ASG 


Rm. 250, 8501 W. Higgins Rd. 
Chicago, 111. 60631 


An equal opportunity employer 


ACCOUNTING SUPERVISOR 


to join well established rapid- 
ly growing direct sales com- 
pany, in Bensenvilte. 
Will head 4-person accounting 
department. Needs thorough 
accounting education & knowl- 
edge of general accounting. 
Start at 12M (salary nego- 
tiable based on experience). 
Profit sharing benefits, com- 
pany shared insurance. 
Write Box F-67, c/o Pad- 
dock Publications, Arlington 
Heights. 


CREDIT 


CORRESPONDENT 


This job, at our corporate of- 
fice, 
offers 
challenge and 


growth opportunity to the per- 
son who is analytically in- 
clined and' who has experi- 
ence in credit collections or 
training (either educational or 
on the job training) in corre- 
spondence work. Call for ap- 
pointment, 775-2550. 


SQUARE D CO. 


205 S. NW Hwy. Park Ridge 
An equal opportunity employer 


SINCERE OFFER 


To the man who is not happy 
in his present job. I have a 
career position for you and a 
chance for you to set your 
own salary even while train- 
ing. This is an opportunity 
which comes only because of 
the expansion of the company. 
I particularly want to talk to 
you if you are married, be- 
tween 21-45, and enjoy con- 
tact, etc. Call 742-8829. Eve- 
nings 742-5050. 
An equal opportunity employer 


DRAFTSMAN 


Min. 2 yrs. structural-mechan- 
ical. Good starting salary, 
free hospitalization, major- 
medical, dental & life insur- 
ance. Excellent conditions & 
location. 


WARWICK FURNACE 


Wheeling, 111. 


537-8000 
Mr. Wohlk 


JANITOR 


NO AGE LIMIT 


FULL TIME 


Work in new NW suburban 
plant. Pleasant working condi- 
tions. Company benefits. 


BLOCK & CO. 
llll S. Wheeling Rd. 


Wheeling, 111. 
537-7200 


MEN WANTED 


For marketing Management 
in rapidly growing field. Ex- 
cellent salary plus incentive. 
First year income in excess of 
$10,000. Immediate opening. 
Advancement is assured for 
the right man. Send resume: 


BOX F 66 
c/o Paddock Publications 


Arlington Heights, 111. 


WANTED 


Reliable dependable men to 
work in the Shipping-Receiv- 
ing Dept. of a nationwide 
firm. 40 hrs. wk. guaranteed 
with excellent working condi- 
tions. Good co. benefits. Con- 
tact John Appleby at 


ACME-WILEY 
2480 Greenleaf 


Elk Grove Village 


437-1950, ext. 36 


Htlp Wanted—MaU 


LINOTYPE 
OPERATOR 


FuH time. Experienced only. 
Newspaper and commercial 
typesetting. 
Much variety. 


Usual company benefits. 


Call for appt. 


PADDOCK 


PUBLICATIONS, 


INC. 


217 West Campbell St. 
Arlington Heights, m. 


394-2300 
Bill Schoepke 


ORDER WRITER 


Outstanding opportunity for a 
young man interested in in- 
side sales. Should have some 
college, good math aptitude 
and training or experience in 
blueprint reading and me- 
chanical drawing. We will 
train for inside sales work in 
our firm, a leader in the met- 
al service center industry. 
Excellent starting salary and 
company paid benefits. 
A. M. Castle & Co. 
3400 N. Wolf Road 


Franklin Park, m. 


455-7111, ext 222 
Interviewing Daily 


9 a.m. to 4 p.m. 
Saturday interviews 
available by appointment 


STOCKROOM ATTENDANT 


Rapidly expanding northwest 
suburban electronics 
manu- 
facturer needs ambitious man 
to control material flow in 
and out of stockroom. 
Ex- 
cellent starting wage. Paid 
vacations and holidays. Ad- 
vancement opportunities plus 
other fringe benefits. Contact 
D. K. Mackenzie 


NUCLEAR DATA, INC. 


1330 E. Golf Road 


Palatine, Illinois, 60067 


529-4600, Ext. 252 


An equal opportunity employer 


Help Wanted—Malt 
Htlp Wanted—Molt 


School Custodians 


Substitute 
Custodian 


Day or night. Full time work, 
paid vacations, yearly raises 
and paid insurance. Call: 


SCHOOL DIST. 21 
999 W. Dundee Road 


Wheeling 


537-8270 


PART TIME 


Position open now for a man 
to work 1 p.m. to 5 p.m. 5 
days in our print shop and 
mailroom. Will distribute sup- 
plies, setup files, and help col- 
late printed material. Good 
starting salary. 
A. M. Castle & Co. 
3400 N. Wolf Road 
Franklin Park, 111. 


455-7111, ext. 222 
Interviewing Daily 


9 a.m. to 4 p.m. 


TECHNICIANS 


QUALITY CONTROL 


Man needed to assist the man- 
ager of quality control. This 
individual will run tests on 
our products and check on the 
quality of products during all 
stages of manufacturing. 


GLOBE AMERADA CO. 


Elk Grove Village 


439-5200 


PURCHASING AGENT 


Rapidly growing company 
needs man experienced 
in 


buying for machine shop oper- 
ation. Must be detail con- 
scientious and self starter. 
Ground floor opportunity. Ex- 
cclient starting rate and 
fringe benefits. Phone Mr. 
Cunningham, 358-5800. 


THOMAS ENG. INC. 


Hoffman Estates 


CUSTODIAN- 
MAINTENANCE 


Wonderful opportunity for re- 
tired building tradesman. 37% 
hours, paid vacation, hospi- 
talization, many other fringe 
benefits. Arlington Heights 
Federal Savings and Loan, 


255-9000. 


YOUNG MAN 


For 2nd Shift in Plastic facto- 
ry. No experience necessary, 
must be steady & reliable. 
Good starting rate with extra 
benefits. 


TENNECO CHEMICALS 


1430 E. Davis 


Arlington Hts., IU. 
PART TIME 


New subsidiary of Alcoa has 
openings for 4 neat men with 
car, evenings and Saturdays. 
20 hours averages $52.50. 


CALL 627-7260 FOR APPT. 
DUE TO EXPANSION 
Experienced truck mechanics 
needed. 
Apply at: 


MEYER MATERIAL CO. 
580 Wolf Rd., Des PI- 


ARE YOU 


ONE OF THE 


DEAD END KIDS? 


YOU ARE if your present job fails to challenge your abili- 
ty! 
YOU ARE if a raise is just a word with your present em- 
ployer! 
YOU ARE if your employer does not promote from within! 
YOU ARE if you're learning very little from your job! 
SHIPPING/RECEIVING 
& PRODUCTION SERVICE 


TRAINEE positions offering excellent growth potential are 
now available for bright, ambitious young men who seek a 
real future. 


Excellent Starting Rates of Pay 
Full Time Permanent Positions 
On-the-job Training 
Promotional Opportunities 
Ultra modern, air conditioned plant 
Liberal Employee Fringe Benefits 
Regularly Scheduled Merit Reviews 


APPLY NOW! 


OPENINGS: 8 a.m. - 4:40 p.m. and 


4:30 p.m. -1 a.m. 


ASK FOR: Jim Deering 


L I T T E L F U S Er 


800 E. Northwest Hwy. 


Des Plaines, III. 


824-1188 


Subsidiary of Tracor, Inc. 


AN EQUAL OPPORTUNITY EMPLOYER 


ON THE 
WAY UP? 


This is your chance to 


MEASURE-UP to a career 


opportunity as a 


SHOE DEPT. MANAGER or 


MANAGER TRAINEE 


with MORSE SHOE, INC. 


for local and national openings. 


We are number one in our field operating a chain of more 
than 900 self service shoe departments from Coast-to-Coast 
If you qualify for a position on our team, we offer a corn- 
wear retailing . . . merchandising, operations, personnel, 
wear retailing . .. merchandising, operations, personnel, 
display and advertising. 
. . . And a department manager is just the beginning. Fu- 
ture opportunities guided only by your own ability, initiative 
and resourcefulness. Experience is not required. If you like 
people and have a strong desire to get ahead, we are the 
company for you. 
Excellent starting salary, plus a wide range of benefits that 
include group medical and life insurance, pension plan, lib- 
eral vacations, paid holidays and sick leave. 


Call Mr. Larry Tafoya for an Interview 


at 253-9600 


10 a.m. to 9 p.m. 


An Equal Opportunity Employer 


MEN 


FULL TIME STOCK WORK 


Clean material handling duties under ideal working condi- 
tions. Excellent starting pay, regular wage reviews and top 
notch benefit program, including profit sharing & a cash 
Christmas bonus. 


APPLY TODAY 


BEELINE FASHIONS 


380 MEYER RD. 
BENSENVILLE 


PO 6-2250 


INTERVIEWING HOURS: 


Monday thru Friday, 8:30 a.m. to 8 p.m. 


(1 blk. W. of York Rd., 3 blks. N. of Irving Pk. Rd.) 
DATA PROCESSING OPERATOR 


Immediate opening for experienced operator on our night 
shift. Excellent starting salary with company paid benefits. 
Opportunity for advancement. 


CREDIT DEPARTMENT CLERK 


Credit clerk with some experience in credit desired. Ex- 
cellent starting salary and unlimited potential. 
Free hospitalization, free life insurance, paid vacation, sick 
leave. 


GOODYEAR TIRE & RUBBER CO. 


1501 Nicholas Blvd. 


Elk Grove Village 
437-4900 


An Equal Opportunity Employer 


GENERAL ELECTRIC CREDIT CORP. 


The Loan Div. of General Electric Credit, Homemakers Fi- 
nance, is seeking an aggressive young man with previous 
loan company experience. This is an unusual position and 
offers a good future for the career minded individual. Ex- 
cellent starting salary with all GE benefits. 


CALL 392-6200 for interview, OR APPLY to Mr. Bob 
Schumann, Suite 51, Randhurst Center, Mount Pros- 
pect, Illinois. 


An equal opportunity employer 


NEATEST, CLEANEST, NICEST HOMES 


ARE LISTED IN PADDOCK PUBLICATIONS' 


IN THE NORTHWEST SUBURBAN AREA 


PADDOCK PUBLICATIONS 
FBI., MAR. 7, 1969 


Help Wanted—Merit 
Help Wonted—Melt 
Htlp Wonted—Mole 


ROUGH 
TRIM 
CARPENTERS 


WORK THE YEAR AROUND 


CLOSE TO HOME 


At one of the largest and fasteit growing carpenter contractors, we are in a position to 
offer year-round work near home. No layoffs or lost time should the particular job 
you may be working on run slow or finish completely. We can place you on another of 
our jobs even the same day or the following morning. 


NOW HIRING IN THESE AREAS: 


ARLINGTON HEIGHTS 
PALATINE 
ROLLING MEADOWS 
BUFFALO GROVE 
WHEELING 
GLENVIEW 


• MOUNT PROSPECT 
• PROSPECT HEIGHTS 
• LOMBARD 
• OAKBROOK 
• ELK GROVE VILLAGE 


R & D THIEL, INC. 


392-5303-04 
CH: 775-4540 


104 S. Arlington Heights Rd., Arlington Heights 


REAL ESTATE SALES 


Due to expansion into new areas, we need qualified, licens- 
ed, experienced salesmen to go forth with an ever ex- 


panding office where top earnings are possible for • live 
person who is a PRO in the business. Contact Jack Kern- 


merly, 358-5560 (or a personal & confidential interview. Pre- 


sently, we have five offices serving the ever expanding 


needs of the great Northwest Suburban area. 


1 
emmerlu 


REALTOR 
W* 


OPEN 9 TO* 


MARTIN METALS 


CAREER OPPORTUNITIES 


TOOL MAKER - 
INJECTION MOLD 


General knowledge of advanced Mathematics, precision 
measuring Instruments, machine shop tools. 


DRAFTSMAN 


Experienced in Plant Layout will qualify the right drafts- 
man for a top notch drafting career. 


MACHINE OPERATORS - 1st & 2nd Shift 


No experience is required for several factory jobs presently 
open in our modern plant. High school diploma NOT neces- 
sary. High starting wages, automatic pay increases, rapid 
advancement. These are outstanding permanent full time 
positions for men who want job security, high income, com- 
plete benefits and unlimited advancement opportunity. 


DIVISION OF MARTIN MARIETTA CORP. 


APPLY IN PERSON OR 
CALL 


537-2180 


250 N. 12th St., Wheeling 
(N. of Dundee Rd., % ml. 
E ofRte. 83) 


EKCO PRODUCTS, INC. 


Immediate Openings 


MAINTENANCE MECHANICS 
SHEAR OPERATOR 
POWER TRUCK OPERATOR 
PRODUCTION WORKERS 
BALER MAN 


....$3.68V2 
To Start 


. .$3.12 
To Start 


. $2.78 
To Start 


. .$2.64 
To Start 


$2.64 
To Start 


• Free Major Medical and Life Insurance 
• 9 Paid Holidays 
• Free Pension Plan 
• Many Company Benefits 


Call 537-1100,8:30 a.m. to 5 p.m. 


or visit us at: 


777 WHEELING RD. 
WHEELING, ILLINOIS 


An Equal Opportunity Employer 


CIRCULATION SUPERVISOR 


We will train an ambitious and outgoing young man In the 
Held of Circulation. 
Among the many benefits are: 


• PROFIT SHARING PLAN 
• CAR ALLOWANCE 
• EXCELLENT WORKING CONDITIONS 


This position will afford a qualified person tn interesting 
and challenging role in working for an expanding suburban 
newspaper 


CALL: HARVEY GASCON 


394-0110 


PADDOCK PUBLICATIONS, Inc. 


311 S. Arlington Hts. Rd. 
Arlington Hts., Dl. 


NEATEST, CLEANEST, NICEST HOMES 
IN THE NORTHWEST SUBURBAN AREA 


ARE LISTED IN PADDOCK PUBLICATIONS' 


ROUTE OPERATOR 


GOOD PAY! 


GOOD FUTURE! 
GOOD BENEFITS! 


We offer $140 week guarantee 
plus a percentage of profits. 
No limit on earnings. You'll 
work 5 day week and will be 
supplied with everything you 
need 
to succeed. Modern 


lightweight truck-all merchan- 
dise — completely established 
route — complete training 
with pay. 
You and your family will be 
protected by Blue Cross and 
Major Medical insurance and 
your income will continue if 
you are sick or injured even if 
it occurs when you are not 
working. Paid vacation of up 
to 3 weeks the first year. 
P r o f i t sharing retirement 
plan, much more, your future 
is unlimited. 
No strikes, no layoffs in 70 
years! Good pay! Good fu- 
ture! Good benefits! 


Call (312) 543-5220 
Ask for Mr. Ariola 


MACHINIST 


Experienced in machine re- 
s e a r c h and development 
work. Background should in 
elude blueprint reading and 
layout work. 
Employee benefits include: 
group life-hospitalization in- 
surance, 8 paid holidays, va- 
cation, profit sharing plan and 
tuition reimbursement pro- 
gram. 


BAXTER 


LABORATORIESJNC. 
6301 Lincoln Ave. 


Morton Grove 


9654700 
267-6900 


An equal opportunity employer 


SHIPPING/PACKAGING 


Rapidly expanding small com- 
pany has need for men who 
can keep up with company's 
growth. Many advancement 
opportunities available. Must 
have ability and desire to 
work with your hands as well 
as your mind. Age 25-35 
years. Call 359-3500, ask for 
Ron Iverson. 


SHIPPING 


Experienced man to handle 
all phases of traffic — rout- 
ing, rates-loading and ware- 
housing in new plant in Ben- 
senville. Call Met Nettenstrom 
at 766-9220. 
An equal opportunity employer 


MEN NEEDED 


To service our customers in 
this area. Full and part time. 


255-7132 


YOUNG VETERAN 


Good opportunity to learn 
builder's 
supply 
business. 


Must have driver's 
license. 
Bensenville area. 


PHONE 766-5050 


HOUSEWIVES 


Will you spare your husband 3 
or 4 evenings weekly if he 
could bring home an addition- 
al $210 income per month? 
Answer yes? Have him call 
Mr. Garner. 637-1053. 


SHIPPING & RECEIVING 


CLERK 


to work in food manufacturing 
plant. Good salary & benefits. 
Call Mr. Logan 


439-2250 


WANTED-TENANT FARMER 
Farm exp. necessary. Family 
man. Move into a modern 4 
bdrm, home near Long Grove. 
References. 438-6129 Before 8 
a.m. or after 6 p.m. 


PARTS DEPARTMENT 


ASSISTANT 


Excellent opportunity for man 
to grow with large importer. 
Experience helpful but will 
train right man. Good starting 
salary. Call 4394030. 


FAST ACTION 


FROM 


CLASSIFIED 
RENTAL ADS 


Help Wonted—Mole 


ORDER FILLER 


We need an aggressive man 
to fill orders, control stock 
and be involved with general 
warehousing activities. Good 
salary and! fringe benefits. 
Excellent working conditions 
at our new location. 


ILLINOIS RANGE CO. 
708 W. Central Road 


Mount Prospect 


253-4950 


DOCKMEN 


9 p.m. shift 


$3.80 per hour. Liberal over- 
t i m e . Complete teamster 
union coverage. Experience 
not necessary. If you are a 
family man, over 21 years of 
age, desiring permanent em- 
ployment, apply at: 


Niedert Motor Service, Inc. 
2300 S. Mt. Prospect Rd. 
Des Plaines 


827-8861 


MECHANICAL ASSEMBLER 


Custom scientific instrument 
mfg. needs man for mechani- 
cal assembly. Prefer man 
with lathe & drill press expe- 
rience. Knowledge of elec- 
tronics helpful. Opportunity 
for growth in small company. 
PODBIELNIAK, INC. 


203 Gateway, Bensenville 


766-1816 


LABORATORY TECHNICIAN 


Young High School graduate 
to work in laboratory in rub- 
ber mfg. plant. Good opportu- 
nity to learn laboratory tech- 
niques in fast growing Co. Ap- 
ply in person or call Mr. Ed- 
ward Fesus. 


SELASTOMER 
CHICAGO, INC. 
345 E. Green St. 


Bensenville 
766-5950 


MAINTENANCE MAN 
Salary to commensurate with 
experience, plenty of over- 
time. Steady. Call T. Do- 
nofrio, weekdays 9-6, Satur- 
day 9-4. 


766-9050 


KORTON METAL 
PRODUCTS, INC. 
100 Leland Ct. 
Bensenville, 111. 


SHIPPING DEPT. 


Must have experience in rout- 
i n g 
warehouse inventory. 
Good salary. Company bene- 
fits and much overtime. 
Contact Phil Allessi at: 


439-8990 


U. S. Tackle Inc. 


1225 Greenleaf Ave. 
Elk Grove Village 


STOCK BOY 


Young man wanted to fill or- 
ders in phonograph record 
warehouse. 


NEW DEAL RECORDS 
1001D Nicholas Blvd. 


Elk Grove Village 


956-0660 


WAREHOUSEMAN 


Receive materials for housing 
project. Includes some order- 
ing. Good salary, no age lim- 
it. Letter of reference re- 
quested. 


CALL 358-2122 


Hoffman Estates 


Lums In Schaumburg 
Needs man part time days. 
No exp. necessary, must be 
over 21. 


CALL 894-2760 


COLD HEADING 


We are expanding operations 
again. Header slotter and roll- 
er men needed for 2nd shift. 
Top wages for top quality 
men. Call Bill Cochrum, 766- 
5000. 


HAND SCREW MACHINE 


OPERATOR 


Young man to learn to set up 
& operate hand screw ma- 
chine. 


SECONDA PRODUCTS 


595-0112 


Help Wonted—Male 


SHIPPING CLERK 


Experienced for medium siz- 
ed printing plant in Itasca. 
Good pay. Eligible for health 
& welfare plan after 3 months 
employment. Call Harry Wil- 
son, 773-2100. 


MEAT CUTTER 


Need reliable Journeymen for 
expanding retail business. 


Arlington Packing 


119 Campbell 
CL 3-7585 


PART TIME 


High school boy 16 or over to 
work on Cadillac lot evenings 
and Saturday. Apply to Rich- 
ard Parker. 


392-6700 


MACK CADILLAC 


333 Rand Rd., Mt. Prospect 


1st CAR? 
2nd CAR? 
CHECK OUR 


.ANT ADS 
FOR 
GOOD BUYS 


WATCHMAKER 


A n 
experienced 
qualified 


graduate watchmaker needed 
immediately. 
Many 
fringe 
benefits such as insurance 
and profit sharing program, 
vacations, etc. Salary com- 
mensurate with qualifications. 
Apply in person or phone. 


JEWEL HOME 


SHOPPING SERVICE 


955 Jewel Road 
Elgin, 111. 
OW 5-1822 


An equal opportunity employer 


SALES MAN 


EARN-$20,000-$25,000 
8 Calls Per Day Program 
Exclusive Territory 
Excellent Commission 
Repeat Sales 
Home Every Night 
Call on Business Houses 
Phone 439-8422 For Appt. 
OR ATTEND MEETING 


Wed. 7:30 p.m. 


1720 Algonquin Rd. 
Rm. 204 


Mount Prospect, 111. 


DRAFTSMAN 


A real opportunity for an 
alert young man who has 
some drafting math experi- 
ence. Will work as a junior 
engineer 
in a progressive 
c o m p a n y . Salary com- 
mensurate with ability and 
productivity. Ptione Mr. Loeff- 
ler 358-5800. 


THOMAS 


ENGINEERING INC. 


Hoffmar Estates 


PART TIME 


Machine Operator 


Part time, hours can be ar- 
ranged to suit your schedule, 
morning or evening hours. 


CALL: 766-5705 


MICOR CORP. 


Bensenville, 111. 


ACCOUNTANT 
OFFICE MGR. 


Unusual opportunity to assist 
Controller in position newly 
created and brought about by 
C o. growth. Salary com- 
mensurate with ability and 
experience. Generous benefit 
program. Melrose Park loca- 
tion. Phone for interview. 


MU 1-0300 


MAINTENANCE MAN 


For street and water depart- 
ments. Must have mechanical 
ability. Salary open. Free hos- 
pitalization and life insurance. 


FINANCE DIRECTOR 
Village of Arlington Hts. 
33 S. Arlington Hts. Rd. 


Arlington Heights 


253-2340 


PART TIME WATCHMAN 


Excellent opportunity awaits 
retired or semi-retired indi- 
vidual as watchman for a 
modern office building in the 
O'Hare area. For full infor- 
mation call Mr. Peters 825- 
5566. 


BUSBOY 


Part time, week-ends, $1.25 
hr. Over 16. Call 358-2800 Ask 
for Mr. Bakos. 


UNCLE ANDY'S 
COW PALACE 


JANITORIAL FIELD 


Man 25 or over, full time. 
Like to work on your own? 
$500 per month during train- 
ing, regular advancement, ve- 
hicle furnished, hospitalization 
insurance. 


CALL 837-8111 


Four experienced carpenters 
wanted to work for estab- 
lished 
carpenter-contractor. 


Profit sharing, steady work. 
Call Mr. Brock. 


537-8302 


PERSONNEL INTERVIEWER 


4 W. Miner, Arlington Hts. 
Place 
office 
and technical 
men. First year earnings will 
be from $8-12,000 up. Call Mr. 
Sheets — 392-6100 


SHEETS EMPLOYMENT 


FULL TIME MAN 


Apply in person to Mr. Beh- 
rens. ACE HARDWARE 


3003 Market Plaza 
Rolling Meadows 


PART TIME 


SHOE SALESMAN 


PLAZA SHOES 


253-9010 


Mt. Prospect Plaza 
FIGURE CLERK 


For inventory control. We will 
train you. Must have own 
transportation. 
Bensenville 
area. 


766-6000 


Young man for steady work. 
Fringe benefits. Good working 
conditions. 
Experience 
not 
necessary. Apply in person. 


MAYFAIR RUG SERVICES 
1136 E. Northwest Hwy. 


Palatine, HI. 


Want Ads Solve Problems 


Htlp Wanted— Male 
Help Wonted-Male 
Help WoMed— Malt 


ELECTRONIC 
TECHNICIANS 


We need a number of men who have been trained in electronics. 


• 2 ANALYZERS 


• 2 LAB TECHNICIANS 
• 10 FIELD ENGINEERS 


We can fit you in regardless of your background, 


SALARY ABOVE AVERAGE 


FULL BENEFITS & PROFIT SHARING 


AAA-1 GROWING COMPANY 


426 S. Westgate Drive 


PERSONNEL 


SENCORE, INC. 


Industrial District 


Addison, Dl. 


543-7740 


GENERAL FACTORY 


ORDER FILLER 


RECEIVING DEFT. 


PARTS DEPT. 
FORK LIFT OPERATOR 


These positions are per- 
manent with excellent 
op- 
portunities for advancement. 
Wage rates 
commensurate 
with experience, excellent 
benefits. 


BROTHER INTERNATIONAL 


CORP. 


900 W. Lunt Avenue 


Elk Grove Village, 111. 


WAREHOUSEMEN 


Permanent work with good 
starting salary and automatic 
increases. Liberal company 
benefits. Paid vacation after 1 
year. 


APPLY IN PERSON 


GENERAL 


ELECTRIC CO. 


Laminated Products Dept. 


720 Lee St. 


Elk Grove Village 


An equal opportunity employer 


TRAINEE 


Young 
man interested in 
learning the motor truck busi- 
ness. Experience is not neces- 
sary but willingness to learn 
is a must. Pleasant working 
conditions. Uniform, hospital 
and insurance plan. Apply in 
person. See Mr. Ray. 


GILMORE INTERNATIONAL 


45 E. Palatine Rd. 


Wheeling 


WAREHOUSEMAN 


WHEELING 


i m p o r t e r of musical in- 
struments needs order filler. 
Experience 
not 
necessary. 


Good starting salary. Free 
hospitalization and life insur- 
ance. Phone: 


Mr. Lay 
537-4628 


537-7777 wkdys. 


eves & Suns. 


EMPLOYMENT 
CONSULTANT 


If you feel confined by detail 
and "games," you should be 
interested in this situation. 
Above average earnings and 
freedom are what we offer. 
Call Bill Mullins, MULLINS & 
ASSOCIATES, 394-0100. 


LEARN TRADE 


Man 2540. Good with hands. 
Reliable, permanent job in 
clean, pleasant shop. 35 or 40 
hr. weelt. Day shiK. 


MOSSTYPE 


150 Scott Street 


ELK GROVE 
437-1300 


AUTO PARTS 


Counter man with GM experi- 
ence. Excellent working con- 
ditions. See Don Hansen 
DICK WICKSTROM 


CHEVROLET 


555 IRVING, ROSELLE 


Employment Trainee 


Earnings open. Future you 
determine. We will train you 
in the growing field of person- 
nel placement. Call Bill Mul- 
lins, MULLINS & ASSOCI- 
ATES, 394-0100. 


APPRENTICE 


Mold and tool maker appren- 
tice. Good opportunity for 
right young man. 


REGO MOLD & TOOL CO. 


DES PL. 
296-8991 


SERVICE MAN 


Trainee for NW suburb Neat 
appearance, high school grad, 
mechanically 
inclined 
Car 
furnished. Salary plus bene- 
fits. 


543-7970 


"Learn The Trade 


The Right Way" 
• 


Apprentice meat cutter in re- 
tail market. 


Arlington Packing 


119 Campbell 
CL 3-7585 


TO MAKE A BUCK 


TAKES 


MORE THAN LUCK 


The company, its products and public 


awareness make the difference. 


PADDOCK PUBLICATIONS with its multiple line approach 
fUls the bill on all counts. 
And as a result of its unprecedented success story, needs 
qualified men to bolster its expanding sales team. 
PLAN AHEAD ... for a satisfying career which offers the 
opportunity for growth and unsurpassed financial rewards. 
The successful applicant should be highly ambitious, willing 
to participate in business community affairs, have news- 
paper selling or retail management experience. He should 
be mature minded and a good planner. 
The men selected will be assigned specific accounts plus a 
realistic potential for added earnings. Compensation is in 
the form of salary plus commissions as well as other com- 
pany benefits which include a profit sharing plan. 
Call: Ted Small, Director of Advertising for interview: 


394-2300 


PADDOCK PUBLICATIONS, Inc. 


217 W. Campbell 
Arlington Heights, HI. 


MOTOROLA 


NEEDS MEN FOR 


PLANT SECURITY 


In Elk Grove Village 


BENEFITS INCLUDE: 


• Good Pay 
• Excellent Working Conditions 
• Paid Vacations 
• Paid Holidays 
• Low Cost Hospitalization & Profit Sharing 


APPLY 


8 a.m. to 3 p.m., Monday thru Friday 


9 a.m. til Noon on Saturday 
MOTOROLA 


Algonquin & Meacham Roads 


Schaumburg, Illinois 


An equal opportunity employer 


PRODUCTION WORKERS 


TMA 


To Work From 8 to 4:30 p.m. 


STEADY EMPLOYMENT 


AUTOMATIC INCREASES 


FREE LIFE-HOSP. INSURANCE 


CALL PERSONNEL OFFICE 


LE 7-5700 


1020 Noel Avenue 


SP 5-4300 


Wheeling 


$2.95 to $3.45 per hr. 
$2.53 to $3.03 per hr. 
$2.31 to $2.81 per hr. 
$2.31 to $2.81 per hr. 
$2.11 to $2.61 per hr. 


Manufacturer of plastic and metal products requires 1st and 
2nd shift permanent qualified employees to start imme- 
diately as: 


VACUUM FORM OPERATORS 
ASSEMBLERS 
SPOT WELDERS 
PUNCH PRESS OPERATORS 
PAINT HELPER 


Paid holidays and vacations, paid pension plan, paid group 
insurance benefit program, savings plan, tuition refund 
plan. Apply at: 


LESLIE WELDING COMPANY, INC. 


11241 W. Melrose St. 


Franklin Park, Illinois 
455-0727 


FOREMAN 


Large manufacturing firm in the Northwest Suburbs has 
immediate opportunity for individual with previous super- 
visory experience in Punch Press and Automated equip- 
ment. This position involves the direction of 35-40 hourly 
personnel and reports directly to the Superintendent. We 
are the leader in our field and offer an excellent starting 
salary and a complete benefit package. Please submit your 
resume in complete confidence with salary requirements to 


Box F-69 


Paddock Publications 


Arlington Hts., 111. 


TRY A WANT AD! - 394-2400 


PAGF C-9 
PADDOCK PUBLICATIONS 
FBI., MAR. 7, 1969 


Help Wanted—Molo 
Htlp Wanted—Mai* 
Help Wanted—Mai* 


MACHINE 


TROUBLE SHOOTERS 


(Days) 


Immediate openings currently exist for top-notch machine troubleshooters capable of 
building repairing debugging and making corrections in multi-stage progressive and 
compound dies complex tools and intricate specialized fabrication and assembly mach- 
ines jigs fixtures and gauges. Only machine troubleshooters capable of performing 
quality work with efficiency and accuracy need apply. Ultra modern working condi- 
tions excellent benefit program and a starting rate commensurate with previous 
background accompany each of these desirable openings. For further information 
contact: Jim Deering. 


LITTELFUSE, INC. 


Subsidiary of Tracer, Inc. 


824-1188 


An Equal Opportunity Employer 


800 E. NORTHWEST HWY. 
DES PLAINES, ILL 


RETAIL SALES MANAGEMENT 


Due to rapid expansion, major tire and retail firm has 
immediate openings for: 


TIRE CENTER MANAGERS 


ASSISTANT MANAGERS 


MANAGEMENT TRAINEES 


WE REQUIRE: 
1. High school graduate — some college preferred. 
2. Successful sales background. 
3. Good appearance and speaking voice and have intent 


to excel in sales management as a career. 


WE OFFER: 
1. Excellent salary based on experience and past earnings. 
2. Management profit bonus. 
3. Extensive benefit-program including hospitalization, 


life it accident insurance, company retirement & 
profit sharing. 


FOR APPOINTMENT CALL: 


Mr. J. Cunningham 


259-1819 


Mon., March 10th, 10-7 p.m. 
FOR FURTHER INFORMATION 


HA 7-8725 


THE FIDESTA CO. 


Div. of Firestone Tire & Rubber Co. 


An Equal Opportunity Employer 


MAINTENANCE MAN 


Experience in general plant maintenance with strong back- 
ground in electrical wiring and servicing refrigeration and 
air conditioning equipment. Steady employment. 
Employee benefits include group-life-hospitalization pro- 
gram, profit sharing plan. 


BAXTER LABORATORIES, INC. 


6301 Lincoln Ave. 
Morton Grove 


965-4700 
267-6900 


An equal opportunity employer 


WAREHOUSEMEN 


Night Shift 


3:45 p.m. • 12:15 a.m. 


START $3.10 AN HOUR, $3.30 IN 90 DAYS 


NIGHT DIFFERENTIAL 


High school education desirable. ExceUent fringe benefits. 
Opportunity to advance. 


CALL R. M. DANCY 
4554600 
625-0500 


B. F. GOODRICH COMPANY 


10701 Belmont Avenue 
Franklin Park 


MANAGER 


National chain with rapidly expanding fast-food business 
desires young, industrious, manager-trainees. Unlimited fu- 
ture potential for right persons. Food service experience not 
necessary. 


TOP COMPENSATION 


LIBERAL FRINGE BENEFITS 


Phone; Mr. Witt 392-0700 


BOYS WANTED 


PART TIME-EVENINGS & WEEK-ENDS 


FREE MEALS-GOOD STARTING WAGES 


APPLY TO: 


MR. WAYNE DeVOS OR MR. WALDON HERSH 


MCDONALDS 


Cf Arlington Heights 


OFFSET TRAINEE 


Young man to work in adver- 
tising department of modern 
progressive organization. In- 
teresting, diversified position 
involving offset press oper- 
ation, plate making, negatives 
•tripping, etc. Some 
offset 


press experience or training 
desirable. Pleasant and mod- 
ern surroundings. Numerous 
company benefits. Located in 
Nltes <7700 North 5500 West). 
Call Mr. Kotowski - 967-7711 


WAREHOUSEMAN-PACKER 


Diversified 
interesting 
* 


steady work. Complete Co. 
Benefits. 


NICHOLSON FILE CO. 


80 Bond Street 


Elk Grove Village 
437-2830 


GENERAL OFFICE 


PART TIME DAYS 


Retired man needed for im- 
porter, for inventory control. 
Experience not required — 
will train. 3 days a week. 


CALL 439-6030 


OFFSET PRESSMAN 
Experienced Multilith or Chief 
22 operator. Location North- 
west suburban area. Opportu- 
nity to grow with progressive 
Co. 


678-5385 


____ _ 


MAN ~for clerking & delivery 


in drug store, mornings only. 


No Saturdays or Sundays. Call 


Learbrook 5-2131. 
_ 


YOUNG man to learn gutter in- 


stallation. Year round. Good 


earnings. 595-0950. _ 
_ _ 


THIRD shift" 40 & older. Gas 


station work. Palatine. North 


State, 57 E. Palatine Road. 
AIR conditioning and heating 


servicemen 
and 
installers. 
Sanders Heating Co. 392J383 
ilAN~fbr light delivery. Oppor- 


tunity for extra hours. $2.50 


per hour. 359-3500. 
___ 


?ART time man — married, 21 


or over, four nights a week. 6 


p.m. or 6'30 p.m. to midnight. 
437-9150. _ 
_____ 


DAYTIME maintenance man. 


St. Thomas Villanova School, 


Palatine. 358-6999. 
___ 
__ 


MECHANIC wanted for cars 


and trucks, PO 6-3719. After 6 


p.m. call PO 6-5079. 
SINGLE, ambitious, young man 


for inside sales and adminis- 


rative assistance. Will train. 
Sxcellent 
company 
benefits. 


766-3470. 
HARDWARE department man- 


a g e r . Will tram. Hospi- 


alization and paid 
vacation. 


Vlany other benefits. Bowen 
Hardware, 121 E. Davis St., Ar- 
lington Heights, 111. 
WEEKEND lawn maintenance 


help needed. Also machine op- 


erator for installing lawns, Jim 
Wenle 279-5300. 
MAN over 21 for full time days, 


deliveries and inside work in 


the wholesale pet industry. 766- 
4155.__ 


'AS Station Attendant — some 
mechanical ability, part time 


5 p.m. to 10 p.m. Hank's 66 Ser- 
vice, Tonne Road & Devon Ave- 
nue, Elk Grove Village. 


DRIVER 


To deliver Millwork to con- 
struction jobs Chicago-Metro- 
politan area. 


537-4331 


SALES & OFFICE 


Young married man looking 
for opportunity to advance in 
a small office in an inter- 
esting job with good steadily 
increasing salary. Call Dick 
Beck at 


BECK FACEBRICK CO. 


3617 Oakton Street 


Skokie 
° 


Situations Wanted 


RARE BUY IN 
... 


Richly experienced advertis- 
ing, 
sales-promotion writer, 


business 
consultant. 
Older 


man, excellent health. Full or 
part-time. Client & agency ex- 
perience 
Don Harris, 114 


Garfield, Harrington. 


HUSBAND" and~wife~teanno 


clean model homes. Fast, re- 


liable, Jionest._253-53341 
BUILDING 
maintenance 
for 


apartment building in return 


for apartment and salary. 437- 
8326 between 12:30-2:30 p.mu _ 
HOUSEKEEPER 
available 


Wednesdays. Experienced, re- 


liableJVlU 4-8684_after_7 p.m. 
WILlTtake calls, do general of- 


fice work in my office, 5 day 


week. Business location, Ben 
senville. Call 766-0312. 
GENERAL 
cleaning, experi- 


enced, Thursday only. LA 


9;6789. 
EXPERIENCED cleaning girl, 


references, likes children. 684- 


0781. 
WOULD like work to do in my 


home, Elk Grove, 437-1197. 


CURIOUS? 


You probably aren't as in- 
quisitive as the fellow above, 
but did you ever wonder just 
how many classified ads are 
placed every year in Paddock 
Publications? 


Last 
year 
the total was 


200,000! That's a lot of votes 


of confidence in the pulling 
power of Paddock Want Ads. 
They range from help wanted 
to business services . . . from 
lost and found notices to 
apartments for rent. Regard- 
less of their categories, they 
were placed in Paddock Pub- 
1 i c a t i o n s for one reason: 
people know that Paddock 
Want Ads bring results .If 
you're curious whether Want 
Adf can solve YOUR' prob- 
lem, just dial 394-2400. Pad- 
dock Publications will do the 
rest! 


> p 
il« 
Mai* or Ftmalo 


Holp W«tod— 
Male or Fomalo 


MOTOROLA 


NEEDS 


• LINE WIRERS & SOLDERERS 
• LIGHT ASSEMBLERS 
• STOCK CHASERS 
• CAFETERIA HELP 
• SECRETARIES 


JOBS OFFER: 


Excellent pay 
Automatic increases 
Excellent working conditions 
Low cost medical & Life Insurance plan 
Profit sharing 


Openings in Schaumburg & Elk Grove 


APPLY 


8 A.M. - 3 P.M. MONDAY - FRIDAY 


9 A.M. - NOON SATURDAY 


MOTOROLA 


ALGONQUIN & MEACHAM RDS. 
SCHAUMBURG, ILL. 


AN EQUAL OPPORTUNITY EMPLOYER 


GENERAL CLERK 


Good figure aptitude. Top starting salary. Excellent com- 
pany paid benefits. Free hospitalization, free life insurance, 
paid vacation, sick leave. 


GOODYEAR TIRE & RUBBER CO. 


1501 Nicholas Blvd. 


Elk Grove Village 
437-4900 


An Equal Opportunity Employer 
PART TIME 


Newspaper Stuffers 


Week nights, starting at 9 p.m. until 2 a.m. 


Please phone for appointment 
394-2300 


BILL SCHOEPKE 


PADDOCK PUBLICATIONS, Inc. 


217 W. Campbell St. 
Arlington Heights 


Real Estate Sales 


New office, in Schaumburg, in 
need of men and women, look- 
ing for an exceptional oppor- 
tunity to earn above average 
income. Highest paid commis- 
sion schedule in the NW Sub- 
urban area Prefer some pre- 
vious sales experience or will 
train the right people. 
Several positions also open at 
our Arlington & Palatine of- 
fice. 


FOR APPOINTMENT 


CALL 


MR. BRUNS-894-1330 
BRUNS REAL ESTATE 
7 W. Schaumburg Rd. 


Schaumburg 


COOK'S HELPER 


SALAD WOMAN 


CASHIER-BOOKKEEPER 


Experienced 
or will train. 


Salary could be arranged by 
mutual agreement. 5 days wk. 
40 hrs. Ask for Cafeteria Mgr. 


PART TIME HELP ALSO 


255-2620 


ELMHURST 


OFFICE BUILDING 


MAITENANCE 


Flexible hours. Will consider 
husband & Wife. Write Box 
F75, 
c/o Paddock 
Publica- 


tions, Arlington Hts., 111. 


COUNTER HELP 


FULL TIME - 
PART TIME 


DAYS AND EVENINGS 


Positions available for cash- 
iers and counter help. 


See Mr. Peterson 


LE PETIT CAFE 
Randhurst Shopping Ctr. 


MACHINE 


OPERATORS 


Age 18 & over, no experience 
n e e d e d . Expanding oper- 
ations, pleasant light work. 
Top wages, regular & OVER- 
TIME. Steady work. 5 day 
week. Rotating shift. Will in- 
terview weekends & until 6 
p.m. weekdays. 


THE OWENS DIVISION 


AFA CORP. 
310 West Colfax 


Palatine 
358-7660 


HOMEFINDERS 


ARE YOU A SALESMAN? 


If 
you 
are 
a egr es- 


sive . . . enthusiastic . . . 
creative . . . and dissatisfied, 
look for a lucrative career in 
real estate. No experience re- 
quired — you will be offered a 
complete training course prior 
to entering the field. Top com- 
missions paid. Rapidly grow- 
ing company with manage- 
ment opportunities available 
We need 
you at 
HOME- 


FINDERS. Contact Ralph Ed- 
gar 259-9030. 


MAIL CLERK 


Permanent. 8 a.m. to 4:3( 
p.m. 
Operate multilith and 


process mail. Must have driv- 
ers license. Several persons 
have been promoted from this 
job to responsible position 
Excellent starting salary am 
liberal benefits. 


GEN. TEL. DIRECTORY CO. 


1865 Miner St. 


Des Plaines 
827-6111 


An equal opportunity employer 


IMPORT EXPORT 


Wanted management trainee 
to learn import and expor 
business at 
airport 
office 


Must type and have own car 
Call Mr. Domek 6784386. 


READ CLASSIFIED 


Th3 Right Words - - 


To The Right People - 


Spell Results-- 


Help Wonted— 
Mai* or Fontafo 


PRICING CLERK 


Immediate opening in our Bil- 
ing Department for a person 
to do pricing on our customer 
orders. Requires high school 
education and good figure ap- 
Itude. Previous experience 
helpful but we will train. 
Competitive salary and ex- 
ceptional company paid bene- 
fits including insurance, vaca- 
tions and profit sharing. 
A. M. Castle & Co. 
3400 N. Wolf Road 
Franklin Park, 111. 


455-7111, ext. 222 
Interviewing Daily 


9 a.m. to 4 p.m. 


Saturday interviews 


Available by appointment 


DRAFTING 
(Men or Women) 


Due to an increased work 
load we are expanding our 
drafting section and are will- 
ing to tram the right people. 
If you are a student looking 
for summer work, or are in- 
terested in a full time job as 
a TOPOGRAPHIC DRAFTS- 
MAN call or send resume to 


CHICAGO AERIAL SURVEY 


10265 Franklin Ave. 


Franklin Park 
6784380 


An equal opportunity employer 


Real Estate Sales 


A n o t h e r happy salesman 
wanted. Present experienced 
floor staff are brokers who 
want more help and can help 
you. They have decided on a 
larger share of the business 
ana smaller sales force. All 
inquiries in complete con- 
fidence. CaU 359-4600. 
Regal Real Estate 


415 N. Northwest Hwy. 
Palatine, 111. 


WOMEN/MEN 


To work in Engineering Labo- 
ratory 
assembling, wiring, 


soldering. Part time consid- 
ered. Will tram. 


• TOP RATES 
• GROUP INSURANCE 
• ULTRA MODERN 


FACILITIES 
International 


Electro-Magnetics 


Palatine 
358-4622 


WAREHOUSEMEN 


PACKAGING & 


ORDER PULLING 


Full and Part Time 
8a.m.— 4:30 p.m. 
9 a.m. — 3 p.m. 
6 p.m. —10 p.m. 


New 
modern 
plant. Good 


starting salary. Apply. 


LIFT PARTS MFG., INC. 


2601 East Oakton 


(Iblk. W. ofElmhurst 


Rd. on Oakton) 


Elk Grove Township 


An equal opportunity employer 


Needed immediately men and 
women for our Production De- 
partment. Day and 
night 


shifts. Good salary plus other 
benefits. Apply in person. 


JEWEL HOME 


SHOPPING SERVICE 


Jewel Park 


Harrington, 111. 


An equal opportunity employer 


Real Estate Sales 


Full time, licensed, must be 
self-starter, neat appearing, 
and have car. 
Commission 
basis. Confidential interview. 


Call G. Folz, CL 5-3535 


HOMES NxN.W., Arlington 


TIME means money. Use spar 


hours for contact work 
I 


watch your commission earn 
ings grow. Local distributor wi 
show you how. Phone 766-5221. 
FULL time. Career opportunit 


in retail sates Many benefits 


full training, excellent salary 
Phone 824-1700 
WANTED 6 freelance sales per 
sons. Call 438-8007 for appoint 


ment. 


Sporting Goods 


FOR COLLECTORS 


1905 Colt new pocket positive 
revolver, .32 long. 1905 Colt 
new police positive revolver 
.32 long, both good shooters, 
tight action, need blueing, 
Make offer. 438-6833. 


Travel and 


Camping Trailers 
BUY & TRADE NOW 


For lowest prices. Big stock 
of travel trailers & truck 
campers. Brand names. 


Sun. 11-4, Daily M 
CLOSED FRIDAY 


HALE TRAILER SALES 


1920 Sheridan, North Chicago 


1960 WINNEBAGO, 8 sleeper 


water, icebox, stove, hea 


$850. FL 8-0339 
1962 
RIGHT camper, 
stove 


sink, ice box. Add-a-room 


$525. 529-9206. 
'64 SKAMPER like new condi 


tion, sleeps 4 with stove, ice- 


box and sink. $500. CL 3-0199. 
8' OVERCAB pick-up camper 


with jacks, $495 or best offer 


4384702 
15' 
ROADRUNNER Trave 
Trailer, sleeps 8, excellen 


condition, $1,000.7734445. 


Dog», Pott. Equipment 


DOG TRAINING 


Register now far all breed 
obedience 
classes 
starting 
March 11. Get in on the low 
rate of just $20 for the course. 
Qualified children welcome. 
Call Ed Pakan after 4 PM. 
537-4478 


ie Parlor 


GROOMING ALL BREEDS 
Poodle pups & stud service. 
Midwest Bank Cards accept- 


PICK UP AND DELIVERY 


FOR APPT.: 537-5968 


WHEATON AREA 


CONFORMATION SCHOOL 


Join us in our course of 7 
weeks for $12.00 where you 
and your dog will be self- 
taught. For details call 279- 
7963 and 529-8993. 


POODLES Very Bouncy, 7 
wks. old, just right time to 
take home. Ref. to buyers of 
previous litter same sire & 
dame, I toy, 2 sm. mini.; sil- 
ver-black. 


392-9705 after 6 p.m. 


MINIATURE Schnauzer 


Champion Jorl's Jet at 


stud. Giant Schnauzer puppies. 
ARC registered. Grooming and 
warding. 
Harwood 
Kennels. 


W o o d s t o c k , Illinois. Phone 
815—338-5301. 
>ETTTE toy poodles available 


for stud service. Excellent 


bloodlines. Fee or puppy. 259- 
6076. 
POODLES, AKC, tiny toys. Also 


grown females for lease. Toy 


stud service. All colors. 358- 
9233. 


E R M A N shepherds, AKC, 
champion blood; large, beau- 


tiful, healthy ;$50up. 428-2921. 


Dogt, Poti, Eq«lpra*n» 


IRISH setter 


Pick of litter. 


female. 


743-2336. 


CALICO cat, young beautiful 


pet, free to best home. 255- 


2475. 
COLLIE Shepherd puppies, 6 


weeks old, he me raised. After 


5 P.M. 827-1398. 
WANT beautiful white poodles? 
Just can my stud. FL 8-2696. 


P O O D L E S — toy apricots, 


male/female, bred for tem- 


perament, health guaranteed, 
$75/up. 253-1632. 
ADORABLE black toy female 


poodle, AKC, 8 weeks, paper 


trained, $90. 259-6076. 
MINIATURE Schnauzer pups, 7 


weeks, AKC, 2 males, 2 fe- 


males, See Dam and Sire on 
premises with papers. 529-7776. 
POODLE, black, male min- 


iature, AKC, 4 months, rea- 
sonable. 827-5374. 
POODLES — miniature, Mack, 


8 weeks. AKC registered, 


home raised. 3584527. 
POODLES — miniature, AKC, 


females, cream and white, 8 


weeks, shots $75.439-8140. 
POODLES. Finest, darkest apri- 


cot. Champion sired. Darwin 


and Meisen lines. 7 weeks. Pet 
prices. 392-0214. 


Wanted to lay 


PIANO, any type, any condi- 


tion. 7664736. 


PRIVATE party wants 14'-16' 


Fiberglass or aluminum boat. 
Please call 259-1662 evenings or 
anytime weekends. 
WANTED—matching twin beds 


over 10 years old, 537-1643. 


Radio, TV. Hi-Fi 


LABRADOR, female, black, 8 


months old, AKC. 437-5164. 


POODLES, AKC, toys & min- 


iatures. Delightful tempera- 


ments, shots, reasonably priced. 
For appointment call 358-7245. 
DOBERMAN Pinscher puppies, 
males, females, 
good tem- 


perament, AKC, $125 up. After 6 
PM 312-526-7113. 
POODLE, male, chocolate, tiny 


toy, weighs 
3 pounds, 15 


months old, AKC, $75. 537-3879. 
FEMALE German Short Hair, 


10 months, good with children. 


255-6382. 
YELLOW Labrador Retriever. 


Healthy 5 year old. Pedi- 
yed female. Needs 


ne with fenced yard and kind 


treatment. Loves children. 358- 
5741 
GERMAN Shepherd Puppies, 6 


weeks old, A.K.C. $125. 253- 


2251 after 1 p.m. 
TINY toy poodle, black, AKC, 
seven weeks, $90. 537-2894. 


SIAMESE sealpoint kittens and 


cats. 392-9261. 


G E R M A N Shepherd puppy, 
male, 8 wks AKC, $50. 438- 


7018 


STEREO hi-fi AM-FM, RCA 


components in custom built 


cabinet, 100" wide, 5294823. 
RCA 4-Track Taperecorder, $100 


or best offer. LA 9-2195. 


R.C.A. Console TV, Excellent 


condition, $60. FL 9-1774 after 


6 p.m. 
23" TV black and white, reason- 
able. CL 3-6413. 


TWO 21" table model TV's. 
Good working condition. $25 
each. 381-1335 
ADMIRAL console three way 


combination TV, Hi-Fi, AM- 


FM radio. Records and record 
cabinet. Perfect working condi- 
tion. 437-4801. 
NEVER used RCA tape record- 


er "Prompter" YLH28 with 


tape. 437-5268. 
MOTOROLA 23" Mack and 


white TV, $40. 259-2628. 


Entertolnment 


MAGIC by "Deny The Magic 


clown." Specializes in chil- 


dren's entertainment. 529-5656. 


SCHNAUZER, 
miniature, 
fe- 


male, 9 weeks, AKC, $100. 


CLearbrook 3-2526. 


Business Opportunities 


ALL white female Pekinese, 3% 


months. AKC. $70. 253-7460, 


after 6 p.m. 
GERMAN Shepherd — male, 7 


months. All shots, $50. Fe- 


male 7 weeks, $25. FL 8-5694 
ONE very cute chocolate male 


poodle 2 months, AKC, $60. 


255-4581 
2 MIXED breed Shepherd pups, 


healthy & frisky, $10. 3584734 


SEE Vizsla compete in hunting 


dog competition. 3/16/69. In- 


formation, 439-3493. 
P O O D L E , black miniature 


male, five months, shots, pa- 
pers. Must sell, $75. 439-9148. 
SIAMESE kittens, 8 weeks, 1 


male, 2 female, trained and 


ready to go, reasonable. 894- 
5375. 
MALE apricot poodle puppies, 


10 weeks, small miniatures, 


AKC shots. Call 359-0184. 
MINIATURE Dachshund — 2 


year old black, male. AKC. 


358-6434. 
. 


GERMAN shepherd pups, AKC 


registered, vigorous, good dis- 


position. Call 566-7149. 
IRISH setter male puppy. 


Champion sired. AKC. SI 


$125. 358-2824. 
GROOMING, Miniature Schnau- 


zers only. Miniature Schnau- 


zer puppies sired by champ Kil- 
moe Tycoon, excellent quality, 
AKC. NE 4-3338. 


RARE INVESTMENT 


OPPORTUNITY 


Professional Service Corpo- 
ration seeks executive in- 
vestor. This is a one of a kind 
offering and information will 
be given only in a personal 
meeting to those considered 
serious. 


BOXF73 
Paddock Publications 


Arlington Heights 


Boots 


14' RUNABOUT 


Custom made, 30 HP Johnson, 
electric start. 6 gal. tank, 
boat cover. Ideal fishing boat, 
A-l condition. $350 or best of- 
fer. HE 7-3321 after 6 p.m. or 
weekends. 
16' FIBREGLAS 40 bp Evin- 


rude, trailer, all extras. Ask- 


ing;$1600^J27-8255. 
24' THOMPSON fiberglas, stern 


drive, sleeps 2, head, many 


extras. Weekdays call 595-9680, 
evenings call 3584722. 
21' BORUM cabin cruiseTwith 


trailer, sleeps 4, sink, head, 


all extras. 95hp motor, full sta 
equipment, $1800. 255-7436 YO 
5-4956,255-7436. 


Office Equipment 


GERMAN Shepherd pups, $25. 


Hay, oats & straw. 438-6937. 


COLLIE puppies, AKC, sable & 


white, Champion bloodlines. 


$75 & $100. 526-6150. 
1 YEAR old male Golden Re- 
t r i e v e r , registered, house- 


broken. Good with children. $75. 
437-6920. 


Personal 


HEARING aids for rent. Your 


home or our office. Call 392- i 


4750. 
NEEDED: ride from Mt. Pros-, 
pect, vicinity of Rand and Eu- 


clid, to Elk Grove, vicinity of! 
Nicholas and Greenwood. Five; 
days, hours 8:30 to 4:30 or 5. 
Will pay well. CL 5-7795 after | 
5:30 p.m. 
RESPONSIBLE for my debts, 


only as of March 1, 1969. Ted 


Tomich, Marion's of Plentywood 
Farms, Bensenville. 
NEED ride to Bensenville from 


Schaumburg, 9 a.m. to 2:30 


p.m. If you drive, can get you a 
job with me 529-1011. 
RESPONSIBLE For My Debts 


Only. As of February 8, 1989. 


•Toe Donald Guthrie, Sr, 


Gardening Equipment 


RIDING mower, 6 hp., 30" 


blade, trailer hitch, 3 forward, 


1 reverse, large tires, $150. 529- 
9541 


READ CLASSIFIED 
READ CLASSIFIED 


Want Ads Solve Problems 


5 used electric adding ma- 
chines $85 each. 2 electric 
typewriters $145 each. 


BEER MOTORS 


Mt. Prospect, 
ffl. 
4394660 


2 DESKS, 2 file cabinets, settee, 


credenza, best offer. Week- 


days call 595-9680. 


Comefot 


CAMERA repair, reasonable. 


827-2035. 


WANT ADS 


Are for People 


In A Hurry! 


Because Results 


Are Fast! 


READ 


THESE 


COLUMNS 


PAGEC-10 
PADDOCK PUBLICATIONS 
FRI., MAR. 7, 1969 


Automobiles 


Automobiles—Used 
Automobiles—Used 


AUTO INSURANCE 


for everyone, including finan- 
cial filings, financial responsi- 
bility bonds and cancellations. 
For old or young 


ALL AMERICAN INSURANCE 
I r~T^Vw 


WE BUY USED CARS 


Call Ray Burke 
YARNALL-TODD 
CHEVROLET INC. 
"On Dundee at 83" 


Wheeling 
537-7000 


3JO Dundee Ave 


741-5033 


'57 CHEVY wagon 2-dr., rebuilt 


engine. V-8 standard trans- 


mission, good condition. 768-! 
2749. 
I 


'64 FOUR door Mercury, full 


good condition, j 


1961 C H E V Y . Customized,| 


4-Speed, 348 w/cam, Stereo 


T a p e , 
M a n y 
E x t r a s . 


255-3253 
_ 
| 


'87 DODGE Coronet 440 9-pas- 


senger wagon. A/T, P/S, Ra- 


dio, warranty. Asking $1.950., 
358-3693. 
_ 
i 


1963 VOLKSWAGEN with radio",' 


good condition, $400. 537-4888. | 


'67 RED Mustang V8, 3-speed 


stick, radio, black vinyl interi- > 


or, excellent condition, best of- 
1 


fer over $1350, Evenings 394- 
2492. 


_. . 
'63 BUICK Wildcat, 4-dr. hard- 


E'K"1 : top, $650 or best offer. 634- 


3933. 
__ 


'62 BUICK 4-door LeSabre, $350. 


Eves., Phone 7734)647. 


1959"CHEVY. 4«ioor Bel Air. 


V8. R/H, A/T, $150 or best of- 


fer. 837-3507. 
1965 FALCON deluxe station 


wagon, 6 cylinder, automatic, 


r a d i o . Excellent condition. 
$1,050. 279-5564. 
1965 OLDSMOBILE, F8S sports 


coupe. P/B, P/S, A/T, Ex- 


cellent condition. 259-7420. __ 
'64 CHEVROLET Impala SS 


convertible, 
V8 327, fully 


equipped. $800. 956-2150 or 894- 
2633. 


. . 
, 
, extras. Low 


mileage. Must sell. $1,350. 358- 


0403.^ 
'60 LARK, $50. '60 Pontiac, $75. 
', Wood Dale. 


Automobiles—Uttd 


1957 CHEVY, gold/black, V-8, 


3-speed Hurst. 259-9039. 


1960 VOLKSWAGEN sedan. $350 


or best offer. Call up to 12 


noon. CL 5-4458. 
1963 CHEVROLET Impala, pow- 


er accessories, V8 automatic, 


clean, $700. 359-0692. 
'67 CADILLAC Coupe de Vilte, 


low mileage, radial ply tires, 
air, 6-way power seats, P/W, 
leather interior. CL 9-2711. 
1965 CORVAIR, 1966 110 HP en- 


gine, radio, 2-dr., 3-speed. De- 


pendable 
transportation 
$475. 


5294249 
'56 CHEVY sedan, 6 cylinder, 


automatic, excellent running 


condition, clean, $300.392-3375. 


Foreign & Sports Cars 


CORVETTE '67 Fastback, 427, 


side pipes, AM/FM, A/T, P/S, 


P/B. Best offer. 964-2921. 


- "*7 
1961 MERC. Colony Park wag- 


on, P/S, P/B, original owner 


$375 or best offer 255-2228. 
GONE into Service - 1964 Bon- 
ne v 111 e convertible sports 


coupe. Good condition. Asking 
$950 or best offer. 537-1685 after 
4 P.M. 
1 9 6 4 " CHEVROLET" Impala| 


sports coupe. V-8, A/T, P/S,1 


$800 or best offer. Call Flanders 
8-1018 after 6 P.M. 
I 


HIGH 
performance 
Ram-rod > 


O l d s , 4-speed posltraction, 


many extras. Limited edition 
model. 439-0257 
'62 STUDEBAKEK GT, $350 or' 


best offer. Phone for details' 


evenings or weekends, 253-3340. 
'54 CHRYSLER Imperial, runs 


good. $85 After 6 PM 773-1209 ] 


CADILLAC. 1967 Fleetwoad' 


Brougham 
Full power. Air 


conditioned. 
AM-FM 
stereo. 


Low mileage. Vinyl top. Ex- 
ceptional condition. 259-4905. 
1958 TR-3. red. in good overall j 


condition, needs valve job or 


good value as parts car. Going! 
in service, sacrifice for $300.1 
253-9268 
1967 MUSTANG. P/S. V8. Snow, 


tires. Low mileage. Warran- 
teed. $1,800. 381-1054. 
•65" CATALINA 2-tone hardtop. 


Low mileage One owner. 259- 


6467 after 5 p in 
'66 'CHRYSLER wagon~~R~&H, 
PS. P-B. Air conditioned. 16,- 


000 mile warranty remaining. 
Clean. $2.190. rt25-7568. 


Landau, burgundy, 


interior, P/S, disc 


brakes, AM/FM, automatic pi- 
lot, door locks, etc., excellent 
tires. $2500 786-3929 


good condition. 437-7488^ 


•«rFORD~2«lr!, 8, A/T, New 
tires, battery, brakes. $160. 


439-7648. 
'62 FORD Galaxie, 2-dr., R&H. 
_Good condition. $350. 359-2839^ 
1961 VALIANT 4-dr., A/T, good 


second car $125. Call CL 


5-4102 
'57 HARLEY Davidson 3 whee- 


ler matorcycle, '61 Oldsmo- 


bile. 658-5963. 
1966 IMPALA 4-dr. hardtop. 


Good Condition, Must Sell - 


Factory Air, P/S, P/B. Make 
Offer. 529-4852. 
1960"COMET," $100. 1958 Chrys- 


ler, $35. Trade for guitar or ?. 


437-3260 


1967 VW sedan, FLAWLESS, ra- 


d i o, 
whitewalls, 
bumper 


guards, new muffler system & 
brakes. Sacrifice $1,200. 259- 
3481. 
1962 
VOLKSWAGEN, 
new 


rebuilt engine, 2 snow tires 


with wheels. $450 or best offer. 
CLearbrook 3-7522. 
1965 RED Karmann Ghia, per- 


fect condition, radio, hardtop, 


392-7384 after 5 p.m. 
1964 VW, very good condition, 


$800. 289-1381. 


1961 VOLKSWAGEN, excellent 


condition, rebuilt engine, new 
tires, $395. CL 3-7324. 
'57 VW, $50. Call after 5 p.m. 


394-2374. 


VOLKSWAGEN, 1967 "Bug." 


Low miles, perfect condition 


$1295 HE 7-0119 
'66 VW, radial tires. Good con- 


dition. Many extras. $995. 437 


1722. 
URGENCY must sell — 1969 


VW, automatic, driven 
by 


wife one month, black leather 
interior, all accessories. Rea- 
sonable 526-8296 
_ 
_ _ 
_ 
_ 
_ 
_ 


VOLKSWAGEN .1968 "square 


back, low mileage, radio. $2, 


000. FL 8-2640. 


1962 KARMANN Ghia 
wagen, excellent condition, 


call after 6 p.m. 392-4680. 
QUICK Sale, '66 Olds, "88" 4-dr. 


hardtop, P/S, P/B, Dark 


Green $1495 or best,JM-5299_ 
1962 PLYMOUTH Fury hardtop, 


good tires, $150. 526-7515. 


11966 YELLOW Karmann Ghia 


i 
hardtop, whitewalls plus snow 
tires, AM/FM, excellent condi- 
tion. $1500. 381-7248. 


'68 MUSTANG. Shown after 5 


p.m. at 1320 Rand Road, Apt. 


26. Des Plaines. 


Motorcycles, Bikes, 
Go-Karts, Scooters 


1966 YAMAHA 305, good condi- 


tion. $225 for quick sale. 537- 


____ 


HONDA, '65, CB~ 160, very low 


mileage, excellent, $350 or of- 


fer CL 3-4986. 


$t,6nO 537-t 85, evenings and! 1984 MERCURY station wagon, 
weekends 
P / S, P/B, new battery, 


brakes & tires. Excellent Condi- 
tion. Best offer. 381-2557. 
1963 CHEVROLET. V-8 


P'S. excellent running condi 


lion $400 529-9206 
1967 BUICK Opel station wagon, 


luggage rack. R&H, big en- 


gine $t.2IX) 537-2732. 
1965 CHEVY SS. very good con- 


dition, clean 392-8259 


19H« CHEVROLET 4-dr. sedan, 


V'H, automatic Factory air 


Unusuallv good condition. 678- 
5477 or 773-112V 
___ 


1960 
FALCON 
wagon, stick 


shift, new clutch & battery. 


$100 or best offer. 894-5095. 
1967 CHEVROLET Impala 4-dr. 


hardtop, B. A T, P'S. Very 


clean $1.700 FL 8-2043 


'64 FORD V-8, $300. '64 XLCH 


Harley Davidson, clean, $1,- 


100. 529-2967. _ 
MERCURY, 1965 9-passenger 


wagon, factory air, P/S, P/B, 


V-8, automatic. $1.300. 259-1331. 
OLDS '68"Cutlass S, air, P/S, 


T/W, P/B, radio, W/W, low 


mileage $2950. 766-3924^ 
'66 THUNDERBIRD, low mile- 


age, excellent condition, $1800. 


Private. Call 439-4657^ 
'67 PONTIA'C Catalina, "2-dr. 


1965 HONDA S90, good condi- 


tion, call after 6 p.m. 529-8351. 


YAMAHA 1967, twin jet. lOOCC", 


excellent condition, helmet in- 


cluded. Asking $225. Call 392- 
9212. 
HONDA Trail 90, low mileage, 


used for camping, $195. 392- 


4318. 


Trucks, Trailers 


'64 DODGE A100. Windows all 


around. Good condition. $850. 


CL 3-4382. 
1960 FORD F700 dump, 10' 


dump body, good condition. 


537-8228. 


i mileage. 
Excellent ' condition. 
_.„„,.,,., 
e . 
_ . . l f ! $2,300 or best offer. 359-3673, 
CADILLAC-4-dr. Sedan Deville, I after 6.30 „ m 
in*, fc.i.,.1. „.. condUinnpd 
p 
- 
conditioned 
PONTIAC Catalina 2 plus 
radio, all power, bucket 


1964 CHEVROLET % ton pick- 


I 
up. Heavy duty trans and sus- 


537-3426, 
after 5:30 
„ m 
t — 


1964 


2, 


1961, black, air 


power windows, seat and an- 
tenna. $650. Must see to appre- 
., - A_ „„„ 
ciate. CL 3-1351 
, sea'8, reasonable. 437-5596 eve- 


CHEVROLET Greenbriar sta-|nlngs' 
-,-—_ 


tion wagon, 1963. 3 seats. I960 BUICK. Low mileage. $225. 


Good condition. $600 358-4625. 
. 
437-4192. 


i 1968 EL CAMINO SS396, Posi- 
' 
traction, 4-speed. $2,450. 526- 


2996. 


1965 CORVAIR Corsa," 180 "hp 


turbo charged engine. 4-speed. 


1965 PLYMOUTH "Sports Fury, 


383, 4-speed. buckets, Vinyl 
IU1UU tllHI KvU fll^lUt:. t-SUtrtJU. 
•«>,>, i-ojrc^u. 
wucivvu? 


Excellent inside and out. $1150., Top, 392-4382 after 7 p.m. 
After 6 p m , 595-9461. 
.M CHEVy wagon, factory air, 


'64 FORD Falcon 2-dr., stick I fully equipped, clean, $895. 


shift, Best offer. 392-2448. 
| 381-0999. 


1967 FORD Bronco, many ex- i 1965 CHEVROLET tdr sedan 


tras. low mileage 359-3794 af- 
Impala, fully equipped, very 


ter 6 
: good condition $1300.^99-6583. 


'65 MUSTANG, blue, stereo. 299- -ga DODGE Dart, $450 or offer. 


3867 
_ 
, 
339-3636. 


1959 FORD, V-8. A-T, $125. Call 


after 5 p m 529-9206. 


1967 PONTIAC. Firebird, con- 


vertible V-8, A/T, P/B, P/S, 


Wide Ovals. $2.130. 394-3527. 
'•S RED Chevy Impala, 283 


standard 
shift, P/S, R&H, 


$995 Very good condition. 358- 
5718 
l%2 BUICK Klectra, Full Pow- 


er, Good Condition, Private 


CL 5-2713 
'67 OLDS ('Unas'- 4-dr. hardtop, 


vinyl roof. W W. Automatic. 


P/B, P/S, best offer. 439-1654 
1967 MUSTANG hardtop. V8. 


Clean. Cfll 359-3779 


'64 CHEVY Impala. 2-dr hard"- 


top. Vs. stick. P'S. air, one 


owner, clean $77."! 359-2890. 
1967 CHEVY 2-dr. Bel Air, A/T. 


$1.395 956-06-U 


'65 CADILLAC coupe de Ville, 


a i r C o n d i t i o n e d , fullv 
equipped 
Very clean. $2,350. 


392-6794 
'67 PLYMOUTH Fury III. 4-dr. 


hardtop, 
factory 
air. Low 


mileage 537-.->S)t>7 
1967 CAMARO, 350, 4-speed, 


Make offer 894-692H 


1963 MUSTANG Very low mile"- 


ago Hardtop, 6 cylinder. A T. 


Radio, center console, 
snow 


tires, extra wheels Adult driv- 
en Immaculate $1095. 255-4198. 


'60 BUICK LeSabre, full power, 


well kept, new battery, tune- 


up, by owner, $375, or offer, 259- 
5098. 
'64 PONTIAC Catalina,~~2-dr. 


hardtop, extra sharp,_358-0385. 


MUST sell '64 Cadillac, may be 


seen at Mobil Station, Arling- 


ton Heights and Higgins Roads, 
or call 437-1933. 
_ 


1967 FIREBIRD" 400, A/T, P/S, 


P'B, Low Mileage, $1800. LA 


9-3687 
1966 "MUSTANG" Sprint, 6-cyi., 


A/T, R/H, good condition. Af- 


ter 5 p.m. 894-5781. 
1954 CHEVY "convertible^" Ex- 


cellent condition. 894-1192. 


CADILLAC '65, white sedan De"- 


Ville, full power, air condi- 


tioning, AM-FM. CL 3-5849. 


, 67 V4 ton pickup (2). 


cylinder, 8' bed, low miles. 


259-6160. 
1964 DODGE van truck. Low 


mileage. Best offer. 358-9513. 


1962 INTERNATIONAL Trav^ 


elall, good condition. Call LE 


7-0134. 
'63 


d 


$950. 358-5694'. 


TON Chevy pickup, heavy 


duty camper special, 4-sp., 


'65 CHEVY Pick-up. 526-5346. 


Tires 


TWO Goodyear W/W vitacord 
tires 885x14, good tread, $20. 


392-4923. 
FOR THAT special sports car, 


four real mag wheels. Four 


wide track Goodyear Polyester 
GS 14 tires. Perfect condition. 
$300 cash. 358-6182, after 4 p.m. 
or weekends. 


Miscellaneous 
Miscellaneous 


Addressing Service 


THE NORTHWEST SUBURBS MOST MODERN, 


EFFICIENT, UP-TO-DATE LIST AVAILABLE 


We Can Give You Blanket Coverage Of: 


• Rolling Meadows 
• Mount Prospect 
• Des Plaines 
• Barrington 
• Palatine 
• Addison 


• Roselle 
• Itasca 


and all rural areas 


We are equipped for rapid addressing and mailing service 
for the above and many other areas. Check with us for 
FREE information on your area. No obligation. 


Paddock Publications, Inc. 


• Arlington Heights 
• Prospect Heights 


• Hoffman Estates 
• Schaumburg 


• Wood Dale 
• Bensenville 


• Elk Grove 
• Wheeling 


Miscellaneous 


2 LAMPS, table bar, antiques & 


paintings, 


only. 


894-1465, evenings 


HONDA $145. Two wheel trailer, 


$30. One wheel trailer, $50. 


Milk can, $5. Three school 
desks, $8 each. Helmet. After 6 
p.m., 253-7460^ " 


wet suit, size 42, 


Worn once. In- 
WHITE 


heavy 
cludes hood, mittens, 
boots. 


Suitable for cold water. Asking 
$75. 359-3931 
RELAXACISOR, 6 months old, 


seldom used, sacrifice $150. 


359-2374 
HOUSE Sale — glass, china, 


copper, some antiques, ma- 


hogany table, Persian 
coat. 


Feb. 28-March 1,10-5. 406 S. Al- 
bert, Mount Prospect. 
AIR conditioner — auto. Unable 


to install in '69 Ford 1 year 


old, excellent condition, deluxe 
model. 259-8959, make reason- 
able offer. 


217 W. Campbell 
Arlington Heights 


394-2300 


Homes—Rentals—Vacant—Commercial—Farms 


Buying, Selling, Renting 
SEE OUR SPECIAL 


REAL ESTATE SECTION 


of This Paper 
... for Every Real Estate Need 


BRIDES 


to 


Before you order your wed- 
ding invitations, 
announce- 
ments, etc., see our samples 
of socially correct forms, dis- 
tinctive lettering, new sizes, 
and designs on white or ecru 
shades of paper. 


PADDOCK PUBLICATIONS 


217 W. CAMPBELL 


ARLINGTON HEIGHTS, ILL. 


394-2300 


Are you interested in a whole- 
some nature experience for 
your boy in a small private 
camp? Qualified counsellors 
will guide boys 7 to 16 in a 
four week session, July 20 to 
August 17 at Trump Lake 
Lodge Boys Camp, an estab- 
lished residence camp located 
in the heart of the Wisconsin 
North Woods. Camp owned 
and operated by experienced 
educator. Enrollment limited 
to 50 boys. Write or call: 


MR. FRED REIMANN 


S N. Pine St. 


Mt. Prospect, 111. 60056 


255-3093 


WANTED ! amateur circus 
acts to perform for Veterans 
Memorial Fund. 
Magicians, 
cyclists, jugglers, b a 1 a n ce 
acts. Anything pertaining to 
circuses. Be at Wheeling H.S. 
Theater, 1-4 p.m., April 5th or 
contact Gene Hicks. Show to 
be emceed by WGN-TV Ned 
Locke. 


537-9052 


4-pc. black bdrm. set. 9x12' 
blue-green nylon shag w/pad. 
Three matching throw rugs. 
9x12' grey wool w/pad. Lined 
turquoise drapery for average 
sliding glass door.--9' wide, 5' 
long window drapes, bed- 
spread. Misc. throw rugs. 
King size wal. headboard. All 
exc. condition. 


529-4871 


DUNCAN Phyfe table, 6 chairs, 


buffet. 3 pair skis. 259-0089. 


PIPE or lumber rack, will fit a 


Chevy pickup. Call evenings 


or weekends. CL 3-9441 
DINETTE chairs recovered to 


look like new. Free esti- 


mates. 253-8551. 
TYPEWRITER owners: 
your 


machine cleaned/repaired. 20 


years experience. FL 8-6947. 


Horses. Wagons, Saddles 


STRAW, large bales, rotted cow 


manure. 766-6546. 


HAY and straw for sate - Will 


deliver. MA 7-8058. 


Poultry 


200 LAYING hens for sale. 2 


large dogs to be given away 


526-8427. 


Furniture, Furnishings 


BEDDING SALE 


Choose from Serta, Simmons, 
Seaty Therapedic. 
4 PC. Hollywood Ensemble 
Beds with deep tufted com- 
fort. 


Reg. $79.95459.88 set 
Full Size Matt. & B.S. 
Guaranteed for comfort 
Reg. $99.95479.88 set 
Bedding Values Galore 


Choose from King & Queen 
size. 
LENNY FINE, INC. 


1429 E. Palatine Rd. 


Vt mi. East of Art. Hts. Rd. 


PHONE: 253-7355 


Open Mon., Thurs. & Fri. 
Nite. Sunday 12 to 5 P.M. 


MURALS handpainted on any 


wall, under $50. Washable. 


529-2840. 
SEARS 30,000 BTU wall space 


heater, never used. $95. 392- 


8259 
USED store fixtures, chairs, 


displayer, etc. Phone 255-9879. 


MOVING — sale March 8th, 


9th. 21" power mower, pool 
table, chrome kitchen set, can- 
n i n g 
supplies, 
radio, mis- 


cellaneous items. 773-1213. 
DINING Room table, 6 chairs; 


couches, large rugs, other 


items. Wednesday thru Friday. 
1501 Cottonwood, Mount Pros- 
pect. Afternoons. 
REXAIR cleaner with attach- 


ments, late model, like new, 


cheap. 437-2109. 
NEEDLEWORK: Lovely appli- 


q u e d q u i l t s , pillowcases, 


scarfs, handkerchiefs, 358-6431. 
CLEAN rugs, like new, so easy 


to do with Blue Lustre. Rent 


electric shampooer, $1. Bowen 
Hardware, 121 E. Davis, Arling- 
ton Hts. 


MODEL HOME FURNITURE 


Now being sold at DISCOUNT 
prices in builder's 
deluxe 


model homes. Full rooms or 
single pieces. Free delivery. 
Cash or terms. 


439-7740 


Pianos, Organs 


3-DAY 


SEMI-TRAILER 
TRUCK LOAD 


SALE!! 


Brand new 1969 
BALDWIN 


PIANOS-ORGANS 


All models — finishes 


BUY-DIRECT 


We are 


FACTORY! 
Representatives 


S a t . 
10-5 


Sun. 
10-6 


Mon. 


10-9 


DISPLAY FURNITURE 


FOR SALE IN 4 DELUXE 
M O D E L HOMES. SENSA- 
TIONAL DISCOUNTS. MUST 
SEE. 
EITHER 
CASH OR 


TERMS. WE DELIVER. 


537-1930 


PRICE ? 


Try us 4 


FIND OUT! 


Come early for best selection. 
Sub. Chicago's largest Bald- 
win Dist. 
NAYLOR'S 


1850WaukeganRd.,Glenview 


724-2100 


SAVE UP TO 70% 


on Model Home furniture in 
Bldrs. Deluxe model homes. 
Cash or terms. Delivery ar- 
ranged. 


773-0252 


12 to 8:30 p.m. 


Palatine 


Resale Shop 


Bring in your used clothing 
and we will sell it for you. We 
pay cash for cut glass, hand 
painted china & antiques. 


104 S. Northwest Hwy. 


FL 8-5251 


Daily & Saturday 10-4 
Friday 10 to 8 


1968 SINGER ZIG-ZAG 


S e w i n g machine. Slightly 
used. Sews blind hems in 
dresses, makes button holes, 
sews buttons on, monograms 
and fancy stitches. No attach- 
ments needed. Five year 
parts and service guarantee. 


$57.80 TAX INCLUDED 


OR PAY $5.10 PER MONTH 


For Free Delivery 


Call 


CAPITOL SEWING MACHINES 


Credit Mgr. Until 9 p.m. 


If Toll Call Collect 


(312) 469-7204 


DON'T MISS THE BARGAINS 


at the FAMOUS 


Miss Fitz RUMMAGE SALE 


Countryside School 


W. County Line & Brinker 


Barrington Hills 


SAT. MARCH 8th 


9 a.m. to 4 p.m. 


Cafeteria and free coffee. 
We have EVERYTHING! 


Auto Parts 


PARTS for used 1961 Ford Fal- 


1 
con. After 4 p.m., 392-9566. 


Lost 


automatic. 


4318. 


clclean, 
o 
392- 


'65 PONTIAC Tempest. 4-dr., 6 
cyl.. A/T. P/S, R&H, W/W, 
excellent condition. Good gas 
mi., economical maint., orig. 
owner, CL 5-2882. 


1963 CHEVY "Imp'aia SS"~White" 


2-dr. hardtop, 6 cylinder. Full 


power. Very clean. $425. 426- 
3610, after 6 p.m. weekdays. 
Weekends, 439-1349. 


{BLACK long hair male cat, 


w h i t e paws, pink collar. 


Weathersfield Commons, Satur- 
^•J^tli25:. _______ 
BLIND Boy's Pet, Norwegian 


Elk Hound, Ashes, resembles 


'miniature Alaskan H^skie, Vi- 
cinity Ela & Palatine Roads. 
1359-0691 


I HILLCRESFScTiool area. Lost 


I 
— Boston Terrier, female, 


black & white, 3 black paws, 1 
white. Answers to Susie. 529- 
1219 Reward. 
BLACK & tan cocker spaniel, 


vicinity of South Pine St., Ar- 


, lington Heights. 253-0291. 


I960 CHEVY Station 


P/S, A/T. $95. 537-1546 


I960 BUICK LeSabre, 2 door 


.. 
coupe New tires, battery, 


Wagon, shocks, engine & transmission; 


in mint condition. 742-0920. 


1st CAR? 


2nd CAR? 


CHECK OfTR 


WANT ADS 
FOR 


GOOD BUYS 


Exc. Cond. I.H. Super A 
w/Wagner Front End Loader 
& Touch control, Hwy. tires 
w/chains, 7' snowplow $1200. 
Also Sweda 4 Item Cash Reg. 
w/sub total & total, very good 
cond. $500. Liquor Cabinet, 8' 
';. 6'8" high, 13" deep. 3 Top 


lass front sliding doors, $75. 
.H. Deep Freeze about 10 cu. 
ft. $100. 


HE 7-2262 


FOREST HILL INN 


1036 W. Higgins 
Elk Grove 


NEXT-TO-NEW SHOP 
St. Simons Church 


717 Kirchoff, Arlington Hts. 


Better women's & children's 
clothing at tremendous sav- 
ings. Open every Wednesday 
104, 1st Tuesday night of 
each month 7-9. 


GIGANTIC RUMMAGE SALE 


Furniture, housewrs., clothes, 
reasonable 
antiques, much 


miscel. cheap prices. Fri., 
Mar. 7th thru Mon. Mar. 10. 
10 am-5 pm. 124 Bernard Dr., 
Buffalo Grove. 537-4517. 


One Argus C3 35mm Camera. 
Projector ft 
50x50 radiant 
screen, gadget bag. To be 
sold as unit. All in pert, cond., 
$75. Swimming pool, I0'x2' 
with cover & slide used one 
week, $25. 


392-1949 


WD Allis cultivator, 16 & 20' 
wood & steel gates. 2 wheel 
implement trailer, grain drill, 
used telephone poles — all 
lengths, planks and 2x6's. 
Large barn doors with tracks. 
Siegler space gas heater. 


766-6546 


MOVING OUT OF STATE 


All hshld items for sale. Fur- 
n i t u r e , dishes, antiques, 
lamps, misc. (2nd Hse. E. on 
Devon Ave. from Rt. 83) - 
Bensenville. 


Sat. & Sun. only 10 to 5 p.m. 


253-6274 


Formica kitchen set, $145 val- 
ue for $65. Maple rocker. $10. 
New set snack table & dishes, 
$10. 6 pc. firepl. equipment, 
$40. 2 light fixtures, $7; Cabi- 
net sink & faucets, $20. Bu- 
lova watch $10. 2 natural hair 
wigs, $25. 


766-0643 after 11 AM 


MOVING SALE 


9-pc. Drexel Pine Din. Set, 2 
Port. TV's, 2, 1 & 1% hp. 3 
phase 2 hp. 110, 1/6 hp., V4 
hp., 1/8 hp. Electric Motors. 
Gun-type oil burner and Misc. 
Items. 


438-6737 


BEDROOM set, Presto humidi- 


fier, 3 bar stools & mis- 


cellaneous items. 358-0189 
UPRIGHT Pepsi-Cola machine. 


Excellent condition. $155. 437- 


9544. 
POOL 18x4' complete With at- 


tachment and cover. Reason- 


able. 255-0213. 


KITCHEN SETS 


Luxurious 7 pc. set made for 
the modern nome. Table top 
in Toledo inlay, 6 chairs in 
classic rich vinyl. $109.88. 
LENNY FINE, INC. 


253-7355 


BLOND mahogany dining set, 6 


chairs, large buffet, $70. After 


5:30, 359-2192. 


YORK air 
conditioner, 
86001 


BTU, $125, like new. 10 x 12 


rose beige rug and pad, $50. 766- 
5826. 


SUNDAY and Monday — 7 


rooms good furniture. Bed- 


room, living, dining. 
Refrig- 
erator, freezer, ate. M-3 Ham- 
' Drive, 


RUMMAGE SALE — 101 Oak 


Street, Lake Zurich. March 


14th from 7 a.m. - 7 p.m. March 
15th from 9 am. - 2 p.m. 
P E R M A N E N T waves your 


h o m e , licensed beautician. 


$12.50 and up. 766-1077. 
~ 
~ 


3-PC. sectional, custom made, 


gold. $100. Drum table $10. 


Pole lamp, $7. CL 5-6640. 
ANTIQUE oak secretary. Ask- 


ing $75. 358-7247 


WHITE canopy bed, double 


spread, dust ruffle, cafes, $50. 


Bookcase, $5. Desk, $5. 4-draw- 
er chest, $5. 5-drawer chest, $10. 


™AOT> cu 
t 
/-. u- j Chandelier, $20. 2 blond rattan 
KNAPP Shoes for Cushioned, tables $10 each. 394.2314^ 


Comfort. Phone A. D. Scott _..„,_,-—-—— "Vui 
c—j 
HOWELL dinette table, brand 


new, Italian Provincial, offer. 


PIANOS 


STORY & CLARK 


Rent from $8 per mo. 
Used from $95 and 


(ALL COMPLETELY ' 


ORGANS 


STORY & CLARK 
Rentals W/lessons 


Used from $295 


(ALL COMPLETELY GUAR.) 


BAND INSTR. 
SELMER-BUNDY-OLDS 
School Rental Plan 


Lge. Select, of Used Instr. 
(ALL COMPLETELY GUAR.) 


824-7209 
'61 RAMBLER wagon, 6 cylin-1 ,oaamR 
Jo- M.;«b ttnn TS,« on/'o 01" I 4iS-8/^> 
der stick. $200. Two TV's, 21 


ALL COMBO NEEDS 


CRMS.-GTRS.-MIKES-AMPS 
LOWEST PRICES 
Lessons— Records— Repairs 


Olsen's Musicland 
109 W. Slade 
Palatine 


Since 1951 


Open Eve. til 9 p.m. 


359-0710 


BALDWIN 


CONSOLE ORGAN 


Perfect, 25 foot pedals 2-61 
note 
keyboards, 
has per- 


cussion. Cost over $2800; must 
sell $1,300. Terms. 
uci atii~n. 9*.w. i YTV i. T o, *.L 
; 
_ _ 
_,__,.„ 
. j..^-.-. 
_rti 
sell ai,0vu. leillia. 
console, 24" table. Offer. 358- 3-P^GREY ^Wro-m ^set,\ .^^^ 
T^ 


RCA black and white console' ,,M ^v^..,,,, ,. 
. . . . i 
TV. 20" table model color TV. WOO FRENCH king sized head- 


Hoover portable 
4773. 


washer 
437- 
board, $125. Large $125 new) 


patio umbrella pagoda style, 
$55. 234-0976. 


KIMBALL 


7% FT. Hydro - blade plow, ±£i±r^"; 
— 
brand new, undercarriage. CL.3-PC. MODERN black sectional. 
9.2711 
' 
Excellent condition. $200 or 


fwoWstapte^i-faSS. 
S ±!°*?: 
ff:?—--7,—r 
Reasonable. 359-33318 
PICNIC table, benches. Carpets, 


BABY GRAND 


Absolutely perfect, must sell. 
$650. DELIVERY FREE 
_ 
724-2101 _ 


HIGHEST cash foi your piano. 


Dealer. 359-0710. 


GE ELECTRIC range 


cleaning oven. Walnut dining 


, 
12x13.6, 10.6x13, green/blue, i FCTFR Soinet Diano~nkc~new 
xV" pads included. Drapes. 253-7434^ I LESTER bpmet piano, lute new, 


room table/4 chairs $50. 3-pc. 
sectional $25. Two lounge chairs 
$5 ea. Chippendale sofa $20. CL 
3-8250, after 5:30 p.m. 
___ 


GARAGE sale — March 10th, 
llth, 9 a.m.-3 p.m. Sofa, 


1 chair, doghouse, many house- 
, hold, miscellaneous items. 2200 
! W. Sunset, Palatine. 
LICENSED Electrolysis, 


home Medinah. 894-5109. 


my 


6 HP WARDS tractor, plow and 


MOVING to Florida — Furni- 


ture for sale. 184 Wood Dale 


Road, Wood Dale, 766-5731. 
HOWELL deluxe dinette set, 


$450; call after 6 p.m. 359- 


4065. 
__ 
_ ___ 


LESTER spinet piano, like new. 


296-1887. 


dition. 773-0295. 
B~E D R O 0 M~set, hardrock 


maple, triple dresser, mirror, 


bedstead, $200. 894-5939. 


«7SnS£ r« vox Westminster amplifier, all 
' excellent con- 1 transistor $900 list, like new, 
j^ or 
nings. 


offer CL 3^530 eve. 


HAMMOND organ, large spinet. 


Like new. 359-2147. 


COLONIAL 
furnishings sale. HAMMOND organ, E-100, Ital- 


Cherrywood bedrooms, dining 
j a n 
wainut, console with 


room, corner cabinet, couches, rhythm. Asking $2,395. Will de- 


mower $175 Conn trumpet | antiques, appliances, tools. FL, liver. CL 3-6164. 


$50.529-2836. 
S-2035. 


ofa; $125. 


Jacobsen 
reel 
lawnmower, 


$45. After 6 p.m. CL 3-8747. 


GULBRANSEN model E con- 
DANISH modern walnut dining 
goie 25 pedal, like new, pri- 


table and 6 matching chairs, 2 vate> 353-4559. 


; leaves, Excellent condition $100. 


MUCH camping gear, March 7,1 - 
392-2165. 


Wholesale prices on sectional 
overhead 
garage door and 


automatic openers. All fully 
guaranteed. Also service and 
repair on all makes only $7.50 
plus parts. 


Call 279-3417 after 4:30 p.m. 


For information about the FI- 
NEST water softeners 
and 


water conditioning equipment 
contact: 


JOHNSON 


WATER CONDITIONING CO. 
255-1107 
359-3200 


PAINTINGS, framing, Stephany 


Arts, 35 S. Vail, 


Heights. 394-3083. 


Arlington 


VACUUM cleaner, hose replace- 


ment, $5.95 with your ends. 


Dovo Vacuum Cleaner Service, 
359-3593. 
SOFTWATER $5 per month. 


Johnson Water 
conditioning 


Co. 255-1107 or FL 9-3200. 
END tables, lamps, mangle, 


TV, Maytag wringer washer, 


Booths, sponge rubber under- 
layments, brass bed, radio & 
Bavarian china. 4374277. 
MISCELLANEOUS lawn equip- 


ment. Also 2 year old air con- 
ditioner. 
p.m. 


Call 537-8835 after 5 


CARPETS and life too can be 


beautiful if you use Blue 
Lustre. Rent electric shampoo- 
er, $1. Warnimont V&S Hard- 
ware, 23W745 Lake St., Bloom- 
ingdale, HI. 


4-9 p.m. March 8 & 9, 10 a.m.- COMPLETE bed, $25. Matching 


Musical Instruments 


i.m. 566 
le. 


N. Maple, Wood 


3 BATHROOM sinks — white, 


y e l l o w , grey (grey with 


matching toilet ). 359-1846. 
__ 


MOVING to apartment — Base- 


ment Sale March 8th, 9th, 10 


a.m. -5 p.m. Picnic table and 
benches; furniture; dehumidi- 
fier; fan; miscellaneous dishes 


dresser, $25. China service for 


12, $25. 21" black/white TV, $25. 
537-4234. 
3 PIECE Living room set, like 


new. Desk. Miscellaneous ap- 


pliances. 894-3540. 
ROUND kitchen table, 6 chairs, 


University CSO-4 P.A. col- 
umns w/adjustable stand. 80 
watt Knight amplifier 4 re- 
verb. Like new cond. $300. 
Farfisa mini-compact organ. 1 
yr. old very good con. $275. 
Must sell. Call Tom. 
529-3484 
__ 


$75. Italian Provincial cocktail TRlETTE Musser Marimba, ex- 
table, $70. 629-7969. 
__ 


LIVING room furniture 3-piece I offer 255-8507. 
" 


cenent condition. $180 or best 


j' 
I 
. 
i 
, t 
J-*A T A).'vr i will iui IIILUI c o^|/rc*,t 


mei^sfrElmwo^Tafattae'! br^" sectional, 2 noralprin* I gEARS Silvertone guitar. Like 
Use rear MtrancT 
' ""atmei I chairs, step table, lamp table, I new. Good for beginner, $15. 
use rear entrance. 
| cocktail ta^e] 42» wamut ster- 7734)882. 


WESTINGHOUSE 
refrigerator i eo. Best offer. 279-7111. 


with freezer chest, good con- STT^MK 
dition $25. Motorola 19" TV!BLUNU 
console, 
good condition $25. 


Cocktail table, formica top, $10. 
Call between 11 and 3 p.m. Sat-1 MOVING. Furniture, 
wringer 
Clothing, Furs. Etc.—Used 


AMPLIFIER and 4 pick-up gui- 
„ . 68" dresser, i tar, excellent condition, $100. 


modern, good condition. 394- FL 8-3849. 


3641. 


urday, 272-0714. 
SEARS Super 8 movie proj- 
ector, 6 months old, cost new 


$100. Asking $50. 824-8864. _ 
GARAGE .sale - March 8th, 


9th, 15th, 16th, 216 W. Wing (1 


block off Rte. 83) Wheeling. 
HOUSEHOLD sale. "Wardrobe 


cabinet, bunk & full size beds. 


Dining table & buffet. Kitchen 
table, 6 chairs. Loveseat. Other 
furniture 
6440. 


& miscellaneous. 529- 


washer. Basement sale. 3701 


Fremont, corner Rohlwing. Pal- 
atine. 
CHROME" lc"itchen~&et,~labTeT6 


chairs. Good condition. $12. 


255-8727. 
VICTORIAN Settee, tufted 
in 


tapestry fabric, inspection in- 


vited. 25_9-6076: 
KITCHEN table, grey formica 


top. two drop leaves, 3 chairs 


259-1060 


TWO 9' flush sectional garage 


doors — like new. $30 each. 


TW 4-6328 
MOVING — furniture, clothes 


and toys. 6N567 Central, Wood 


PADDOCK 


ISA 


HALF PRICE SALE 


All clothing half price. We are 
loaded with bargains. 
THE BARGAIN COUNTER 


19 N. Center 


Bensenville, III. 


' Hrs. 10 to 4 daily 


Closed Wednesday & Sunday 


DARK ranch mink stole. $175 


Autumn haze mink cape, $225 


Both like new. Before 5 p.m . 
392-4530. 


STOVE, 
refrigerator. 
Dining i 


table, chairs. Couch. Brand 


new console organ. 773-1025. 
' 


PEOPLE 
PLACER 


FAST ACTION 


FROM 


CLASSIFIED 


PAGE C-11 


FRl., MAR. 7. 1969 


Antiques 


"LARGE ANTIQUE~ 


MARKET SALE 


Griyslake. Ill Sun., March 9. 
9 a.m. to 5 p.m. Lake county 
Fairgrounds Bldg,, U.S. 45. 
1 2 mile N. of 120. SO booths 
with choice antiques. Selling 
space available. Wm. Wertel, 
Ft. Atkinson. Wise 
_ 
414-563-4398 


"ANTIQUE FLEA MART 
Sun. Mar. 16th, 10-5:30 p.m. 


Holiday Inn, Rt. 62. Rolling 
M d w s . 
N.W.'s 
LARGEST 


SALE — huge stlection of an- 
tiques, collectibles. & junque 
at reasonable prices 
from 


JWidwest's finest dealers. 
~~"~ 
SPRING 


ANTIQUE SHOW & SALE 


Mt. Prospect Community Ct 
r. 


Shabonne Tr.. Mt. Prospect 


March 12 & 13 - 11 am - 9:30 


i PADDOCK PUBLICATIONS 
FBI., MAR. 7, 1969 


pm 
March 14th- 11 am •5 pm 


MILK CANS 


Decorator's Paint Center 
Palatine & Windsor Rds. 


Arlington Heights 


ANTIQUE commodesT tables, 
chairs, wash stands, bath 
table with onyx top, hall tree. 
Lots of walnut & marble tops. 
Many more items. Private par- 
ty/TW 4-9365 


Juvenile Furniture 


Ordinance No. 1006 


( A n Ordinance Amending 


Chapter 2 of the Wheeling Mu- 
nicipal Code. Creating A Full 
Time Municipal Fire Depart- 
ment) 


WHEREAS, the Village of 


Wheeling has heretofore been 
served well by the Wheeling 
Volunteer Fire Company, an in- 
dependent, not for profit organi- 
zatization, the members being 
volunteer firemen 
who have 
served the public interest well, 
and 


WHEREAS, the demands for 


fire protection have increased 
in the Village of Wheeling by 
reason of its increased popu- 
lation and area, and 


WHEREAS, it is increasingly 


difficult to obtain sufficient vol-, 
..., 
and 
unteer firemen to staff 
the ^Ull°'"£flc *"d 


Wheeling Volunteer Fire Com-1 £n«a"and shall, 


of exit ways, and maintenance 
of fire alarm and fire detecting 
systems, and fire extinguishing 
systems and appliances, and all 
other similar laws, ordinances, 
regulations and orders. It shall 
further be the duty of the fire 
chief to perform all duties 
which are set forth in the Fire 
Prevention Code of the Village. 


(5) He shall, if in his power, 
attend all fires happening in the 
Village, and in case of his; ab- 
sence from any fire, it shall be 
the duty of the next member of 
the fire department in com- 
mand to take charge of the de- 
partment, and during the ab- 
sence of the fire chief, such per- 
son in command shall have and 
exercise all the powers of the 
fire chief. 
(6) He shall examine all 


pany adequately to meet the vil- 
lage's increased fire fighting 
needs, and 


WHEREAS, the corporate au- 


thorities have determined that 
it is in the public interest to es- 
t a b 1 i s h a fire department 
staffed initially with a small 


ere 


quested by the village manager 
or the director of building and 
zoning, also examine all build- 
ings under application to raise, 
enlarge, alter or rebuild and 
make a report of the condition 
to the director of building and 


number of full-time paid mem- i zo,n-m(L, 
bers to work in cooperation with 


organization, 


NOW THEREFORE, BE IT 


ORDAINED by the President 


"— — 
| and Board of Trustees of the 


COLLIER Buggy in excellent i Village of Wheeling, County of 
-*ey- 
Cook and State of Illinois, as 
^condition. $25. 359-2841. _ 
STROLLER, playpen and many 


assorted 
baby 
items. 
Ex- 


cellent condition. 259-7254 
__ 


BUGGY, $10. Cribs!" Baby-Ten- 
da, $8. Infanseat, high chair, 


bobby horse. 392-6162. 
STANDARD crib & "mattress, 


maple dressing table, maple 
high chair, reasonably priced. 
894-9212. 
_ 


Home Appliance* 


GE electric range cadet blue, 
excellent condition, $200. Con- 
sole Motorola TV 23", solid 
cherry cabinet, $150. Accord- 
ion & case made in Italy, $350 
vat., $150 Norgerefrig.,$40. 


358-7946 after 2:30 p.m, 


GAS Stove, 36", $45. 766-5736. _^ 
RANGE, $50. Dryer. $60. Cop- 
pertone refrigerator 15 cu ft, 


$175. Commercial Freezer, 32 cu 
ft., $200. 537-6496._ 
C O L O R 
TV. refrigerator, 


electric stove, air conditioner, 


good condition. 894-5314, 
WASHER and dryer, 1% years 
old, $150 for both. 259-7022. 


APARTMENT Sile Stove, $25. 


259-7362 


NORGE Air Conditioner, 27,000 


B.T.U., Window Unit. 394-2284. 


follows: 


SECTION 1. 
That Chapter 2 of the Wheel- 


ing Municipal Code be and the 
same is hereby amended by de- 
leting in their entirety Sections 
2 . 5 6 . 0 1 0 through 2.56.150 of 
Chapter 2.56 and adding in lieu 
thereof Cnapter 2.56, Sections 
2.56.010 through 2.56.210 to read 


(7) The chief shall be respon- 


sible for the selection and train- 
ing of such members of the Vol- 
unteer Fire Department 
as 


may, from time to time, be au- 
thorized by the corporate au- 
thorities. The chief shall also be 
responsible for the appointment 
of such officers within the Vol- 
unteer Fire Department as he 
may deem necessary for the ef- 
ficient operation of the Volun- 
teer unit. 


(8) The fire chief, subject to 
the approval of the corporate 
authorities, shall make such 
regulations under which the of- 
ficers and men of the fire de- 
partment shall be required to 
wear an appropriate uniform or 


WESTINGHOUSE 


stove-Whirlpool 


electric 


gas washer 


dryer combination, good, asking 
$75j>BCh. 358-1005. 
2 YEAR old pink Frigldaire, 


perfect condition. $80. 824-0921 


WHIRLPOOL Automatic wash- 


er. $25. Large Servell Gas 


double door refrigerator, $50. 
Gibson window air conditioner 
11,000 BTU, $150. 537-1317 after 
6p.m. 
UPRIGHT freezer. 300 Ib. ca- 


pacity, 
excellent 


ISO. 824-2670. 


condition, 


Ordinance No. 69-20 


AN ORDINANCE AMENDING 


THE ZONING ORDINANCE 


OF THE VILLAGE OF 
ARLINGTON HEIGHTS 


BE IT ORDAINED BY THE 


PRESIDENT AND BOARD OF 


as follows: 


CHAPTER 
2.56 FIRE 
DE- 


PARTMFNT 


2.56.010 Establishment and firemen, by means of which the 


composition. There is hereby es- i authority of such firemen, offi- 
tablished an executive depart- cers and men in said depart- 


badge while in the performance 
of their respective duties as 


ment of the Village which shall 
be known as the fire depart- 
ment. This department shall be 


ment may be clearly identified. 


2.5B.040 Power to remove 


or destroy property. 


a full-time paid department and 
1, 
(a) The fire chief shall have 


shall consist of a fire chief and power to cause the removal of 
such other employees as the any property whenever it shall 
corporate authorities may from 
time to time provide. Each 
member of the fire department 
shall, before entering upon the 
duties of his office, talce and 
subscribe the oath of office, re- 
quired of the officers to the Vil- 
lage. 


2.56.020 Fire Chief - Office 
created; appointment. 


(a) There is hereby created 


the office of fire chief, who 
shall be chief of the fire depart- 
ment. The fire chief shall be ap- 
pointed by the village manager 
and shall serve at the pleasure 


become necessary for the pre- 
servation of such property from 
fire, or to prevent the spreading 
of fire, or to protect adjoining 
property. 


(b) The fire chief, or, in his 
absence, the member of the fire 
department in command at any 
fire, may direct the members of 
the fire department to cut down 
and remove any building, struc- 
ture or fence for the purpose of 
checking the progress of any 
fire.(c) The fire chief or other of- 
ficer in command may pre- 


of the village manager. This of-! scribe limits in the vicinity of a 
fice is herewith specifically ex 
empted from the provisions of 
Sections 10-2.1-4 and 10-2.1-17 of 
the Illinois Municipal Code. 


fire within which no person ex- 
cepting those who reside there- 
in, firemen, policemen, officers 
of the municipality, and those 


(b) No person shall be eligible I admitted by any officer of the 
to hold the office of fire chief fire department shall be per- 
unless he shall possess technical mitted to go. 
training and knowledge and ex-' 
2.56.050 Reports. 


perience in the matters of fire- 
fighting and fire prevention. 
The fire chief may be appointed 
from within or without the fire 
department. 


2.56.030 Duties. 
(a) It shall be the function 


and duty of the fire department 


(a) The fire chief shall make 


a full and complete annual re- 
port to the village manager of 
all transactions in the fire de- 
partment for the preceding 
year. Such report shall also set 
forth, as nearly as can be as- 
certained, the number of fires, 


and every member thereof to I causes thereof, all accidents by 
extinguish fires, and to prevent fire, and the number of and de- 
the occurrence or spread of 
same. The fire department and 
its members shall have such ad- 
ditional municipal duties as 
may be assigned it by the vil- 
lage manager. The fire depart- 


Kft|¥ft«^r THPvn iVS- ment is au'horized to cooperate 
TRUSTEES OF THE VILLAGE with InHenonrfanr vnlnntoor firo. 
OF ARLINGTON HEIGHTS. 


SECTION ONE: The Com- 


prehensive Zoning Ordinance of 
the Village of Arlington Heights, 
as amended, is hereby further 
amended by reclasslfylng, upon 
annexation, from R-l One-Fami- 
ly Dwelling District, to R-3 One- 
Family Dwelling District, the 
following described territory: 
Lot 112 In C. A. Goelz Arling- 
ton Heights Gardens, being a 
subdivision in the Northeast 
14 of Section 20. Township 42 
North, Range 11 East of the 
Third Principal Meridian, to- 
gether with the West 'i of Be- 
verly Lane (formerly Hickory 
Avenue) lying North of the 
center line of Thomas Ave- 
nue, the Northwesterly Mi of 
Margaret Avenue lying South- 
westerly of the center line of 
George Street, the 
South- 


westerly la of George Street 
lying Northwesterly of the 
Northwesterly line of Marga- 
ret Avenue and Southeasterly 
of the Southeasterly line of 
Dorothy Avenue, that part of 
Dorothv Avenue lying South- 
westerly of the center line of 
George Street, the East Mi of 
Douglas Avenue lying North 
of the South line of Maude Av- 
enue and that part of Maude 
Avenue lying East of the East 
Ime of Douglas Avenue, all in 
the West Mi of the Northeast 
*4 of said Section 20, Town- 
ship 42 North, Range It, East 
of the Third Principal Meri- 
dian, in Cook County. Illinois, 
and the corresponding changes 
in designation on the zoning dis- 
trict map are hereby made 
SECTION TWO: This ordi- 


nance shall be in full force and 
effect from and after its pas- 
sage approval and publication 
In the manner provided by law 


AYES 7, NAYS: 0 
PASSKD * APPROVED this 


3rd day of March. l<»9 
JOHN G WOODS 
Village President 


with independent volunteer fire- 


1 fighting organization in the per- 
formance of its duties. 


(b) The duties of the fire 


chief are as follows: 


(1) The fire chief shall direct 
charge and control of the fire 
department, including the Vol- 
unteer Fire Department, sub- 
ject to the supervision and di- 
rection of the village manager, 


scription of the buildings de- 
stroyed and injured, the amount 
of property destroyed by fire 
and insurance thereon, and all 
other relevant statistics, infor- 
mation and suggestions for im- 
provement of fire fighting and 
fire prevention. He shall make 
such interim reports as may be 
requested by the village man- 
ager. 


(b) The village manager shall 


make monthly reports to the 
president and board of trustees 
of the Village on the operation 
of the fire department, and 
shall at any time report such 
information as may be re- 


am! shall be responsible to the I quested by the village president 
village manager for the faithful j or village trustee. 
and efficient conduct and oper-; 
2.56.060 Additional Personnel, 
ation of the department. The! (a) The department shall con- 
fire chief shall be responsible sist of such other full-time offi- 
for the proper care and mainte- i cers or firemen as may, from 
nance of all fire equipment and i time to time, be authorized by 
a p p a r a t u s 
the Village. 


belonging 
to the village board and president, 


and appointed by the Board of 


(2) The fire chief shall keep Fire and Police Commissioners, 


or cause to be kept a record of 
all fire department activities 
and shall report same to the vil- 
lage manager. He shall inquire 
into and investigate the cause of 
all fires, which may occur in 
the Village, as soon as may be 
after they occur, and keep a 
record of the circumstances of 


in accordance with the Statutes 
of the State of Illinois. 


(b) The appointment of the 


members and officers of the 
Volunteer 
Fire 
Department 


shall be under the direct control 
and supervision of the fire chief 
and subject to all of the appli- 
cable terms and provisions of 


ceive such compensation 
as 


from time to time may be de- 
termined by the president and 
board of trustees. 
2.56.090 Command at fires. In 
case of fire, the fire chief and 
his assistants shall rank in the 
order named, and the officer of 
the highest rank either full time 
or part time, at the fire shall 
take command or the fire de- 
partment and all those volun- 
teering as fire fighters attend- 
ing the fire, and direct the man- 
agement thereof for the sup- 
pression of the fire, in the best 
manner possible. 
2.56.101 Powers and Duties of 


Firemen. 


(a) All members of the fire 
department, including volun- 
teers, are hereby empowered 
and shall have authority to ar- 
rest any person or persons for 
any interference with the fire 
department in the performance 
of its duties, or for the violation 
of any provisions of this ordi- 
nance. 


(b) It shall be the duty of the 


officers and members of the 
fire department to perform the 
acts usually and customarily re- 
quired of firemen including, but 
not in limitation of the fore- 
going, the following: 


(1) To obey the command of 
the superior officers. 


(2) Upon an alarm of fire, 


volunteers and those full-time 
employees on duty shall imme- 
diately report to the nearest 
station, and there to remain, 
subject to the further orders of 
the superior officer, unless he 
knows all aparatus has left the 
station, in which case, he must 
join it as soon as possible. 


(3) At the conclusion of the 


fire, to return the fire appa- 
ratus and fire fighting equip- 
ment to the place where the 
same is kept, and if required to 
do so, wash and clean the same. 


(4) To extinguish accidental 


or destructive fires, to prevent 
the occurrence or spread of 
fires, and assist in the enforce- 
ment of all laws and ordinances 
relating to the prevention or 
spread of fires. 
2.56.110 Obedience to Orders. 


Any member of the fire depart- 
ment volunteering as fire fight- 
ers in attendance at a fire, who 
shall neglect or refuse to obey 
the orders of the officer in com- 
mand at such fire, shall, upon 
conviction, be fined not less 
than five dollars nor more than 
five hundred dollars for each of- 
fense. 
2.56.120 Duties of Spectators. 


Every male person above the 
age of eighteen years who shall 
be present at a fire, shall be 
subject to the orders of the offi- 
cer in command at such fire, 
shall render all assistance in his 
power, and in such manner, as 
he may be directed in the ex- 
tinguishment of the fire, and in 
the removal of and protection of 
property. Any such person re- 
fusing to obey such orders, 
shall, upon conviction, be fined 
in any sum not to exceed five 
hundred dollars; provided, how- 
ever, that no person shall be 
bound to obey any such officer, 
unless such officer's official 
position shall be made known to 
such person. 


2.56.130 Enforcement of Ordi- 


nances. It shall be the duty of 
all members of the fire depart- 
ment, and all law enforcement 
officers of the Village to enforce 
the provisions of this Chapter 
and to arrest on view any per- 
son who shall be found violating 
any of the provisions of this 
Chapter, or who shall hinder, 
resist, or refuse to obey any 
such officer in the discharge of 
his duty, and to that end all 
such persons are hereby vested 
with the usual power and au- 
thority of police officers. 
2.56.140 General Provisions. 
(a) It is unlawful for any per- 


son to enter the fire department 
house or any place where the 
equipment and apparatus of the 
fire department is stored, at 
any time, except on business 
pertaining to the fire depart- 
ment or other Village business. 
(b) It is unlawful for any per- 


son to use any fire engine, hose, 
or any other fire equipment and 
apparatus of the Village for any 
private purpose, other than the 
extinguishment of fires, without 
the express written consent of 
the fire chief. 


(c) It shall be unlawful for 


any person to willfully or neg- 
ligently destroy, break or in any 
manner damage any fire en- 
gine, hose or other fire equip- 
ment or apparatus of the Vil- 
lage, or in any manner interfere 
with the same being available 
and used by the proper person 
or authority. 


(d) Any person who shall will- 


fully offer any hindrance to any 
officer, fireman or other person 
in the performance of his duty 
at a fire, or who shall wilfully, 


demeanor and subject to fine 
hereinafter provided. 


(h) It shall be unlawful for 


any automobile, truck or other 
vehicle to pass from behind or 
to follow a fire truck within 500 
feet when such truck is on its 
way to a fire, or to drive or 
park an automobile, truck or 
other vehicle within the block 
where the fire apparatus has 
stopped in answer to a fire 
alarm. 


(i) It shall be unlawful for 


any person or persons to drive 
any automobile, truck or other 
vehicle in such a manner as to 
block the speedy progress of 
such fire truck, and it shall be 
the duty of the driver thereof, 
upon receiving an emergency 
signal, to forthwith drive his ve- 
hicle to the right side of the 
street and there stop until such 
fire truck or emergency vehicle 
has passed, and any violation of 


each case, reporting same to | this ordinance, 
the village manager as soon as 
2.56.070 Qualifications and Ap- 


possible. He shall have the right; pointments. Officers and mem- 
to enter upon the premises' bers of the full time fire depart- 


JEANNE NOVOTNY 
Village Clerk 
P u b l i s h e d 
in 


wherein any fire has occurred, 
if necessary, in order to in- 
vestigate the origin of the fire 


<3> He shall at least 
four 


times in every year examine 
into the condition of the engines 
and other fire apparatus and 
engine and truck houses, and 
report the same to the village 
manager 


(4i He shall inspect, or cause 
to be inspected, all buildings 
and premises, except the interi- 


ment, other than the fire chief, 
shall be subject to the rules and 
regulations 
prescribed 
from 


time to time by the Board of 
Fire and Police Commissioners, 
pursuant to the provisions of the 
Illinois Municipal Code. Exam- 
ination for all applicants for a 
position in the fire department 
shall be conducted by the Board 
of Fire and Police Commission- 
ers. The Board of Fire and Po- 
lice Commissioners shall, ac- 
ors of private dwellings, as of-1 cording to its rules and regu- 
ten as may be necessary for the' lations, establish an eligible list 
purpose of ascertaining and of all candidates for a position 
causing to be corrected any 
conditions liable to cause fire or 
any violations of the provisions 
of the Fire Prevention Code of 
the Village and of anv other 
ordinances affecting 
the 
fire 


hazard, and to insure com- 
plianre in all places of assem- 


in the Fire Department, make 
all probationary temporary and 
permanent appointments there- 
to, provide for promotions with- 
in the fire department, as well 
as provide for the suspension or 
removal of any member of the 
fire department. 
bly with alt laws, ordinances.! 2.56.080 Wages and Salaries, 
regulations and orders dealing 


Arlington | with overcrowding, use of deco- 


Helthts Herald Mar. 7, 1969. 
rative materials, maintenance 


All officers and members of the 
full time fire department, and 


in any manner, destroy, dam- 
age, or deface any engine or 
fire fighting apparatus or equip- 
ment belonging to the munici- 
pality, shall be guilty of a mis- 
demeanor and shall be fined in 
manner as hereinafter provided. 
(e) No vehicles shall be driv- 
en over any unprotected hose of 
the fire department when laid 
down on any street or alley by 
order of the fire chief, or other 
proper officer, without the con- 
sent of the fire chief, officer or 
member in charge, of said hose, 
and any person violating this 
section shall be guilty of a mis- 
demeanor and shall be fined in 
manner as hereinafter provided. 


(f) Any person, not a member 


of the fire department, who 
shall impersonate a regular 
fireman or volunteer fireman or 
officer of the fire department at 
a fire, or going to or returning 
from a fire, shall be guilty of a 
misdemeanor and shall be fined 
in manner as hereinafter pro- 
vided. 


(g) It shall be unlawful for 


any person other than a fire- 
man to take away and remove 
from the scene of a fire, any 
property salvaged from said 
fire unless and until proof of 
o w n e r s h i p be satisfactorily 
made to the fire chief or officer 
in command at such fire, and 
such removal of said property 


this section shall be a mis- 
demeanor and such 
persons 


shall be subjeft to a fine in 
manner as hereinafter set forth. 


(j) No one, other than a regu- 
lar fireman or a Volunteer fire- 
man shall be permitted to use, 
operate or participate in the use 
and operation of any municipal- 
ly owned fire fighting equip- 
ment, and then only pursuant to 
the orders and commands of his 
superiors or pursuant to the 
regulations promulgated for the 
operation of the fire depart- 
ment. 
(k) A fireman shall not oper- 
ate a private motor vehicle in 
the performance of his duty as 
fireman unless said motor ve- 
hicle is equipped with a blue 
signal light turned in the "on" 
position. Unless said vehicle is 
being used while responding to 
an emergency call, such equip- 
ment shall remain inoperative. 


2.56.150 Service Outside Cor- 


porate Limits. Members of the 
fire department are authorized 
to go outside the corporate lim- 
its of the Village for the pur- 
pose of rendering aid to other 
fire departments, or of ex- 
tinguishing fires or rendering 
aid in the case of accidents; 
provided, however, that the fire 
department 
shall not 
render 


such service outsvde the corpo- 
rate limits of the Village except 
upon order of the fire chief, vil- 
lage manager or village presi- 
dent, and except where the Vil- 
lage has undertaken by contract 
to render service to property 
outside the corporate limits. 
2 . 5 6 . 1 6 0 Rules and Regu- 


lations. The fire chief shall pro- 
mulgate 
administrative 
rules 


and regulations to govern the 
operation of the fire depart- 
ment, said rules and regulations 
:o be effective upon their ap- 
proval by the village manager. 


2.56.170 
Firemen's 
Pension 


Board and Fund 
1. There is hereby established 


a firemen's pension fund in ac- 
cordance with Chapter 108-%; 
Article 4, Sections 4-101 to 4-141, 
inclusive of the Illinois Statutes, 
as may from time to time be 
amended. 


2. The board of trustees of the 
Firemen's Pension Fund shall 
be appointed in accordance with 
Chapter 108-%; Article 4, Sec- 
tions 4-101 to 4-141. 
3. The contributions, the re- 


serves and the general adminis- 
tration of said fund shall be all 
in accordance with the afore- 
said Statutes of the State of Illi- 
nois. 


4. In addition, there shall be 


levied an annual tax sufficient 
to maintain the reserve of this 
fund at the minimum require- 
ment by law and to meet all ob- 
ligations payable from the fund. 


2.56.180 Continuance of Wheel- 


ing Volunteer Fire Department 
Association. Nothing herein con- 
tained shall prohibit or preclude 
the continued existence of the 
Wheeling Volunteer Fire De- 
partment Association. Nor shall 
anything herein contained be 
held to alter, rescind, or amend 
any provisions of the Con- 
stitution and By-Laws of the 
aforesaid Wheeling Volunteer 
Fire Department, a not-for-prof- 
it 
association, however 
the 


books and records of the Volun- 
teer Fire Department, as they 
pertain to the Village, shall be 
open at all reasonable times to 
inspection and audit by the fire 
chief, village manager and. cor- 
porate authorities of the Village 
of Wheeling. 
2.56.190 Turn Over of Equip- 
ment. Upn the effective date of 
this ordinance, the appropriate 
officers of the Wheeling Volun- 
teer Fire Department Associ- 
ation shall execute such neces- 
sary documents by way of Bill 
of Sate, Certificate of Titie, as 
may be necessary to effectuate 
and expedite an orderly and le- 
gal transfer of Title of all roll- 
ing stock, vehicles, fire-fighting 
equipment and apparatus, etc., 
that are now in the possession 
of the aforesaid Volunteer Fire 
Department, and which, by rea- 
son of Municipal necessity, 
must now be owned, held and 
operated by the fire depart- 
ment, an executive department 


the Volunteer firemen, shall re- as aforesaid shall be a mis- 


of the Village of Wheeling. 


2.56.200 Firemen's Right to 


Serve on Boards. No member of 
the Wheeling Volunteer fire de- 
partment, as said department is 
presently constituted, shall be 
prohibited from serving as a 
member of any board or com- 
mission of the Village of Wheel- 
ing, pursuant to appointment by 
the president 
or board of 


trustees so long as the appoint- 
ment to the board or commis- 
sion does not require payment 
by the Village of Wheeling for > 
services rendered as a member j 
of said board or commission. 
; 


2.56.210 Right of Board Mem-! 
bers to be Firemen. No member 
of any board or commission of 
the Village of Wheeling serving 
by virtue of appointment of the 
president or board of trustees in 
a position from which no com- 
pensation is derived from the 
Village of Wheeling shall be 
prohibited from serving as a 
member of the Wheeling Volun- 
teer Fire Department, as said 
department is presently con- 
stituted. 


SECTION B. 
The village manager is here- 


by authorized to study the feasi- 
bility and desirability of creat- 


ing a Department of Public 
Safety which would perform all 
of the duties and responsibilities 
of the police and fire services of 
the Village of Wheeling, and to 
recommend the 
establishment 


of such a department to the vil- 
lage president and board of 
trustees when in his judgment 
such a department 
would 
serve the public interest. 


SECTION C. 
Penalty. Any person, firm or 
corporation violating any of the 
provisions of this ordinance 
shall be fined not less than five 
dollars ($5.00), nor more than 
Five Hundred dollars ($500.00) 
for each offense. A separate of- 
fense shall be deemed com- 
mitted on each and every day 
during or on which a violation 
occurs or continues. 


SECTION D. 
That every provision of this 


ordinance shall be separable, 
and the invalidity of any portion 
of this ordinance shall not affect 
the validity of any other portion 
of this ordinance. 


SECTION E. 
All ordinances or parts of or- 


dinances in conflict with this or- 
dinance are hereby repealed. 


SECTION F. 
This ordinance shall be in full 


force and effect from and after 
its passage, approval and publi- 
cation, as provided by law. 
Passed this 3rd day of 


March, 1969. 
Trustee Bird: Aye 
Trustee Egan: Aye 
Trustee Hart: Aye 
Trustee Koeppen: Aye 
Trustee Strieker: Aye 
Trustee: Vacancy 
APPROVED this 4th day of 


March, 1969. 


TED C. SCANLON 
Village President 
ATTEST: 
EVELYN R. DIENS 
Village Clerk 


Published in Wheeling Herald 
March 7,1969. 


Ordinance No. 69-21 


AN ORDINANCE GRANTING 


A ZONING VARIATION 


WHEREAS, the Zoning Board 


of Appeals of the Village of Ar- 
lington Heights did on February 
10, 1969 consider an application 
by Warren Lattof 
and the 
Northern Trust Company, as 
Trustee under Trust Number 
34952, for a variation from the 
provisions of the zoning ordi- 
nance of the Village of Arling- 
ton Heights to permit the oper- 
ation of a dry-cleanuM? estate 
lishment in Lattof's Shopping 
Center, located at 16-36 South 
Evergreen Avenue; and 


WHEREAS, said property is 
currently classified for B-5 Cen- 
tral Business District purposes 
under the zoning ordinance of 
the V i l l a g e of Arlington 
Heights; and 


WHEREAS, the use sought is 
a use permitted under the B-2 
General Business District regu- 
lations of the zoning ordinance 
of the Village of Arlington 
Heights; and 
WHEREAS, the Zoning Boart 


of Appeals has recommended 
that such variation from the use 
provisions 
of the 
Arlington 
Heights Zoning Ordinance be 
granted; and 
WHEREAS, the President and 


Board of Trustees have deter- 
mined that the best interests of 
the village of Arlington Heights 
would be served by the granting 
of said variation; 


NOW, THEREFORE, BE IT 


ORDAINED BY THE PRESI 
D E N T AND 
BOARD OF 


TRUSTEES OF THE VILLAGE 
OF ARLINGTON HEIGHTS: 


SECTION ONE: That a vari- 


ation from the zoning ordinance 
of the Village of Arlington 
Heights to permit the 
in- 


stallation and operation of 
d r y-cleaning 
establishment 


which is a permitted use in the 
B-2 General Business District 
on the property legally de- 
scribed as: 
Lots 1, 2, 3, 5, 6 and 7. in 
Block 30 in the Town of Dun- 
ton, all in Section 29, Town- 
ship 42 North, Range 11, East 
of the Third Principal Meri- 
dian in Cook County, Illinois, 
commonly known as the Latto 
Shopping Center, 16-36 South 
Evergreen Avenue, is hereby 
granted. 
SECTION TWO: The Building 
Commissioner of the Village of 
Arlington Heights is hereby di- 
rected to issue such permits as 
may be required to effectuate 
the provisions of this ordinance. 


SECTION THREE: This ordi- 


nance shall be in full force and 
effect from and after its pas- 
sage, approval and publication 
in the manner provided by law. 


AYES: 6, NAYS: 1 
PASSED & APPROVED this 


3rd day of March, 1969. 


JOHN G. WOODS 
Village President 


Attest: 
JEANNE NOVOTNY 
Village Clerk 


P u b l i s h e d in Arlington 


Heights Herald Mar. 7,1969. 


Bid Notice 


River Trails Park District 


will accept bids on a 1 ton 
dump truck and 2 ball back- 
stops. Specifications at Park Of- 
fice, 1820 E. Kensington, Mt. 
Prospect — Phone No. 296-4486. 
Bids due by 5 p.m., March 13, 
1969. 


Published in Mt. Prospect 
Herald Mar. 7,1969. 


Ordinance No. 1005 


(AN ORDINANCE 


PROVIDING FOR A 


GENERAL ELECTION) 


BE IT ORDAINED by the 
P r e s i d e n t and Board of 
Trustees 
of the Village of 


Wheeling, County of Cook and 
State of Illinois, as follows: 


SECTION l. That there shall 


be a regular election of officers 
in the Village on Tuesday, April 
15,1969. 
SECTION 2. That at such 


election, there shall be elected 


Invitation To Bid 


The State of Illinois School 


Building Commission will re- 
ceive bids for the erection of a 
high school located in Cook 
County School District No. 211, 
Palatine, Illinois. 


Sealed proposals for the 


above work will be received by 
the School Building Commis- 
sion, 
Room 224, Marycrest 


Plaza Building, 2112 West Jef- 
ferson Street, Joliet, Illinois, un- 
til 8.00 P.M. Central Standard 
Time on April 8, 1969, and will 


(1) Village Clerk for a term of 
four (4) years of office, three 
(3) Village Trustees, each for a 
four (4) year term of office and 
one (1) Village Trustee for a 
two (2) year unexpired term of 
office. The ballot to be used in 
such election shall be in the 
form prescribed by Statute and 
it shall be the duty of the Vil- 
lage Clerk to see to the prepa- 
ration of sufficient ballots for 
the election and to cause a 
sample of said ballot to be pub- 
lished prior to the day of the 
election in a newspaper of gen- 
eral circulation in the Village, 
as well as to provide the neces- 


under 
shall be submitted 
one general 
contract 


which shall include all mechani- 
cal trades. 


Plans and specifications may 
be obtained from the architect, 
Fridstein, Fitch and Partners, 
351 East Ohio Street, Chicago. 
Illinois, upon a deposit of 
$250.00 per set. Full amount of 
the deposit will be returned to 
the bidders who submit propos- 
als upon return of the docu- 
ments in usable condition within 
10 days after the bid date. 
Each proposal must be ac- 


companied by a bid security in 
the form of a certified check in 


sary election supplies for each the amount of $100,000.00, pay- 
voting Drecinct. 
! able to the Illinois School Build- 


SECTION 3. That at least fif-1 ing Commission. Bid deposits 
teen (15) days, but not more wUl be returned to the bidders 
than thirty (30) days before the 
election, the Village Clerk shall 
cause to be published in such 
newspaper as aforesaid, a No- 
tice of Election, which shall be 
substantially as follows: 
NOTICE OF ELECTION 


On the 15th day of April, 1969, 
there will be a regular elec- 
tion in the Village of Wheeling 
to elect one (1) Village Presi- 
dent for a four (4) year term, 
one (1) Village Clerk for a 
four (4) year term, three (3) 
Village Trustees, each for 
four (4) year term of office 
and one (1) Village Trustee 
for a two (2) year unexpired 
term of office. 
The precincts and polling 
places for said election shall 
be: 
Precinct 1. All that part of the 
Village lying within County 
District 
No. 
1. POLLING 


PLACE: 312 East Dundee 
Road. 
Precinct 2. All that part of the 
Village lying within County 
District No. 33. POLLING 
P L A C E : Walt Whitman 
School, 133 Wille Street. 
Precinct 3. All that part of the 
Village lying within County 
Districts No. 49 and No. 76. 
POLLING PLACE: St. Jo- 
seph's School, 171 W. Dundee 
Road. 
Precinct 4. All that part of the 
Village lying within County 
Districts No. 27 and No. 43. 
P O L L I N G PLACE: Mark 
Twain School, 515 East Merle 
Lane 
Precinct 5. All that part of the 
Village lying within County 
District No. 37. POLLING 
PLACE: 281 Cindy Lane. 
Precinct 6. All that part of the 
Village lying within County 
Districts No. 50 and No. 30. 
POLLING PLACE: 358 Mau- 
reen Drive. 
Precinct 7. All that part of the 
Village lying within County 
District No. 48 and 79. POL- 
LING PLACE: Jack London 
Junior High School, 1001 West 
Dundee Road. 
Precinct 8. All that part of the 


Legal Notice 


HARPER COLLEGE IS AC- 


CEPTING SEALED BIDS FOR 


(1) Classroom Tables 
(2) Office Furniture and 
(3) Library and Bookstore 


Shelving. 


SPECIFICATIONS 
ARE 


AVAILABLE 
AT THE 
BUSI- 


NESS OFFICE AT 
ALGON- 


QUIN & ROSELLE ROADS, 
PALATINE, ILLINOIS. 


Bids are due in the Business 


office 
by 2:00 p.m., C.S.T. 


March 21, 1969, at which time 
they will be publicly opened. 


Published in Paddock Publi- 


cations Mar. 7,10,1969. 


immediately except for the two 
low bidders. 


The successful bidder will be 


required to furnish a perform- 
ance and payment bond accept- 
able to the Commission in the 
full amount of the contract 
price. Cost of said bond will be 
paid by the contractor. 


No bid may be withdrawn af- 


ter the closing time for receipt 
of bids or for a period of 30 
days thereafter. 
The School 


Building Commission reserves 
the right to accept or reject any 
or all bids, to waive any infor- 
mality in bidding, and to award 
a contract in the best interest of 
the State of Illinois. 


State of Illinois 
School Building 
Commission 
JOHN W. MOORE 
Executive Director 


Published in Palatine Enter- 


prise March 7, 14, and in the 
Palatine Herald March 21,1969. 


Notice of 


Public Hearings 


NOTICE is hereby given that 


a Tentative Budget and Appro- 
priation Ordinance for the Town 
of Wheeling, in the County of 
Cook, State of Illinois, for the 
fiscal year beginning March 1, 
1969, and ending February 28, 
1970, will be on file and con- 
veniently available to public in- 
spection at Wheeling Township 
Town Hall, 1818 E. Northwest 
Hwy., Arlington Heights, from 
and after 9 o'clock A.M., on 
March 3,1969. 
Notice is further hereby given 


that a public hearing on said 
Budget and Appropriation Ordi- 
nance will be held at 8 o'clock 
P.M., on March 25,1969 at Min- 
er Junior High School, Miner 
and Dryden Streets, Arlington 
Heights in this Town or District, 
and that final action on this Or- 
dinance will be taken by the 
electors at the Annual Town 
Meeting to be held at 8 o'clock 
P.M., Tuesday, April 1st, 1969. 
ALBERT C.PETERS 
Supervisor 
DOROTHY HELM HAUFF 
Clerk 


Dated March 3,1969. 


Published in Paddock Publi- 


Village lying within County 
District No. 55 and County 
District No. 74. POLLING 
PLACE: Eugene Field School, 
51 St. Armand Lane. 
Polls shall be open from 6:00 
o'clock A.M. until 6:00 o'clock i cations, March 7,1969. 
P.M. Central Standard Time. 


Published by order of the 
P r e s i d e n t and Board of 
Trustees. 


TED C. SCANLON 
Village President 


ATTEST: 
EVELYN R. DIENS 
Village Clerk 


SECTION 4. The precinct for 


such election and the polling 
places shall be those designated 
in the preceding section. 


SECTION 5. The judges of the 


election shall be hereafter des- 
ignated by the President and 
Board of Trustees to serve as 
election officials. 


SECTION 6. The said election 
a n d all matters pertaining 
thereto shall be conducted in 
the manner prescribed by stat- 
ute for the conduct of a regular 
election for Village Officers. 


SECTION 7. This Ordinance 


Notice to Bidders 


Township High School District 


214 is taking bids on Garrett 
Business Educational Furniture 
for Arlington High School. For 
specifications 
contact J. R. 


Brooks, Purchasing Agent at 
District Administration Center, 
259-5300. 


Published in Paddock Publi- 


cations Mar. 7,1969. 


Public Notice 


NOTICE IS HEREBY GIVEN 


that the stockholders of Ben- 
senville State Bank, Ben- 
senville, Illinois, at a regular 
meeting held January 15, 1969, 
approved a proposal to amend 
the charter of the bank so as to 
shall be in full force and effect I increase 
capital stock 
from 


from and after its passage and | $175,000.00, consisting of 1,750 
approval according to law. 
shares Of a par value of $100.00, 
PASSED this 3rd day of 
.. .- 


March, 1969. 


Trustee Bird, Aye; Trustee 


Egan, Aye; Trustee Hart, Aye; 
Trustee Koeppen, Aye; Trustee 


to $350,000.00, to consist of 35,- 
000 shares of a par value of 
$10.00 per share. 


All 
statutory 
requirements 


having been complied with, the 


TED C. SCANLON 
Village President 


ATTEST: 
EVELYN R. DIENS 
Village Clerk 


Published in Wheeling Herald 


Mar. 7,1969. 


Advertisement 


For Bids 


Sealed bids will be received in 


the office of the Village Clerk, 
700 W. Irving Park Road until 5 
p.m., 
March 20, 1969, from 


those persons interested in pur- 
chasing one or more of three 
used squad cars. Cars may be 
viewed behind the police station 
at 2 South York Road. 
1. 1966 Ford-VIN 6G54Z255079 
2. 1967 Ford-VIN 7G51Z186946 
3. 1967 Ford-VIN 7G51Z186945 


Awarding of bids to successful 
purchasers will be at 8 p.m. on 
March 20, 1969, at Bensenville 
Village Hall, 700 W. Irving Park 
Road, Bensenville, Illinois. 


The right is reserved to reject 
any and all bids. 


Dated this 27th day of Febru- 
ary, 1969. 


HERBERT H. DIERKING 
Village Clerk 
Village 
of 
Bensenville 


County of DuPage 
State of Illinois 


Published in Bensenville Reg- 
ister March 3, 5, 7, 1969. 


1 fective February 19,1969. 


Bensenville State Bank 


CHARLES W. WHTTLOCK 
President 


ATTESTED: 
W. C. SCHLOMANN 
Cashier 


Published in Bensenville Reg- 


ister Feb. 21, 28, March 7, 1969. 


Today over one million Americans, 
men and women, are serving 
their country in 
TIE U.S. ARMY KSBVE 


FRIDAY, MARCH 7. 1969 
1 
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The Northwest Suburban Area's most Complete Real Estate Shopping Guide 
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COMMERCIAL 


PROPERTY 


I 


we don't 


fence 


you 


This picture, with the Paddock newspaper, was taken at perhaps one of the 
world's most dangerous borders . . . between Israel and Jordan. 


What's the picture saying? Simply this: our Real Estate Section is a striking ex- 
ample of freedom, the joy of home ownership and prideful way we live, free 
from oppressions of "barbed wire" living. 


Week after week, you'll find examples of outstanding home values listed by the 
leading area Realtor's. These properties represent one of America's greatest her- 
itages . . . the freedom to live where we want to and to constantly better our stan- 
dard of living . . . free from secrecy in government and unfounded gossip. 


Follow the many beautiful homes for sale in the Paddock Real Estate Section 
... see your local Realtor and enjoy life to the fullest . . . in the great Northwest 
Suburban Area. 


Paddock Publications 


217 WEST CAMPBELL STREET 
• 
ARLINGTON HEIGHTS, ILLINOIS 60006 


Want Ads 394-2400 • Circulation 394-0110 • Other Depts. 394-2300 • Chicago 775-199O 
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Sneak Preview 


ARTHUR J. GREENE'S 


66 custom-built homes 


in beautiful Arlington Heights 


Early Bird Special 


*500 


Nmart buyers CM beat the price Increase 


3. 1 and B-bedroom Colonials, Cape Cod and bi-level 
homes. From $32.400 plus lot. You couldn't ask for 
more in a home designed for better living AND location 


. grade school, new pool and park within a few 


blocks. Convenient shopping, too! 


Che VYilllemaburM, pictured, h«» 4 bedroom*, 2 ceramic baths, powder 
room off rtc room, overnlitd kitchen, separate breakfast room, laun 
dry room, 2-c«r garage and blacktop driveway. 
ttMirrn e*»klit« with aCOBXJlir 9CJLZD bj|| 


Mritlt (Witt* 
1 tM-lMlf mil* nerth tl Otll M. lit. Ml md 2 ihKki wwt *l Arl. Hrt. M. (Mm at CtMi It. 


tioimRio 
* 
Arthur J. Greene 


Construction Co. 


203 Cedar St., Arlington Heights 
439-8090 


Tlirtfty 


res-alts . 


10 WOODS 


fOURDAYS 
SUC DOLLARS 
Dial 


394-2400 


Service Honored 


OAKTON EXECUTIVE HOUSE keys were 
presented by Jack Whisler, right, leasing 
agent for Robert L. Nelson Realtors, to Jim 
Dougherty, regional director of Financial Ser- 


vice Corp. Charles Trautner, left, also of Fi- 
nancial Service, and Arlington Heights Mayor 
John G. Woods, Joined the ceremony outside 
the north Arlington office building. 


Twenty-and 15-year awards, 


were presented to four Baird & 
Warner Inc., employees at the 
company's annual meeting Feb. 
20 at the Marriott Hotel. 


Six others received 10-year 


pins, and 19 were given five- 
year awards by John W. Baird, 
president of the real estate firm 
which has 26 offices 
serving 


Chicago and more than 30 sub- 
urbs. 


Those who received 10-year 


awards included Cecil G. Hann, 
288 S. Windsor Drive, Arlington 
Heights, Winnetka office. 


Those who received five-year 


awards included Cecil G. Gann, 
17 W. 164th Deerpath, Ben- 
senville, Elmhurst office, and 
Nancy K. Heppe, 107 Trout Val- 


Thomas LaDore 
Joins Kemmerly 


Thomas D. LaDore, a Pala- 


tine resident, has been appoint- 
ed to the staff of Jack Kemmer- 


THOMAS D. LADORE 


ly Real Estate. 


LaDore's career,, from earth 


moving to "moving" real es- 
tate, spans more than three 
decades. 


A 1931 graduate of Port Ches- 


ter, N.Y., high school, LaDore 
attended Columbia University 
for two years before enlisting in 
the Army. His career began in 
the late 1930's with a job selling 
earth moving equipment. 


Later he became an expediter 


foreman for a New York City 
h o u s i n g development firm 
where he was responsible for 
delivery of materials to building 
sites. 


IN 1945, the firm decided to 


put its then-idle earth moving 
equipment to work on strip 
mines in West Virginia, and he 
was transferred there. 


He returned to sales several 


years later when he joined Mod- 
ern Refrigeration Co. of Char- 
leston, W. Va. Five years later 
he joined S. A. Hirsh Manufac- 
turing Co. of Skokie. They 
moved him to Palatine in 1984. 


He left the firm last October 


and, because of his sales and 
construction backgrounds, took 
a real estate course and decided 
to join Kemmerly. 


LADORE and his wife Geneva 


have six children. A fourth de- 
gree member of the Knights of 
Columbus, he is also affiliated 
with the Palatine Township Re- 
publican Club, is a precinct cap- 
tain and past treasurer of the 
Palatine Combined Community 
Appeal. 


IMPERIAL 


MOTELS 


AT CHICAGO'S WARE AIRPORT 


(312) 296-4471 


10300 HIGGINS 


ROSEMONT, ILUNOIS 


ley Road, Cary, Harrington of- 
fice. 
Firm Joins 
Home Group 


John R. Sontag, president of 


Home to Home, Inc. and owner 
of Sontag Realty in Mount Pros- 
pect, announced Mary Ann Kro- 
lik, owner of Meritage Realty 
has joined Home to Home. Mrs. 
Krolik's office, on Roosevelt 
Road, one 
block west of Mann- 


heim Road, has been selected 
to represent the Referral Ser- 
vice of Home to Home, Inc. in 
the Westchester-Hillside area. 


Harrington Park 


IMMEDIATE 
OCCUPANCY 


Thii conttmporary btouty has •vtrythirtg Including tht magnificent vitw from 
th* % acrt hilttidi lot. 4 bedrooms, a most impressive ceramic tile foyer with 
its own flower garden looking into the carpeted living room and dining 
room. The fully applianced kitchen is any woman's delight with its eating 
area balcony overlooking the paneled family room with tton* fireplace wall 
and sliding glass door (fading to the patio. 8x10 laundry room, mud room, 
Th wallpapered and ceramic tile baths, itorms and screens, 2 h -car garage 
with automatic door opener, black top driveway. 


$56,800.00 


T. /. Hoey Development Co. 


ZPaifi 


359 Windsor Lane 


1 Blfc W. ol Ela & Baldwin Rdi. Adjacent to Invtrnns 


358-1191 


'When 
buying 
or 


selling Real Estate, 
look for the Real- 
tors'* Seal — your 
guide 
to 
Profes- 


sional Service. 


Irish Special 


"A bit of heaven 


Famous words in the 
Northwest Suburbs 


UK MOVE VILLAGE 


A bower's mm home of unuiualy high quokty an had acre 
M. 4 bedrooms, 2 ceremk baths, kitchen with every «««ro. 
targe famUy ream with nuptase, IVi-cor automatic door 
garage. Part* and patio. At S41.VOO. It's a rtal value. I* 
sure «• ,ee H. 


MOUNT PROSPECT 


Uara Park thna bedroom, 2U-bath W-level with dm and 
26-ft. (amity room with wtt bar. Covered patio, Z'/i-cor go- 
rage- turn-ins. disposal, humMmer. $37,500, immediate pot- 
teuton. 
' 
• 


ARLINGTON HEIGHTS 


Waft to train, all schools, church, pool etc. Beautiful Scandale 
t-room (4 bedroom) Colonial. 1% baths. 2-car attached 
garage. Hrat floor family room plus basement rtc. room. All 
buiK-lra. Carpeting. Al thb and much more, only $42,900 
Ml price. 


ARLINGTON HEIGHTS 


•rand new 7-room (3 bedroom) spCtJeveL 2Vi baths, fuR 
DQMITWItv i*tOT fltlOCIMO QOTOQC [•MCtfftC OptfMW). StofltlS 
CMQ sen • MI CofnpNteiy CQt*pctofl< Al buM-ms* CcntfQsfy OH* 


Mnedtate poseession. $42,950. 


ARLINGTON HEIGHTS 


The home you hove been leoUng lor with 4 er 5 bedrooms, 
2VS bawM. 2-«or attached garage, basement. On K-acre let. 


Censtal ok cendHtomng, undirgreund sprinkling system. Fruit 
frees, beaulmiay lendiiepid, Oas yard Hght and gas barbecue. 
Owner retiring. S74.900 lempMe. 


LAKE ZURICH 


Want a large acre lot? Want an Inside Swimming Pool? Want 
a 7-room bi-level with 2-cor attached garage? Then be sure 
to see this at once. Owner will give immediate possession. 
$44,700 complete. 


DES PLAINES 


OPEN HOUSE SUNDAY, 1 - 5 p.m. 411 Kathleen Drive. Rte. 
83 south to Kathleen, east to house. 7-room brick ranch (3' 
bedrooms) 2<A baths, only 8 years old. Full basement with 
large rec. room. Carpeting in living room, dining room, bed- 
rooms and had. luill-ki oven and range. Draperies through- 
out. Redwood fenced yard. AN this and much more at a price 
you can afford. $38,900, Immediate possession. 


MOUNT PROSPECT 


WasV to Handhurst. CentroRy oir conditioned ranch, 3 bed- 
rooms, I % baths. FuR basement, 2-cor attached garage plus 
first floor family room. Transferred owner wiH give immediate 
possession. $36,500. 


«*!«•»«• I hi 
Evelyn Disbrow 
Hubert Walton 
Jane van Ee 
John Allen 
Ann Purdy 
Harriet Geudlner 
Gusli Lacker 
Dee Purdy 
Shirley Glass 
Bob Evans 
Betly Berry 


Ralph Polls 
Mary McDonald 
Hal Collint 
Ann Butler 
'Margaret Dailey 


MARY 


MeAiNDKKW 


Member of M.A.P. 


Multiple Listing Service 


Grant Disbrow 


Open weekday 


evenings 


Maxine Graves 


150 S. Main 


MOUNT PROSPECT 


392-7150 


DON 


H.OKENCE 
REALTORS 


Al, 


STRKH.H 


JACK 


KKI.I.KIt 


3-7-69 


123 S. Arlington Heights Rd, 


ARLINGTON HEIGHTS 


255-8000 


r 


IUYING OR SELLING A HOME? 
.. put 3OO Salesmen 


to work for yon! 


MlUflft 


MULTIPLE LISTING 
REAL ESTATE SERVICE 


Covering the Great Northwest 
~ 
Suburbs 


Call a 


Multiple Listing Realtor 
... and Relax ! 


Dial 


394-2400 


Hall Wins 
An 6 Archie' 


Hartley Hall of 1101 Cypress 


Lane in Elk Grove Village, won 
the 'Archie Award' as the out- 
standing graduate of the na- 
tion's only Hamburger Univer- 
sity, located in suburban Chi- 
cago. Hall is a member of the 
McDonald's restaurant chain's 
corporate headquarters staff in 
Chicago. 


This award is in addition to 


the B.H. (Bachelor of Ham- 
bur gerology) degree Hall re- 
ceived at Hamburger U. com- 
mencement exercises. 


Hamburger U. is McDonald's 


unique training school, con- 
d u c t e d university-style with 
classrooms, lab courses and 
professors, to teach its oper- 
ators the science of preparing 
and serving McDonald's ham- 
burgers. 


Hall received the special 'Ar- 


chie Award' — McDonald's in- 
signe cum laude — 'in recogni- 
tion of your effort and achieve- 
ment' record earned by each 
student. 


LOOK 


A BRAND NEW 


3 or 5 BEDROOM HOME 


[OR ON1Y 


i 


50 
$900DOWN 


EQUIPPED WITH 


Full basement • Carpeting Included 


to the FIRST 20 BUYERS 


VETS-ONLY 500 DOWN 


FULL PRICE 18,900 


CALL 
476-6905 or 426-6598 


] / . MM..M'OrU IA 


PHILLIPS CONSTRUCTION CO. 


POPI AWARD: The Point of Purchase Advertising Institute 
has awarded Ampex Corporation's Ampex Stereo Tapes divi- 
sion its Outstanding Merchandising Award for a cassette floor 
unit. The revolving unit will accommodate 480 pre-recorded 
cassette stereo tapes in less than one square yard of floor 
space. 


Mortgage Banking 
Firm Rents Space 


Dovenmuehle, Inc. has ar- 


ranged a $135,000 mortgage on 
an industrial building located at 
1720 W. Irving Park Road in 
Schaumburg, it was announced 
by Luke Thornton, vice presi- 
dent of the Chicago mortgage 
banking firm. 


The structure, completed in 


the summer of 1968, contains 
17,200 square feet and is located 
on Wt acres of land. The owner 
is DBM Corporation, which has 
leased it for 20 years to the 
A. N. Palmer Co. 


General contractor for the in- 


dustrial structure was D. J. 
Velo and Company. 


Padiiock Papers give 


Real 
Estate 
Section 
Sales Show 
Increase 


Baird & Warner's Harrington 


office at 121 S. Hough St., Bar- 
rington, achieved a sales vol- 
ume totaling $7,082,231 for a 17.6 
per cent increase over the pre- 
vious year, according to Rich- 
ard L. Lacy, vice president and 
district sales manager for Bar- 
rington and Crystal Lake. The 
number of transactions in which 
the office participated 
tallied 


167 for an 8.4 per cent growth. 


We're Movers 


One 
out 
of 
every 
five 


Americans changes his res- 
idence each year. 
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Volume In 


Peak During If ear 


A new high in gross volume 


was reached in 1968 in Baird & 
Warner's Arlington Heights and 
Mount Prospect offices, accord- 
ing to Robert G. Walters, vice- 
president 
and district sales 


manager, who reports that sales 
totaled $11,250,807 for a 1.4 per 
cent increase over the previous 
year. The combined sales staff 
participated in 323 transactions. 


Several sales men and women 


in the two offices were cited for 
outstanding sales achievements 
during the veteran real estate 
company's annual dinner held 
Feb. 20 at the Marriott Motor 
Hotel. 


A S P E C I A L plaque was 


awarded to Arlington Heights, 
where all six staff members 
were honored as star salesmen: 
Harlan Jones, Howard Kaygay, 


Muriel Maitland, Don Boody, 
Hal Culver and Tom Grisell. 
Jones was awarded the Dis- 
tinguished Salesman Award by 
the Sales Marketing Executive 
Club in 1968. Kaygay and Mrs. 
Maitland also were singled out 
as members of the Million Dol- 
lar Club. 


Walters, Margaret Christian 


and Don Geary in Mount Pros- 
pect are Million Dollar Club 
members and star salesmen. 
Willard JrValworth received the 
latter award and Mrs. Christian 
was cited as a top producer for 
the last quarter of 1968. 


Awards were made by John 


L. Hall, senior vice president 
and general sales manager, 
during Baird & Warner's annual 
meeting held Feb. 20 at the 
Marriott Motor Hotel 


Rambling Ranch 


An outstanding home in our choice White Pines area, 3 bedrooms, 1 % 
baths, birch kitchen, corner fireplace, and a lovely first floor family room 
overlooking the park-like rear yard. Full .basement with a 24-ft. square 
family room with a dry bar. 2-car attached garage. 
By the way, that back yard is really something. It's tree lined and filled 
with fruit and shade trees. Surrounded by similar properties. 100'x215'. 
Water and sewer in and paid for. This is the type of home they had in 
mind when the term "rambling ranch" was devised. 


$41,500 


REAL ESTATE 


317 W.IRVING PARK RD. 


BENSENVILLE, ILL. 


766-3800 


Co-operative Multiple 


listing Pool, Hie. 


DuPage Board of Realtors 


NN 


Member M'.A.P. Multiple Listing Service 
REALTORS 
Member National Multi-List Service 


SPION'SPAN! 


This 4 bedroom hi-ltvel feature* natural wood trim, 2W 
baths, full baMtnent, family room with fireplace, ceramic 
kitchen with complete built-in appliance?, 20' patio, 2 car 
attached Karaite plus numerous extras. Only two blocks 
Irum school), 
943 faQQ 


EXECUTIVE RANCH 


Pristine location and custom quality. 4 large bedrooms, 
2'1 glamorous ceramic baths, 2 way living.dining room 
fireplace, ash paneled family room with colorful fireplace, 
patio, outstanding landscaping. 2M car electric door ga- 
rage. Wife saver kitchen features all custom built-ins. 


LOTS OF SPACE 


4 bedroom beautifully decorated ranch with huge paneled 
recreation room. Kitchen-family room combination, 
built-in oven and range, I'/i bathi, loads of storage, 20' 
patio, 2 car electric door garage. 
939,790 


LOCATION! 


Classic Cape Cod netr schools, depot and playground. 3 
bedrooms, 21' master bedroom, 2 tile baths, full base- 
ment, breezeway, 2 car attached garage, range, refrig- 
erator, carpeting and drapes. 
$&2,9M 


T 


BEAUTIFULLY MAINTAINED! 


Here's * 7 room Colonial with 3 bedrooms, paneled den, living room 
fireplace, lull basement has "L" shaped recreation w fireplace, 1V4 
ceramic baths. 32' patio, 2 car electric door attached garage and 
nany extras. Near everything. 
$46<9M 


H ACRE! 


Comfortable 3 bedroom ranch haa paneled liviyg room, 2 ceramic 
baths, beautifully finished recreation room, kitchen built-ins, base- 
ment, patio and breezeway and 2 '/4 car attached garage. 940,500 


PLENTY OF STORAGE! 


Rambling 5 bedroom ranch near schools and ahnp*. Comfortable 
family room. 2 ceramic baths, spacious kitchen, .large Int. I1; car 
*""""• 
S27.5OO 


6tts' 


TRADE YOUR HOME? 


We will guarantee to take your 
home in trade in the event it isn't 
sold before you need to complete 
your purchase of another. 


MOVING ANYWHERE 


IN THE U.S.A.? 


If you are moving, we have pictures 
and information of homes that are for 
sole all over the U.S. A. through our 
co-operating Brokers in NMIS. Call us 
to discuss your new location . . . we'll 
be happy to help you I 


A LOCATIONS TO SERVE YOU... 


* MOUNT PROSPECT 
* 


104 E. Northweit Hwy. 
255-9111 


ELK GROVE VILLAGE 
570 E. Higgins Rd. 
439-4700 


ARLINGTON HEIGHTS 
28 E. Northwest Hwy. 
253-1800 
V 


PALATINE 
225 N. Northwest Hwy. 
35*7000 


ANNEN 


REALTORS 


ftib' 
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Hallmark Elects 2 


At its annual stockholders and 


directors meeting on Feb. 14, 
Hallmark Personnel Inc. elected 
Gary R. Clarke executive vice 
president and director and Jay 
Alraerico vice president and di- 
rector. 


Clarke is in overall charge of 


the entire Hallmark Personnel 
complex, comprising the Chi- 
c a g o-based parent operation 
and seven subsidiaries in (he 
Chicago suburban area and the 
state of Minnesota, including 


one in Mount Prospect. 


Almerico is direct assistant to 


Clarke, and responsible 
for 


start-up, administration and op- 
eration of the rapidly growing 
regional operations of the Hall- 
mark Personnel complex. 


FRI., MAR. 7, 19tt 


BUYING OR SELLING? 
Think 


ofU 


AH! SWEET SPRING 


I You'll ling a merry tunt when you see Ihii gorgeous tight room Brick and Frame Colonial. 


Centrally Air Conditioned. Thii four bedroom, two and on* half bath horn* offers ytar round 
comfort. Spacious rooms and closeti. First floor family room for convenient leisure hours. 
Wishing WON'T MAKE IT HAPPEN. Better call now. 
$44,900.00 
Prospect Heights 
WM.L. 
KUNKEL 


TWO CONVENIENT OFFICES TO SERVE YOU 


OES PLAINES, ILL. • 734 Lee Street • Telephone 298-5055 
PROSPECT HEIGHTS • 215 S, Elmhurst Rd. • Tel. 253-5500 


Busse: Sales 
Up 67 Per Cent 


George R. Busse, president of 


George L. Busse and Co., Real- 
ors, recently announced that 
the firm's sales of homes, com- 
mercial, industrial, and vacant 
properties for the year 1968 in- 
creased over 67 per cent from 
he previous year. 


Busse said "Due to our affi- 


liation with All Points Reloca- 
tion Service, Inc., a nation-wide 
Realtor referral service and the 
many buyers personally re- 
ferred to us by our friends and 
satisfied clients, we have many 
myers but are unable to fulfill 
their needs because of a short- 
age of good listings. Our associ- 
ation with MAP Multiple Listing 
S e r v i c e has also been a 


NEW PARTNER, new office: Robert Zaun, 
left, new partner in Homefinders real estate 
firm, joins Dave Hanner, Ralph Edgar and 


Jan Behrens outside new office at 100 
Dundee Road, Buffalo Grove. 


W. 


(RE 


THrifty -Want .Axis 
t>rin.s results . . . 


Dial 


394-2400 


remendous reason for our con- 
tinued growth. 
GEORGE R. BUSSE 


Birthday? 
Open 
New 
Office 


Don Florence and Jack Kel- 


er, owners of F-B-K Inc., Real- 
tors announced the fifth anni- 
versary of the opening of their 
Mount Prospect Branch office. 


It is a double anniversary 


since Mary McAndrew joined 
the firm at the opening of the 
office five years ago. Mary is 
currently broker sales manager 
and is one of tiie original staff. 
She has been a top producer in 
the F-B-K organization, surpass- 
ing the Miffion Dollar Sates Vol- 
ume each year for the past five 
years. 


F-B-K owners attribute the 


success of the Mount Prospect 
office to the efforts at Mrs. 
McAndrew and the staff con- 
sisting of Margaret Dailey, Dee 


Purdy, Maxine Graves, John Al- 
1 e n, Augusta Lacker, Bob 
Evans, Hal Collins and Grant 
Disbrow. 


The office is open from 9 a.m. 


to 9 p.m. 


MARY MCANDREW 


3939 N. MANNHEIM RD. 
SCHILLER PARK, ILL. 


678-4800 


5 MINUTES FROM O'HARE FIELD • 
COURTESY CAR 


INCOMPARABLE MEETING AND BANQUET ROOMS 


CONTINUOUS ENTERTAINMENT 


ISABELLAS NORTH, WORLD FAMOUS RESTAURANT 


*7 
3«fc?L 
vemmenu 
*^ 


REALTORS 


OFFICES 
TO SERVE YOU 


BETTER 


SERVICE is FASTI 


In Arlington Heights 
956-1500 


In Arlington Heights 
253-2460 


In Palatine 
•• 
358-5560 


In Prospect Heights. 
299-0082 


In Hoffman—Schaumburg.... 894-1800 


FOlR BEDROOMS 


Bt'RNT PRESSED BRICK CONSTRUC- 
TION 2 baths, concrete patio, FAMILY 
ROOM with 
dramatic FIREPLACE, 


blt.-in vacuum cleaner system, CEN- 
TRALLY AIR CONDITIONED, all car- 
petine, blt.-ins included, 4 months young, 
WE TRADE. 
844,000 


WALK TO SCHOOL 


CARPETING, .refrig., washer & dryer, 
stove included in this cozy 3-bedroom 
family home, HOT WATER HEAT, top 
financing. 
$24,500 


OPEN HOUSE, SUNDAY 1-5 


PROSPECT HEIGHTS TOP LOCATION. 3 
twin bedrooms, 2 baths, CENTRALLY 
AIR CONDITIONED, 
redwood 


FENCED YARD, loads of closets. 1502 
Orchard Drive. 
$42,950 


IMMEDIATE POSSESSION 


FOUR BEDROOMS. 1V4 baths, FAMILY 
ROOM, blt.-ins, drapes, bookshelves in 
DEN included, nice landscaping, good lo- 
cation. ASSUMABLE MORTGAGE with 
LOW INTEREST 
$33.500 


IN BEFORE SCHOOL 


WE TRADE. Let us move you into this 
fine 3 twin bedroom ranch, 2 baths, FAM- 
ILY ROOM, 2-car garage with all the 
+++ extras in time for school next fall and 
sell your home now. 
$32,950 


GENEROUS SIZE ROOMS 


THREE TWIN SIZE BEDROOMS, two full 
baths. Built-in oven and range. Carpeting, 
drapes, washer, dryer, disposal are a few 
of the extras at only 
$24,750 


IN ESTABLISHED NEIGHBORHOOD 


You will find this three-bedroom, family 
room, two full baths, well maintained split 
level. Extras included are all window cov- 
erings, carpeting, air conditioner, built-in 
oven and range, washer and dryer. Imme- 
diate possession. 
$32,900 


JUST 


LISTED 


WOULD YOU BELIEVE 


Located in Arlington Heights within easy 
walking 
distance to 
EVERYTHING. 


l'/2-story, 8 rooms, 4 bedrooms plus den, 
paneled family room, full basement, 2-car 
garage, 
fenced -yard. Extras 
include 


ref-freezer comb., built-in oven and range, 
washer and dryer! Firmly priced at 


$29.950 


Member 


Multiple Listing Service 


Member 


Northwest Suburban 


Board of Realtors 
emmerlu HAS 
^ 


FHA AND VA FINANCING 


AVAILABLE AT THIS TIME ON THE BEST 


OF TERMS, SOME WITH NO MONEY DOWN. 


CALL ANY OF OUR QUALIFIED COUNSELORS FOR ASSISTANCE. 


Lacv VP 


•r 


Of Realty 


Richard 
L. 
Lacy, 
district 


sales manager for the Barring- 
ton and Crystal Lake offices of 
Baird It Warner, has been elect- 
ed vice president of the 114-year 
old real estate tlrm, according 
to John W. Baird, president. 


A Navy veteran and a Univer- 


sity of Illinois graduate with a 
bachelor's degree in marketing, 
he Joined Baird & Warner in 
19S9 as a salesman at the Elm- 
hurst office. 


In 1961 Lacy was transferred 


to Harrington to re-open a local 
office. Prior to becoming associ- 
ated with Baird It Warner, he 
was general manager and vice 
president of a bus company. 


Lacy has been active on the 


Barrington real estate board, 
the chamber of commerce and 
junior chamber of commerce, 


RICHARD LACY 


and served on the membership 
committee for the Illinois Assn, 
of Real Estate Boards in 1965. 


Lacy and his wife, Susan, live 


on Crestview Dr., in Barrington, 
with their six children. 


income* 


producing 
real estate? 


J* it a profitable investment? 


Mtay Mt tht wisdom of income-producing prop. 
«rty » a touod, |ood-rtiurn investment. By 
chooung wJMly, you could provide for yourself 
k dtiirablt profit yield for «n indefinite period 
ol time By keeping in touch with the local 
real estate market trend*, we can suggest * desir- 


A 
",.». 
able, workable real MUM program for you. 


• 
, 
, 
You'll incut no obligation by discussing your 


•ft -l&Mftk. 
real estate nteda with ui. Ltt'» get together for 


Harold Krhrrr lunch. Cbaocet art you'll gain information ol 
Harold K«hr«r 


WM L KUNKEI.fr CO. 


RJ-Ar.TORS 


ll> t 
CLMHUNS1 ROAD,PROSPECT HEIGHTS, ILL.60070 
,312)253-5501 


/34 Lit STREET. DCS PLAINES, ILL. 60016 • (312) 298-5055 


NEW LOCATION: Jim Howland recently 
moved his Rowland's Meat Market into the 
new Evergreen shopping plaza in Arlington 
Heights. Howiand, in business in the North- 


west Suburbs for 21 years, had been located 
at 27 W. Campbell for the past seven. With 
Howland are Louis Martin, left, and Charles 
Chute. 


Council Elects Dabovich 


Thomas Dabovich, 201 S. Dru- 


ry 
Lane, 
Arlington Heights, 


president of Morton Chemical 
Company, 
has 
been 
elected 


vice-president of the Chemical 
Industries Council-Midwest. 


The 
Chemical 
Industries 


Council-Midwest is composed of 
35 Chicago area chemical and 
pharmaceutical companies. The 
council sponsors a variety of ac- 
tivities designed to provide stu- 
dents with information on ca- 
reers in 
chemistry. 
Among 


these are an annual Chemistry 
Career Seminar for High School 
Students and the CIC School 
Speakers Panel, which appears 
at schools for full day sessions 
on careers in chemistry. 
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Living Well 


Thirty per cent of American 


households 
have incomes of 


$10,000 or more a year, the 
Institute 
of 
Life 
Insurance 


reports. 


The Better to See 


The Health Insurance Insti- 


tute says nearly half the people 
in the 
United 
States wear 


eyeglasses for some type of 
visual defect. 


CONNMMCI lOOMS 


1001 M A N N H C I M ROAO 


D[>PLAIN!* 


IM-II41. 


TW« iit-»*-»;> 


Ed Joyce Says: 


13 costly 
mistakes to 


avoid in selling 


your home 


"Send for this FREE Booklet!" 


David McCoy and 
Associates, Inc. 


Don't attempt to sell your home until 
you've read this 20 page, illustrated 
booklet. In it, Real Estate experts David W. 
McCoy, Ph.D., and Michael P. Brudnak, 
G.R.I., present solutions to the 13 costly 
mistakes commonly made in selling a 
home. It can save you t-me, grief and 
money. It tells the story of real estate 
today, and it's yours FREE. Just mail in 
the coupon or phone us today! 


THESE WESTERN ELECTRIC engineers 
were on planning committee that held demon- 
strations, tours and displays to observe Na- 
tional Engineers Week at regional headquar- 
ters in Rolling Meadows, From left to right 


are: Lou Heine (Riverside); Harry Plesha 
(Schaumburg); Joe Lupa (Chicago); Frank 
Pomazal (North Riverside); Frank Sherry 
(Forest View); Ted Gasper (Hinsdale); and 
Mel Farber (Brookfield). 


II 
I 
I 


David McCoy and Associates, Inc. 
650 W. Algonquin Rd., Des Plaines 
[~| Please send me your FREE booklet— 
^ "13 costly mistakes" ... 


NAME. 


ADDRESS. 


CITY AND 
STATE 
-ZIP. 


3 OFFICES TO 


SERVE YOU 


422 E. Ogden Ave. 
Hinsdale, III. 323-0600 
• 


4855 W. 95th St. 
Oak Lawn, III. 424-6015 
• 


650 W. Algonquin Rd. 
Des Plaines, III. 439-6015] 


ikwiK Ih« Dovtr 2-story. 10 rooms, 4 btdroonu, VA baths, 2-car garage, $34,900 


One of the nicest things about buying a 
Winston Development home is selling it. 


D A Winston Development home is like fine wine; it improves with 
age. Leading resale brokers tell us our homes appreciate far more 
rapidly in value than the average home. 
O And why not? We don't build average homes. Only exceptional 
ones, like the Da\ er 2-story shown above. 
D It contains 10 rooms and encompasses over 2,400 sq. ft. of living 
area. And every inch of it is planned for easy and elegant living. 
D The 21' living room has a bay window with a built-in window seat. 
The reception foyer is room-sized (11'8" x 11'4"). The 4 bedrooms 
are on one floor. The master bedroom is a veritable suite. (It has a 


12' sitting room, 2 wall-wide closets and a private bath with stall 
shower.) 
D The formal dining room is completely separate from the living 
room. The family room is on the main floor, and opens onto a terrace. 
The family-size kitchen has 3 Westinghouse appliances, a dining area 
and is right off a laundry-storage room. 
D If 2-story architecture isn't your cup of tea, don't worry. We have 
equally well-planned ranch and mid-levels, too. All happily located 
in convenient Hoffman Estates, 38 minutes from The Loop. 
D So, if you're looking for an investment in better living that can pay 
off in dollars and cents in the future, see Winston Knolls today. 


5 models, 15 elevations from $28,900 to $37,400 


WINSTON ® KNOLLS 


101 West Norman Drive, Hoffman Estates, Illinois 


•ales office hours: 10 a.m. to 7 p.m., dally and Sunday . sales office phones: 359-2122,774-7870 (Chicago line) 


Take the Northwest Tollway to Route #53. Go north 100 yards on Route #53 to Route #62. 


Then west 4 miles to our model homes (on the north side of the road). 


••Odors ol the commnnities that stamp out small rooms—Q Winston Park Q Winston Park Northwest Q Winston Towers Q Hunting Ridge Q Winston HOIS 


WINSTON =^ps 


DEVELOPMENT VV 
CORPORATION IS- 


Appliances by 


Westinghouse 


1 
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<r ii \ lit: 


INTERNATIONAL MOTOR INN 


£«f THE CUfST IS KIHG 


«J01 N. KANNHEIM ROAD 
SCHULt* P*SK, LL. 40174 
PHONE: 478.3700 


ALLAN WILSON, JR. (center) 520 South Patton Avenue, Ar- 
lington Heights, secretary-treasurer of National Tea Company 
and a member of the Board of Directors of the Mental Health 
Association of Greater Chicago, joins in helping get the 1969 
mental health campaign under way under the new leadership 
of (left) Former Governor Samuel H. Shapiro, 1969 mental 
health chairman. Passing on the campaign gavel to Governor 
Shapiro is (right) Norman A. Stepelton, president of National 
Tea Company and 1968 mental health chairman. Stepelton 
continues as 1969 honorary general chairman. The 1969 men- 
tal health goal is $275,000. 


NOW SHOWING 


for a limited time only... 


... and many more Lovely Homes 


for Better Living...by 


Arlington Realty 


C^ 
INCORPORATED W 


MEMBER: MAP MULTIPLE LISTING SERVICE 


MEMBER HOMERICA: NATIONAL HOME FINDING SERVICE 


_«* 
••&*. -.-=*•• sBsaea 
.*,. m IBM,; 


RAMBLIN 


Stone and brick ranch home in estate area of wooded 
beauty. Thrtt bedrooms, separate dining room, 1ft ceram- 
ic batht, lovely kitchen, basement, recreation room, all 
centrally air conditioned, attached 2-car garage and grand 
half-acre grounds. 
$39,900 


PRESTIGIOUS 
Traditional 3-bedroom Custom Colonial in picturesque 
Scarsdale location of fine homes. 2 ceramic baths, break- 
fast nook kitchen, built-in appliances, beamed ceiling recre- 
ation room, full basement, living room fireplace, jalousie 
porch, 1-car attached garage. Near schools and shops. 


$49,50O 


SPARKLING 
Newly decorated, centrally air conditioned Raised Ranch 
with built m oven, range, spacious cabinets, 1 Vi ceramic tile 
baths. 4 big bedrooms, enclosed porch, family room, over- 
site attached garage. A short walk to schools. 
$38,950 


SPLASH-DOWN 


Prestige Plum Grove Estates 3-bedroom ranch with glorious 
heated pool, 3 large bedrooms, 2 '/4 ceramic baths, a restful 
family room, 2 custom fireplaces, super kitchen, all built-in 
appliances, full basement, patio, 2%-car attached garage. 
Large beautifully developed lot and many exrras.$64,900 


Arlington Realty 


^y 
INCORPORATED W 


4 WAYS TO SERVE YOU BETTER 


in Palatine 
/ 


rt Arlington Hts, 


/voirw 


in Arlington Hts.Tin Mount Prospect 


CALL THE OFFICE NEAREST YOU 


MOUNT PROSPECT 
1 S'lK'H MAIN STHEir 


CL 51515 
/ 


NORTH ARLINGTON HEIGHTS / 


Vj , WEST MQ'iTHWfST HWY / 


3928100 
/ 


SOUTH ARLINGTON HEIGHTS 
535 SOUTH ARLINGTON HTS RD. 


CL 3-8100 
V 


PALATINE 


119 NORTH NORTHWCST HWY. 


359-4100 


WAYNE 0. ENGLAND, (left), of 204 Dean Drive in Palatine, 
and region administrative assistant for Weyerhaeuser in Des 
Plaines, accuses the company's Los Angeles region manager, 
John Lipiani, of getting a group of Weyerhaeuser sales man- 


agers lost in the firm's giant plant in Longview, Wash. Eng- 
land and nearly 100 other wood products group sales man- 
agers from across the country toured the facility recently in 
conjunction with a meeting held in Tacoma, Wash. 


ATTRACTIVE CORNER SETTING 


Will add to your enjoyment of this home. 7 large 
rooms including family room on lower level. 3 yrs. 
old but owner transferred. Included with home are 
carpeting, all draperies and curtains, air conditioner, 
built-in oven-range, disposal. 
$27,900 


4 BEDROOMS — 2V4 BATHS 


This ultra-clean home is just 2 yrs. old and loaded 
with fine features. Like a screened sun porch in rear; 
all built-in kitchen appliances, pantry in kitchen. Fam- 
ily room is 16x15 size. Just listed 
$33,500 


EXCELLENT LOCATION 


With a village park and public school nearby. Air 
conditioned 3-bedroom home has 1 Vi baths and 
24x13 kitchen. Center hall entry has slate floor and 
kitchen has built-in oven-range. Just listed $27,900 


ROOM TO GROW 


A 100x200 lot size is the setting for this immaculate 
3-bedroom home. Brand new carpeting, range, re- 
frigerator, deepfreeze, washer, dryer — everything 
you need for good living. 2 blocks to shopping center 
and school. 
{24 $00 


VALUE PACKED 


Clean, compact home on a country-size lot. You can 
walk to school and shopping center. There are 3 
bedrooms, bath is ceramic tiled. As you see from the 
picture, the landscaping is outstanding. 
$22,900 


In SCHAUMBURG 


'9 Weothersfield Common 


894-1660 


In MOUNT PROSPECT 


437 W. Prospect Ave. 


392-2290 


VERY, VERY LIVABLE 


Sliding glass doors from family room and master 
bedroom give wonderful scenic backyard views. 
Kitchen is a homemaker's dream. This 3-bedroom 
home is just 2 yrs. old and has all new draperies and 
carpeting, "like new" condition. 
$31,900 


I 


NO ONE ELSE 


GIVES SO MUCH 


FOR THE MONEY! 


(That's why we outsell them all in Arlington Heights) 


I 116 OJVi ORD 
You've just got to see these homes to believe these unequaled values! FIND 
***** ** mmm* 
OUT WHY over 400 families have selected BERKLEY SQUARE ... the Height 
of home value. 


Superior space ... dramatic designs .. . solid, quality construction! A choice 
of ranches, split-levels, bi-levels, and two-stories ... 3 to 6 masterful 
bedrooms... 1 Vj to 4 baths... colossal closets... paneled family rooms! 
Homes downright lavish with built-in show-off features unheard of at these 
prices . . . from just $31,990, Berkley Square boasts the most homes sold in 
Arlington Heights! Once you see, price and compare . .. you'll know why! 


the most fantastic home values anywhere... 


TWO STORY 
2726 SQ. FT. 


5 BEDROOMS —3 BATHS 
$39.490 


Community 
iQLJaRB 


DRIVING INSTRUCTION! T.H. Cdtni E»pr«jiw.y 
or Routt* 21 or 45 North to W.llow Road (Pilitmt 
Ro«l) Wtit on WHlow to Arlington Hughtt Road 
<SI«« Road). Turn right ind dnvt ", mil* and 
you an Ihtr* 


IN ¥ ARLINGTON 


* HEIGHTS 


Telephone: 392-8040 


Open 7 days a week 


9a.m. to 8 p.m. 


MODELS ON ARLINGTON HEIGHTS ROAD 


People communicate with people through WANT ADS 


Real 
Estate 


A. A. BORG, PRESIDENT of 
the Walgreen Co., has been 
named March fund 
drive 


chairman for the American 
Red Cross $560,000 "Support 
Our Servicemen" appeal 
Snyder Wins 
Contest 


Bruce Snyder, of 1408 Syr- 


acuse Lane, Schaumburg, has 
been named the regional winner 
of the annual Action Packaging 
Contest of Union Camp Corpo- 
ration's Container Division. 


Snyder, is a sales representa- 


tive for the company, with of- 
fices at 100 E Oakton St, Des 
Plaines. He was awarded the 
honor for his sales presentation 
and his work in helping to im- 
prove the packaging operation 
and reduce costs of one of his 
clients in Rockford. 
Wayne Johnson 


The Meyercord Co., manufac- 


turers of decalcomania trans- 
fers in Carol Stream recently 
announced the appointment of 
Wayne Johnson to the position 
of director of purchases for the 
company. The appointment was 
a n n o u n c e d by Leonard A. 
Knopf, 
Meyercord 
president. 


Johnson moves up from his post 
as assistant director of pur- 
chases to replace William Ort- 
lep who retired. 


Johnson has been a member 


of the Meyercord purchasing 
staff for the past 11 years and 
lives in Hoffman Estates. 


Boucher 
Promoted 
At Aeroquip 


Victor R. Boucher, 825 E. 


Pratt Drive, Palatine, has been 
advanced to the position of ma- 
terial manager at Aeroqirip's 
Barco Division, Harrington. In 
his new assignment, he has the 
responsibility for all Barco pur- 
chasing and production control 
functions, 
including 
factory 


scheduling and expediting. 


A native of Kansas City, Bou- 


cher joined Barco as purchasing 
agent in 1965. He had previously 
served in purchasing capacities 
for Westinghouse Electric and 
Martin-Marietta. 


He is a graduate of Kansas 


City Junior College and attend- 
ed Kansas City University and 
the University of Colorado. 


Barco Division is a wen 


known producer of ball, rotary, 
and swivel joints, Venturi Flow 
measurement systems, locomo- 
tive speed recorders, and rail- 
road steam heat connections. 


B. E. BOSLET 
BOUCHER 


Bosley Named 
Senior Veep 


R o b e r t E. Bostey was 


recently named a senior vice 
president of Buchen Advertis- 
ing, Inc, it was announced by 
J. Wesley Rosberg, president, of 
the Chicago, New York, and 
Denver advertising agency. 


He has been involved in ad- 


vertising writing, research and 
account work since 1948 and has 
been a vice president of the 
agency since 1963, working on 
major national accounts. 


Bosley attended Northwestern 


University. He maintains mem- 
bership in the Association of In- 
dustrial Advertisers, the Con- 
struction 
Equipment Adverti- 


sers Association and the Ameri- 
can Waterworks Association. 


He lives at 507 E. Lynnwood 


in Arlington Heights. 


Never Learn 


Fatalities from all accidents 


in the United States during 1968 
—an estimated 114,000—were up 
two per cent over the previous 
year, 
the 
National 
Safety 


Council reports. 
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We've 
moved! 


... from our office on Nbrthwert Hixbwajr 
to * brand new building on Central Road 


Our office got so crowded that just serving 
our regular policyholders seemed like playing 
football in a phone booth. And with more new 
customers every day, we just hod to move. 


Now you'll find us better equipped than 


ever to serve you, in an office with wall-to- 
wall elbowroom. And handy-aa-ever Drive-In 
Claim Service. Come see how we cut the red 
tape and high costs out of insurance. 


Call or visit your convenient 
Allstate Insurance Center: 


1216 E. CENTRAL RD. 


Phone: 


259-4600 


/instate 


Alhtite 
Insurance Compmlct 
Northbrook, III. 


Paddock Papers give POWER-PLUS 


Thinking of selling? 


Ask Baird & Warner about its modern 


approach through Reset® 


Start your search at 


Baird & Warner. 


Va ACRE PLUS, ALL LANDSCAPED 


will give vour famiU "countrv living" atmosphere 
just a (ew block* from Randhurst BRICK 3-bed- 
room ranch has 2 baths plus dressing rooms, living 
room with fireplace, separate dining room, large 
kitchen, and jalousied porch. Another fireplace in 
large basement lend* itself to a terrific recreation 
room 143.500 


4ik for DICK KUINOWSKI 


r~r? 


DESIGNED FOR COMFORT 


Excellent split-level layout of seven huge rooms 
with a bath on each level. Features include carpet- 
ing, 
draperies, CENTRAL 
AIR 
CONDI- 


TIONING, decorating with selected murals, im- 
maculate kitchen has built-in oven, range and dish- 
washer. In Mt. Prospect's finest location for 
$39,900 


Call WILLARD WALWORTH 


UNUSUALLY NICE 


4 large bedrooms, 2!/i ceramic baths, sub-basement 
on quiet cul-de-sac street. Delightful paneled rec. 
room with pegged oak floor. Carpeting, draperies, 
kitchen built-ins and centrally air conditioned. Pro 
fessionally landscaped, fenced yard. $49,250 


Call HARLAN JONES 


SCARSDALE ESTATES 


of ARLINGTON HEIGHTS 


This fine home is situated on tastefully landscaped 
estate-like grounds. The home is of superb con 
struction and boasts a living room, a separate for- 
mal dining room. Kitchen cabmeted with range, 
oven, dishwasher and ample breakfast area. Car- 
peted & draperies throughout. 3 bedrooms, 2-car 
garage. This home is a must for the discerning 
family $62,500. 
DOiN BOINDY 


SPLENDOR WITH ELEGANCE 


Trannlerred owner regretfully offers his "Castle' 
for sacrifice with immediate possession TastefulK 
decorated split-level with .1 doublesi/e bedrooms. 
Master bedroom with bath, large living room with 
separnte dining room 
I.uveK king-si/ed kitchen 


with all built in appliances FamiU room splendor 
with fireplace Sub-basement with large plavroom 
Attached 2(ar heated garage Central air condi 
tinning Professionally landscaped grounds In Mt 
Prospect A mere pittance of $4">.9()0 


MIKt DM. UK 


IMMACULATE 


and decorated as well as any home we have been 
pleased to sell. You'll be proud to own this attrac- 
tive 4-bedroom, 2'/2-bath split-level home. Large 
living room, dining room. Carpeting and drapes 
throughout included. Family-si?ed kitchen, paneled 
familv room plus sub-basement 2'4-car garage 
$44 900 


< all BOB WALTERS 


f 4*" 


EXCEPTIONAL VALUE! 


For real family living — 5 bedrooms, 2V4 baths, 
paneled family room, full basement, central air 
conditioning. Beautifully landscaped grounds Lots 
of extra specials including low 5%% loan that can 
be assumed. A MUST TO SEE at $43.900 


MURIEL MAITUND 


BUFFALO GROVE 


SHARP AS A TACK 7-room, 4-bed bi-le\ei 
home. Carpeting in living room, hall & 2 bedrooms 
Draperies throughout 
Cabmeted kitchen with 


range, disposal, dishwasher & breakfast area 
Charming paneled family room 534,900 


< all DON BONbY 


Mt Pnripect 


21 E. Prospect Ave 
259-1855 
wo know how. 


Since 185S 
a tradition 


in real estate. 


26 


Chicago & Suburban Offices 


to serve yon. 


* mtmMi of tin Multipk Liitint Strvict 


220 E. Northwest Hwy. 
392-1855 
wo Know how. 


, Since 1855 a tradition 


in real estate. 


26 


Chicago ft Suburban Offices 


to serve you. 


A mtmM of th« Multifile luting Seme*. 


PADDOCK PUBLICATIONS 
FRI., MAR. 7, 1969 


rnNSTRVrrioN OK inn I,.M«;EST industrial building of 
its kind in UK- Chir.iK" ;irtyi, a 150.000 .squan* foot multi-tenant 
structure, at ll.~>5 (rrcenlcaf Ave. in Centex Industrial Park, 
Klk Grovo Village, has l>wn announced by Gottlieb-Beale and 


Co., developer. Designed by Robert L. Friedman and Associ- 
ates, the building will provide tenant areas from 6,000 to 
36,000 square feet. Completion is scheduled for mid-April. 


(BB 


Hancock 
Honors 
Waltman 


tive by the John Hancock Mu- 
tual Life Insurance Co. 


Waltman is manager of the 


company's 
mid western group 


pension office In Chicago. 


He is among 25 John Hancock 


group insurance leaders cited 
by the company for outstanding 
sales achievements. 


Battaglia Appointed 


David H Waltman of H41! E., 
Awards were presented at the 


Patten Drive in I'iilatine has • company's production leaders' 
beon honored as leading group | business 
meeting 
in Miami 


insurance pension representa- '• recently. 


Samuel R. Harris, manager of 


the Equitable Life Assurance 
Society's new agency in North- 
brook, has announced the ap- 
pointment of Sam A. Battaglia 
as a member of the Chiodo Dis- 
trict of the Harris Agency. 


A former automobile sales- 


man, 
Battaglia is a member of 


the James A. Brindisi Legion 
Post, Chicago Commons, and 


the Saint Cyr Knights of Colum- 
bus. 


A 
resident 
of 
Prospect 


Heights, he and his wife Lucille 
have three children and reside 
at 1718 Woodview Drive, Pros- 
pect Heights. 


Low High Point 


Mt. Cheaha, 2,407 feet, is the 


highest point in Alabama. 


GROVE SHOPPING CENTER of Elk Grove Village is ex- 
panding and diversifying. Attending the recent ground break- 
ing ceremonies for an additional $750,000 shopping area, were, 
(from left to right) — Bob Calkins, real estate manager, 
Centex Corp.; Jack Pahl, president, Elk Grove Village; How- 
ard Krafsur, partner, Bennett & Kahnweller Aasoc.; Mort 
Schloss, president, Grove Merchants Assoc., Steve Zoltek, 
construction supervisor of Custer Construction Co.; Chuck 
Willis, manager, Elk Grove Village; Hart Harding, asst. dis- 


trict manager, retail, of Goodyear Tire & Rubber Co.; Bob 
Miller, owner, Ace Hardware. It now has a Jewel and High- 
Low food store, Walgreens, ladies' and men's clothing and 
shoe stores, gift shop, beauty and barber shops, laundry, clea- 
ners, shoe repair services, medical facilities and a pott office. 


Dos Flames 
1275 Lee 


Use the Want Ads-It Pays 


VA 7 - 1 126 


• 
B-inuupt Rooms 


NELSON 


AIUNOTON HIKIHTt 
MOUNT HOSHCT 


FAIATINIMUC CKQVI 


HOSMCT HTI. 


offices 


IMPROVE YOUR PROPERTY 


TAKE A SIGN FROM US.. 


MOST PEOPLE DO! 


offer you the most complete, far reaching 


and personalized Real Estate Service in 


the Northwest Suburban Area 


ARLINGTON HEIGHTS • MOUNT PROSPECT • PROSPECT HEIGHTS 


ELK GROVE VILLAGE • PALATINE- 


40 PROFESSIONAL SALES REPRESENTATIVES • COMPLETE TRANSFEREE SERVICE 


v. • 
- 
v i 


fc*> • •*»!:«<* 


MAINTENANCE FREE 


I'MM.ii-ul.-itr m*tnm built split level, offering 3 large 
lirclrnom,. I '• • hath-;, huge nuneli'd family room and extra 
l;irw ynrd. ('l"-e to everything.. Only 
" 
$32,900 


IT LEAVES YOU BREATHLESS 


Large prestige home with 6 bedrooms, 3W baths with a 
beautiful cross country view from every room. 17' dining 
.room to accommodate your dinner parties. Huge living 
room with fireplace adds an opulent touch to formal 
entertaining. The 30'x22' paneled family room with fire- 
place has all the ingredients for relaxing family living or 
entertaining. Complete U-shaped kitchen. You can so- 
cialize in the ballroom size recreation room with fireplace 
& wet bar. If you were meant for luxury living, look at 
this wooded 1%-acre country estate in Inverness. 1185,000 


NEW AS TOMORROW 


The harmonizing colors flow easily from room to room 
creating eye appeal thruout this 4 mo. old, 4-bedroom, 
2'/2-bath home. Fireplace enhances the carpeted liv- 
ing-dining rm. Just right for candlelight. Fam. rm. for 
family enjoyment. Kitchen with all built-ins. 2-car att. 
garage. Designed for modern day living. 
$44,900 


THE BEST IN SUBURBAN LIVING 


You will receive a welcome reception to suburban living 
the instant you step inside this 4-bedroom, 2W-bath 
home with its lovely tarn. rm. with fireplace. The carpet- 
ed formal living rm. and dining L — the hominesa of the 
kitchen with all built-ins. Central air conditioning. 2-car 
att. garage. Terrific location. You couldn't ask for more. 


$49.900 


.• 
**>>* ••»""«"•*.*.,• i . •- • • 


. r,| 
I^Htv- 


COUNTRY LIVING ANYONE? 


ITI- 'tis. I 1 ••;HTC l"t, enhanced by wooded surrounding-! 
tin- m-triiii: for this H-bedroom brick & frame ranch 
i'li p;irti;illv finished hasempnt. <'nrpeting and drapes 


living rm.. dining L, Large kitchen. 1-car att. garage. 


'liuntrv living, convenient to town for only 
$29,50O 


PLANNED FOR IMPORTANT PEOPLE 


This large 4-bedroom, 2Vi-bath split level was designed 
for convenience, accessibility, pleasure & sociability. Car- 
peting & drapes in living rm., dining rm., 2 bedrooms. 
Dreamy kitchen with all built-ins including refrigerator. 
Spacious family room paneled in tavern birch with fire- 
place. Patio, 2W-car att. garage. Immediate possession. 


$52.500 


COUNTRY CLUB AREA 


Rarely do you have an opportunity to purchase a home 
at this price in the exclusive area. 3-bedroom brick ranch 
with new carpeting in living room, nice kitchen with 
range & disposal. Pecky Cypress paneled rec. room. 
Screened porch — 1-car att. garage. 
934,900 


WHEN BABY MAKES THREE 


You've got to get out of that apartment and here's your 
chance to get a nice 3-bedroom, IW-bath ranch and 
believe it or not a 1st floor family room. To help you get 
started, the living room is carpeted and there are drapes 
and curtains thruout. Kitchen with eating space and 
2-car garage. Only 
»23,9OO 


in ARLINGTON HEIGHTS 


300 E. NORTHWEST HIGHWAY 


call 392-3900 


in MOUNT PROSPECT 
in PALATINE 
in PROSPECT HEIGHTS 
in ELK GROVE VILLAGE 


300 W. GOLF ROAD 


call 255-3900 


234 N. NORTHWEST HIGHWAY 


call 358-5900 


1 ft N. ELMHURST ROAD 
call 394-1900 


I DEVON & ARLINGTON HEIGHTS ROAD | 


call 773-2800 


Doris Vogtritter • Al Ungos • Jim Warrlnar • Guy McCord • Bill Htnmny • Ed Kohl • Julli Ward • Joe Winters • Bob Nelson • John "Bun" Richay . Bob Anderson'. Grace Manning . Joe Daniel* 


Rilph Cropp«r • 
Pot Vorner • Mleki Robertson • Norm Mirley • Vic. Sodarstrom . Gaorgt Stahmar • Marge Y«»tl • Bob Lotka • Harry Garland • Jarry Maas • Bessie Wright • Can Hollnagel • Ray Ntlson' 


Chuck Flood « Fabian Bishop • Jim Malonty • Tarry Ftepatrick • Marga Nalson • Mary Solon • Don Jackson • Jo Good • Joan Miller • Carl Pasquala . Jack Whisler • Virginia Burtt • Irant Dougherty 


Member 


\ATIO.\WinE* 
FIND-A-HOME 


Service 


.14, 


Homefinders 
Add Bruce 
To Staff 


Robert Harris, sales manager 


of Homefinders, Realtors at Ar- 
lington Heights announces the 
addition of Richard Bruce to the 
sale* staff. 


Bruce has been an Arlington 


Heights resident for 12 years. 
His home at 441 S. Gibbons Ave. 
WM one of the first to be occu- 
pied in that section. He is the 
father of five children. 


Bruce formerly was national 


sales manager of Mercury 
Record Corp. He has been tn 
real estate sales (or several 
yean. 
Shares 
Go Up 


An improvement in net earn- 


ings for 1968 to $1.96 per share 
was announced by E. L. Pax- 
ton, president of G. C. Murphy. 
The 1968 results include a per 
share provision for federal sur- 
tax of the 19 cents and of 4 
cents for the loss on the 10 un- 
profitable Terry Farris stores 
sold at 
mid-year. Excluding 


these items, net earnings per 
share were $2.19 compared with 
$1.93 last year. 


Sales for the year increased 


$23.392.000 or 7 per cent to a 
new high of $356.699,000 with 512 
stores in operation at the end of 
both this and the previous year. 
Sixteen new stores were opened, 
12 la the last quarter of the 


Doyno, Doll 
Attend Meeting 


Victor A. Doyno and Robert 


Dall, of Mount Prospect, attend- 
ed the Volkswagen Annual Deal- 
er Meeting at the El Mirador 
Hotel, Palm Springs, Calif. 


Mr. Doyno and Mr. Dall are 


head of Doyno Motors, author- 
ized Volkswagen dealership at 
530 W. Northwest Highway, 
Mount Prospect. 


Over 100 dealers from 
the 


M i d w e s t are attending the 
meeting sponsored by Volks- 
w a g e n North Central Dis- 
tributor, Inc., the 
VW dis- 


tributor for Illinois, Iowa, Wis- 
consin, Minnesota, North and 
South Dakota. 


Warnimont 
Honored 


J a c k 
Warnimont, Warn- 


imont's V4S Hardware, Bloom- 
Ingdale, has received a special 
g r a d u a t i o n certificate of 
achievement awarded by the 
Scotts Technical Institute 
at 


Marysvilte, Ohio. 
j 


Included in the week long 


school attended by lawn special- 
ists from 12 states were classes 
devoted to the identification and 
control of weeds, insects, and 
diseases, latest cultural proce- 
dures and the newest scientific 
lawn equipment. 
Instructors 


were the research men of 0. M. 
Scott & Sons. 


Warnimont joins the more 


than 4,100 registered lawn coun- 
selors trained at the unique in- 
stitute. 


FRI., MAR. 7, 1969 


Re-Elect Bejcek 
To AEC Board 


J. G. Bejcek, 106 North Elm 


St., Mount Prospect, has been 
re-elected to the board of direc- 
tors of the Automatic Employ- 
ees Credit union at Automatic 
Electric Company, Northlake. 


The credit union which will 


celebrate its 30th anniversary in 
June, is one of the largest finan- 
cial institutions of its kind in Il- 
linois with assets of $6.5 million. 
Nearly 10,000 Automatic Elec- 
tric employees are members of 
the organization. 


Bejcek is assistant treasure 


manufacturing company which 
e m p l o y s more than 14,000 
people. 


Kaman Named 
Vice President 


Skil Corp. Pres. John W. Sulli- 


van has announced the appoint- 
ment of Frank Kaman of Pros- 
pect Heights as vice president, 
product planning and devel- 
opment. 


Kaman was previously Skil's 


vice president, engineering and 
research. In his new position he 
retains his responsibilities in 
the areas of engineering and re- 
search and he assumes lead- 
ership of the corporate product 
planning function. 


Kaman joined Skil in 1961 and 


has over 25 years of experience 
in the power tool field. He holds 
a bachelors degree in engineer- 
ing science from the Illinois In- 
stitute of Technology. 
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BEJCEK 
KAMAN 


FLYING CARPET 


MOTOR INN 


OFTOflTI O'HAM CHICAGO AIKPOIT 


Mil N. M AN MM IIM «B. 
DII nAINIt, ILUMOIf 


FHONI Wt-4421 


REAL ESTATE SALESMEN PREPARATORY COURSES 


LOOP 
^^ 
SUBURBAN 


First Cl«> 3/17 
Mon. & Wtd. 
6:30 to 9:00 for 
3 weeks. 


First Class 3/17. 
Tuition $60.00 


CltMM »t 
Suit* 807 
30 W. Waihiniton Si. 
Chictge, III. 
"fhen I'm big, I 


want to be a Real 


Estate Salesman." 


fint Ctm 3/1* 
Tu«. & Thurs. 


6:30 to 9:00 for 
3 weeks. 
First Class 3/18. 
TuiHoit MO.M 


ClMMI (t 
Northwestern StnWrfc** 


Hwv., Oil PI»iiM*, I*. 
(Cteftrowii) 


(Both courses include o Sot. pre-enamination review which will be heU at 


30 W. Washington St., Chicago, on Sat. from 9:30 a.m. to 1:30 p.m.) 


REAL ESTATE SCHOOL OF ILLINOIS 


(Founded IMS) 


30 W. Washington St. AN 342ft 


John M. Fay, Director 
I. Franc** F»x, RtflMnr 


year, and 6 closed including 2 
destroyed by fire. 


•t. 


IXCIUJNT LOCATION 


Convenience for all. in M-bedroom hi-level with IVi 
bath*. I-car garage, carpeting in living room, dining 
room and hall. Larte patio with footings & electrical 
outltU. (Jood foundation for room addition. $36,000 


SCARSDALE 


Would you like convenience, prestige location + large 
4-txdmnm colonial? 2h baths; baseboard heated, pan- 
eled rec. mom, separate formal dining room; large 
living room with beautiful new carpeting & -drapes 
throughout. Large kitchen with dishwasher. Gas grill 
ofl patio. Air conditioned. 
$44,900 


•EAUTIFUL SCARSDALE ESTATES 


Lovely .l-bedroom centrally air conditioned ranch on 
half acre hnmesite. Quality carpeting and drapes, 
l/nrge cnrprtrrl family room, marble fireplace in living 
room, t'criimir tile baths. Full basement has a com- 
pletely equipped kitchen adjacent to huge recreation 
room. Many beautiful trees surround large patio with 
gaa barbeque. 
$41,300 


LAKI FRONTACi 


Kxerutivp'n tirenm. -\ bedroortis. :i full ceramic baths, 
full bnnemcnt, l'-i nrre. 'I fireplncen plus extras tw) 
numerous to list. Rerrt-ntion room & beautiful patio 
ovprlonk-t licnuliful private lake. 
$61,500 


frit firm wifh SERVICE 
bocfced by INTEGRITY 


101 N. Arlington Htt., Arlington Heights 


259-1500 


OPEN 9 TO 9 


M»mb«r M.A.P. Multiple tilting S«rvic» 


BARTON 
STULL 


ARLINGTON 
HEIGHTS OFFICE 


RIP A T ;*1PJ'\7' 
EALTY, INC. 


on 


with the REALTOR 
«,<GROW 


PROSPECT HEIGHTS OFFICE 


Hi "H W "i's 


Ntar Randhurst Shopping! r>~i ft. deep site! Onlv 1 ; .• vears "Id1 
Fully equipped with 8 spacious, well-planned rnoms. 4 bedrooms. '!'•> 
baths, a handsome family room, formal dmine room, wall to wall 
carpeting, plus many, many costly additions! Immediate occupancy! 
Call today! 
' 
JMt.SOO 


2.15-OM* 


This perfect I v charming home is centrallv-air-cnnditioned. and i* 
located in one of our most heautitul area* of distinguished. re*irten- 
tiat hinr.e*' See the iovelv. brilliant interior with 7 rooms. 3 bed- 
moms. 2^ baths, a 21-tont familv mom. 
full basement, and a 


beautiful built-in kitchen! Call us todav for the many extras includ- 
ed! Your inspection invited! 
94S.VM 


DES PLAINES OFFICE 


SCHAUMBURG OFFICE 


Extremelv desirable location, onlv 10 n'.inutes t ; > expres-wavs. your 
children can walk to grade & Jr. Hiuo Schools. ;md you have quiet. 
country atmosphere on this Vi acre honiftsite! This splendid home 
features :! bedrooms. '2 full baths, familv mom. basement, built-in 
appliances, and numerous, comfortable details. Call today for addi- 
tional information. 
830.MM) 


One of the best buvs nn the market todav! This hcautitullv rnain 
ained home i« located on a 1 Ill-toot site, iust minute* (Mm ex 
>re-swa\- \\irnin walking d:-rance of arade school, and ha« a *ur 
iriMns. M>:u'i'".- intern, r witti :l bedrooms. •> f u l l bMhv • InveK 
fliiiiivj roitn. p a t i . > nlvi- built-in appliancp^ It'*, w.irth vnur time t< 
ee' 


3M-4 


L if11*!; 


It's.iust about perfect! Only 7 months "young" — and absnluttlv 
charminii! .lust a lew (if the deluxe features include new wall tn wall 
carpeting, underground sprinkling svstem. phone jacks in all room^. 
built-in appliance^. 4 "kins" <i*e bednidms. '2 full baths, a -2n.tr; ,t 
familv room, and huge patio! Tran-!erred owner will give immediate 
occupancy! Steit today! 
M:I8.IMH) 


STULL 


It'^ a "(ipTi" 
There'' 


rnnditnm & l<K-ated in 
I'pntrniK air cnndit'-'ined 


ntithine to add 


tp 'nirr in ii|> 


I'r.in-tprrpd 


p!i.iiu'e- and m;iiu 
"wner ^a« rtln ma .1' r 


XIS^MHMI 


T r?nlac«! lt'« in n*rlecr 
•Kin area of new home*'. 
' 4 hpdrnoms. 2W nath«. 


• wall carp«tin* thru-nut. 


•> 
ia«.MM 


DES PLAINES 


1322 Lee Street 


824-7148 


PROSPECT HEIGHTS 
9 N. Elmhurst Road 


255-0900 


ARLINGTON HEIGHTS 
750 W. Northwest Hwy. 


392-0900 


HOFFMAN ESTATES 


21 3 S Ro-.-IU- Rd 


894-4800 


'iiq S e r v i c e 


M A P 


Basement Doubles Sales 
Of Weathersfield Ranch 


Last year saw the first In- 


troduction of a ranch home with 
a 
full basement in suburban 


Weathersfield. The Salem, a 
three bedroom ranch priced in 
the $23.ono class, had previously 
been offered without a base- 
ment, but demand soon caused 
C.impanolli. Inc , the builder, to 
add a ha.Hement. AM a result, 
s,iles 
figures 
have 
actually 


doubled 
- during I9H7 there 


were R4 Salem models sold and 
dunnjz 
IWW. over 
ISO Salem 


sales have been recorded 
In 


fact, the addition of the base- 
ment has made the Salem the 
best seller in Weathersfield 


IN ADDITION to the base- 


ment. 2H by 40 feet. Salem has a 
kitchen-and-family room com- 
bination. 10'3 by 18la feet. The 
cabinets are of maple. The 
kitchen serves a.i an open-de- 
signed 
family 
or 
recreation p 


room 
| 


The 
New 
Rneland exterior I 


presents a bnv window, louver-1 
framed 
bedroom windows, a 


white Colonial door, and roueh- 
sawn cedar siding New Kng- 
land interior accents appear in 
the formal living room. M by IB 
feet, as well as the three bed- 
rooms 


Standard Campanelli features 


include underground wiring, oak 
floors, ceramic-tiled bath and 
separate powder room, concrete 
drive, and gns heat Also includ- 
ed are the attached garage and 
fullv improved landscaped site, 
with a minimum 70 feet fron- 
taee A separate family room, 
firepUrr and an electric kitchen 
are 
among 
optional 
details 


a\ailahle 


Life in Weathersfield. which 


now has more than 2.400 fami- 
lies, centers on an 11-acre com- 
munity center, which provides 
an Ohm pic pool, a cabana club- 
house, tennir. and outdoor bas- 
ketball courts, a baseball dia- 
mond, and a recreation hall- 
suitable for parties, banquets 
and meetings 


The school system has three 


new schools in operation. A 
Catholic church and school are 
neanng completion 


The newest addition to the 


Weathersfield complex is the 
n e w 
Weathersfield 
Garden 


Apartments. One and two bed- 
room units are available for im- 
m e d i a t e occupancy Rental 
prices start at $165 per month. 


THE SALEM, a three bedroom home, is the 
first ranch in Weathersfield to offer a base- 
ment. Builder Campanelli, Inc . said buyers' 


demand brought about the basement option 
and sales have doubled as a result. 


(REL 


MARINE SGT. Frank Van Waes of the United States Marine 
Corp recruiting office in Des Plaines, presents a certificate of 
appreciation to A. A. Yort. manager of the Golf-Mill Shopping 
Center. The presentation was made on behalf of the com- 
manding officer of the Chicago area Marine recruiting station 
in recognition of Golf-Mill's service to the Marine Corps re- 
cruiting program. 


AlKH'llt-BrOMM 
Merger Told 
~ 


The proposed merger of Ano- 


cut Engineering Co , 2375 Estes 
Ave. Elk Grove Village, plo- 
n e e r - d e v e l o p e r of elec- 
trochemical machining (ECM), 
and Brown & Sharpe Manufac- 
turing Co of Providence, Rhode 
Island, America's oldest pre- 
cision machine tool firm, has 
been completed, according to a 
joint announcement by Anocut 
president Lynn A. Williams and 
Henry 
Sharpe, president of 


Brown !c Sharpe. 


Brown & Sharpr Is known for 


the manufacture of precision 
nuMsurmg equipment, machine 
tools and industrial hydraulics. 


Anocut Engineering Co was 


founded in I'KM by Williams and 
has pioneered in the field of 
precision 
metal 
removal by 


electrochemical 
means. 
The 


process 
and equipment 
are 


widely used in the jet engine 
field and more recently has 
been applied to other metal 
working industries 


Lynn 
A 
Williams, Anocut 


president, is the Inventor of the 
basic process for ECM. He will 
continue as president. 


t'nder the merger arrange- 


ment, through which Brown & 
Sharpe 
acquired 
all 
of 
the 


equity stock of Anocut, 
the 


manngement policies, personnel 
and location of Anocut will re- 
main the same 


Gieseke Retires 


Edwin W. Gieseke. President i Roselle State Bank for 12 years 


Newgard Heart 
Fund Chairman 


J. Robert Newgard, 1471 


Greenbriar Drive, Mount Pros- 
pect, has been named chairman 
of the construction industries in 
the business division section of 
the Chicago Heart Fund drive. 
His appointment was announced 
by Thomas F. Monahan, gener- 
al chairman of the 1969 Heart 
Fund campaign. 


Newgard, president of Henry 


Newgard & Company, received 
his engineering education at 
Purdue University and since 
then was employed by a large 
aircraft concern and served in 
the United States Navy. He as- 
sumed the presidency of Henry 
Newgard & Co. in 1961 after 
serving in various engineering 
and management positions since 
1946. 


The Business Division will 


contribute a major part of the 
1969 Chicago Heart Fund goal of 
$1.5 million. Heart Fund dollars 
support the research, education 
and community service pro- 
grams of the Chicago Heart As- 
sociation and its five suburban 
divisions in West, South and 
North Cook, Lake and DuPage 
Counties. 
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Estate 
Section 


15 


March Joins 
Marsteller 


Lawrence E. March, 21 W. 


Hintz, Arlington Heights, has 
joined the Chicago office of 
Marsteller Inc. as media direc- 
tor. He will have planning re- 
sponsibilities covering the full 
r a n g e of Marsteller/Chicago 
clients. 


Previously, March was with 


Ketchum, MacLeod & Grove in 
Pittsburgh as associate media 
director. 


He holds a bachelor's degree 


from Kent State University in 
Ohio. 


E. MARCH 
APRICK 


A frick Joins 
Broivn Chain 


Dick Africk, 540 Germaine 


Lane, Elk Grove Village, has 
joined Brown & Portillo, Lie. 
parent company of Brown's 
Fried Chicken carry-out chain, 
as purchasing agent. He was 
p r e v i o u s l y associated with 
Sears, Roebuck & Company, 
Inc. as design and furnishings 
consultant. 


Africk is a past president of 


t h e Elk Grove Community 
Council and Elk Grove United 
Fund, Inc. He is a past director 
of the Elk Grove Kiwanis Club 
and currently serves as advisor 
to the Circle K. Club composed 
of Kiwanis high school boys. 
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THIS BEDROOM in traditional 
European 


classic was featured by Roger Stock, NSID, 
for Stanley Furniture Co. for the "America at 
Home — 1969" program at the American Fur- 
niture Mart in Chicago. Called Antiquity, this 
setting features delicate detailing on the re- 


cessed panels of the dresser, commodes, and 
table. The detailing is carried over to the ele- 
gant classic headboard of the large, comfort- 
able bed. Available at Kushen Bros. Furni- 
ture, Randhurst Shopping Center, Mount 
Prospect. 


Flick-Reedy Again Wins Patriot Award 


The Flick-Reedy Corp., Ben- 


senville, has won a top award, 
again this year, in the annual 
competition of the Freedom's 
Foundation at Valley Forge for 
patriotic 
community service. 


The award came for Flick- 
Reedy's "Two Worlds Awards 
Program," an outline of ways 
and means for recognizing the 
individual achievement of per- 
sons promoting use of the com- 
pany's basic "Two Worlds" 
educational program. The "Two 
Worlds" program is a filmstrip 
teaching 
system 
devised 
to 


b r i n g about better under- 
standing of the American way 
of life, as contrasted with life in 
totalitarian lands. 


Announcement of the award 


came from Frank Flick, presi- 
dent 
of Flick-Reedy, 
under 


whose supervision the program 
was developed. The award was 
made in special ceremonies at 
Valtey Forge, Pa. recently. 


"Two Worlds," 
itself, 
re- 


ceived a top Freedom's Founda- 
tion award in 1967. The pro- 
gram is operated by the educa- 
tional division of Flick-Reedy 
Corp. It has been widely used 
by schools, service, civic, youth 
and industrial groups, since its 
inception several years ago. 


Specifically, the "Two Worlds 


Awards Program" describes de- 
velopment of local plans to hon- 
or people who promote use of 


"Two Worlds" as moderators, 
participants, readers, writers, 
speakers and ^'effective citi- 
zens." 


Flick-Reedy, which is primar- 


ily a manufacturing firm, is lo- 
cated in Bensenville, adjacent 
to O'Hare Intsrnational Airport. 
It is the world's largest manu- 
facturer of machine tool grade 
ah- and hydraulic power cylin- 
ders. 


Glad there Isn't 


There is no standard female I 


figure. The woman who sews 
must buy a pattern size closest 
to her own measurements and 
make necessary adjustments. 


Be Thankful 


If the earth were perfectly 


smooth and round, the oceans 
would cover it to a depth of 
12,000 feet. 


DOLPHIN 


MOTEL 


1550 GOLF ROAD 


MILES, ILLINOIS 


eiteu.-ait 
Cocktail Lcunv 


AM Y.rfr S~lmi>in<3 Pool 


N.wly Furnished - Newly D e c o r a t e 


Wf«k.y o- Monthly R*'n A..- 1-1- 


B^nquet and Party Roor.u 
PHONE VA 7-6191 


of the Roselle State Bank since 
January, 1958, has announced 
his retirement as an active offi- 
cer. 


He has been associated with 


following work with Arthur An- 
dersen & Co. in Chicago and 
with the Itasca State Bank. He 
is a graduate of Lake Forest 
College, a Certified Public Ac 


the bank in numerous capacities' countant and attended 
John 


since he was hired the day after Marshall Law School. He is ac- 
Christmas in 1922. 


Commented Gieseke at his re- 


tirement dinner, "Each of those 
46 years have been memorable 
ones " He \vent on to express 
his appreciation in working for 
and with such long-time area 
bankers as Herman H Franzen, 
A. F. Pottraf/. Walter Nerge, 
"Bill" Ernsting and his "boss," 
friend and baseball and golf op- 
ponent. Elmer H Franzen, pre- 
sent chairman of ihe board at 
the Roselle Bank. 


"Ed" Gieseke will continue to 


serve the Bank as an active di- 
rector, member of the directors 
loan committee and chairman 
of the directors audit 
com-, 


mittee. He and his wife, Eleon- 
ora, intend to spend their retire- 
ment years traveling and enjoy- 
ing their home at Lake Red- 
stone in Wisconsin with their 
"three sons" plus eight grand- 
sons. 


FOLLOWING THE retirement 


of Gieseke. the board of direc- 
tors elected Eugene C Krnsting 
president and Erwm 0 Elbert 
senior vice president of 
bank. 


Ernsting, originally from Ben- 


senville, has been 
with 
the 


live in several banking associ- 
ations and is past president of 
both the DuKane-DeKalb Chap- 
ter of the Bank Administration 
Institute and the DuPage Coun- 
ty Bankers Federation. 


In addition, for the past eight 


years he has lectured at the 
Graduate School of Banking in 
Madison, Wis., and is currently 
chairman of the Smaller Bank 
Commission and a member of 
the national board of directors 
of the Bank Administration In- 
stitute. He is also a director of 
the Roselle Farmers Lumber 
Co. and Medinah Country Club. 


An avid golfer, Bear fan and 


gourmet cook, "Gene" and his 
wife, Joan, live in Roselle. 


Elbert is beginning his 22nd 


year with the bank. He is for- 
mer secretary of the Roselle 
Chamber of Commerce and a 
past president of the DuPage 
County Bankers Federation. He 
is the local treasurer of the Sal- 
vation Army and an elder of the 
Trinity Lutheran Church. "Erv" 
and his wife, Gertrude, also live 
m Roselle Their two daughters, 


the Carol and Beth, attend college. 


Both 
Ernsting 
ant" Elbert 


were re-elected directors of the 
bank. 


SPACE AGE DISPLAY of citrus at Jewel 
Food Store. Golf and Arlington Heights 
Roads, Arlington Height*, included mock 


space craft and life-sized astronaut manne- 
quins. At the display is produce department 
manager George Adams. 


HOMES NxN.W. 
BE YOUR OWN 


LANDLORD 


REAL ESTATE 


5 MEMBER OFFICES 
at Palatine 
110 $. Northwest Hwy. 
358-0110 


Member of MAP Multiple Listing Service 
at Rolling Meadows 
3423 Kirehoff Road 
255-4200 


Member of MAP Multiple Listing Service 
at Des Plaines 


88 N. Broadway 
299-0191 


Member of NW Multiple Listing Service 
at Mt. Prospect 
406 W. Central 
CL 3-7660 


Member of MAP Multiple Listing Service 
at Arlington Heights 


181OE. Northwest Hwy. CL 5-3535 
Member of MAP Multiple Listing Service 


CHARM — DIGNITY — CHARACTER 


This remodeled 7-Room, 2-Story home it ideally suited for Investment 
or Residential ute. Property now uied at One-Bedroom and 
Two-Bedroom Apartments, wrth room for more. Easily accom- 
modates In-Lawi. Both completely furnished with Appliances and 
Furniture. Very low maintenance. 50x300 lot. All schools a few 
blocks away. Money saving Tax Bill of only $162.32. 


$28,900 


SUPER SPRING SPECIAL 


Marvelous 3-Bedroom Ranch, Master is 15x14. Natu- 
ral Fireplace in 18x15 Paneled Family Room, Efficient 
Kitchen with Washer and Dryer. Wall to Wall Car- 
peting, Drapes for all Windows, Ceramic Tiled Floor 
in Bath, Room for 2nd Full Bath. Beautiful 66x175 
Lot, Kidney Shaped Patio, Walking distance to 
schools and shopping. Truly delightful Home. 


$24,900 


HOMES N. x N.W. 
255-4200 
HOMES N. x N.W. 
255-4200 


BRICK & FRAME 


Starter Home — 3 bedrooms, attached garage, fam- 
ily size kitchen, utility room, beautiful well land- 
scaped lot. Carpeting in large living room. Yours For 


$21,900 


"ALL BRICK" 


3-bedroom, 1-car attached garage, large corner lo- 
cation in quiet Pinehurst Manor. Large eating space 
off kitchen, natural walnut paneling on one wall of 
living room and one wal1 of eating space. Like new 
home with almost new gas range included. Ideal for 
young couple just starting. 


$25,500 


HOMES N.x N.W. 
358-0110 
HOMES N.x N.W. 
358-0110 


SCHAUMBURG 


7 rooms, 2 baths, kitchen with built,in oven & range, 
dishwasher, combination washer-dryer. Family room 
partly finished. Separate dining room. Fireplace in 
living room, 


$28,500 


ARLINGTON HEIGHTS 


MINT CONDITION — Quality Face Brick, 3 bed- 
rooms, 2 Baths. Beautiful Recreation Room in Basm't 
(with Wet Bar and Kitchen) for entertainment, Work 
Shop, Family sire Kitchen with Built-ins and eating 
area overlooking GARDEN, large enclosed Porch 
Choice area. 


BEAUTIFUL HALF-ACRE LOT 


3-bedroom ranch. Carpeting, appliances, garden 
house, FAMILY ROOM WITH FIREPLACE, attached 
garage. In Mt Prospect. 


$28,900 


HOMES N.x N.W. 
CL 5-3535 
HOMES N.x N.W. 
CL 5-3535 
HOMES N.x N.W. 
CL 3-7660 


i 


Home* • Lot* • Acreage • Forms • Rental* • Commercial • Income Property • Home Loans • Mobile Home* 


al Estate Classified 


The Northwest Suburban Area9s most complete Real Estate Classified Shopping Guide 


PAGE D-11 


Real Ittate—Houses 


FBI., MAR. 7, 1969 


Rtal Estate—-Houses 


IN ELK GROVE IT'S BOLGER 


MY OWNERS LOVED ME 
$27,500 


Therefore, I am a very well maintained 3 bedroom ranch. I 
have a kitchen with a built-in oven and range. IVi baths, 
attached garage, large patio on an extra large lot. Many, 
many extras. 


YOU MAY BE WAITING TOO LONG 
$27,500 


Our selection of homes has been great but they're moving 
fast. 3 bedroom ranch, 14 baths, modern kitchen with afl 
the built-in*. Attached garage. Excellent floor plan. Terrific 
for kids. 10': down to qualified buyer. 


CHARM PLUS ASSUMABLE MORTGAGE 
$29,900 


Immediate possession on this 4 bedroom ranch, dining "L," 
2 full baths, attached garage, large patio. Excellent location 
for all the family. Walk to schools and parks. Assume a low 
interest rate 


TWO LEVEL. 4 BEDROOM HOME 
$37,500 


Sudden transfer brings this 9 month old, better than new 
home to you. 2 full baths, spacious family room with wet 
bar. Large 2 car attached garage. Complete kitchen. A 
must to sec. 


NEAT, CLEAN, MINT CONDITION 
$41,900 


Neat, clean, mint condition describes this 9 room, 5 bed- 
room home. Close to schools, shopping, hospital and all 
other facilities. Paneled family room with a beamed ceiling. 
Many extras, lovely area. Quality home for a large family. 


LIST WITH US 


If we don't sell your home 


we will buy it 


BOLGER- REALTORS 


Devon & Tonne Road 


439-7410 


Elk Grove Village 


If You Want It Sold 


Call Us! 


ROSELLE- 


Charming Ranch 
w 


Fireplace in carpeted living room. L-shaped dining rm,, 3 
exceptional Ig. hdrms. Birch cabinet kitch. 1H baths. At- 
tractive paneled Rec. rm. in basement, plus Indry. & stor- 


age rm. 2 car att gar. 


$32,500 


Spacious Bi-Level 


Very dramatic home! Excellent for entertaining. 3 large 
Bdrms., 2'3 baths. 26' living rm., with huge natural frplc., 
& cathedral ceiling. Formal dining rm. Well planned kitch., 
Built-in range-oven, Dshwr, disposal, built-in wall bar- 
becue Paneled Family rm., plus den on lower level. 2V4 car 
attached gar Quaint rural town. 


$39,900 


ROSELLE 


REALTY CO. / 


111 E. IRVING PARK RD. 
ROSELLE, ILL. 


529-2235 


HOMES OF DISTINCTION 


FINEST RESIDENTIAL AREA, ARLINGTON HEIGHTS 


RANCHES, BI-LEVELS, COLONIALS 


Paneled Family room with natural fireplace, custom kitch- 
ens, all oak floors, attached 2 car garages. 


PRICED FROM $47,500 


See model at 1207 Francis Drive 


Shown Saturdays & Sundays, 1-5 p.m. 


or by appointment 


CATINO ESTATES 


602 South Dwyer 


259-9424 
255-4431 
253-8978 


New Ranches, Bi-Levels & Colonials 


6 DISTINCT STYLES 


Would you travel 10 minutes further to save between 13,000 
and $4.000? ft the answer Is "yes." then by all means come 
to Dundee Highlands Subdivision in the well-established vil- 
lage of West Dundee. Select now from one of our model 
homes priced as low at $26,900. 


Models open — Saturday and Sunday, 12 to 5 p.m. 


Or for information call: 


SP 7-5620 
SP 5-3166 
HA 8-2257 


KSP DEVELOPMENT CO. 


Sales Office — 550 Ryan Lane 


PALATINE 


8 room, 2h bath, "brand new" suburban ranch with at- 
tached 2 car garage. Full basement with fireplace in family 
room. Modem kitchen with all built-lns and sunny breakfast 
nook. Executive neighborhood. Owner will finance. $49,500 


METZLER REALTY 


359-5161 


This is a good month 


to sell musical instruments 
with a fast-action Want Ad 
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30 Day Possession 
Arlington Heights 


New Home 
Construction 


DISTINCTIVE 3, 4 & 5 BED- 
ROOM HOMES ON !/4 ACRE 
F U L L Y 
IMPROVED LOCA- 


TIONS. CLOSE TO SHOPPING 
FACILITIES AND CHURCHES. 
WITHIN WALKING DISTANCE 
OF PARK AND ELEMENTARY 
SCHOOL. 


HOMES 
FEATURE ELEGANT 


CEDAR/BRICK 
EXTERIORS, 


SPACIOUS PANELED FAMILY 
ROOMS, IVz TO 2V2 BATHS 
AND 
OAK PARQUET HARD- 


WOOD FLOORS. PRICED FROM 
$32,990 TO $39,490. 
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BY BUILDER 
392-8040 


HANOVER PARK 
SHARP, SHARP, SHARP 3 
t w i n b e d r o o m rambling 
ranch, 
1V4 baths, FAMILY 


ROOM, attached garage, AS- 
SUME LARGE LOW INTER- 
EST LOAN, all carpeting, 
drapes, curtains. FENCING 
included ONE BLOCK TO 
SCHOOL, $23.900. 


KEMMERLY 


Realtors 


728 E. NW Hwy. 
Palatine 


358-5560 


6 E. NW Hwy. 
Arl. Hts. 


253-2460 


9 Higgins—Golf Shopping Ctr. 
894-1800 
Hoffman Estates 


1111 S. Arl, Hts. Rd. Arl. Hts. 


956-1500 


13 S. Wolf Rd. 
Prospect Hts. 


299-0082 


Member Of MAP, MLS 


Open 9 to 9 


VACATION FREE 


On your own estate here. 
RIVER FRONT deluxe solid 
brick 7 room 4 bedroom long 
and low ranch home. Dramat- 
ic sunken living room with 
huge fireplace. Glass sliding 
doors overlook your own pier 
and private beach. King size 
master bedroom has its own 
elegant ceramic bath. ALL 
bedrooms have twin double 
closets. Kitchen has all the 
imaginable built-ins. Full dry 
basement 
with very large 


paneled rec. 
room and a 


workshop that's a handymans 
dream 
come true. Roofed 


patio with complete bar-be- 
que. 2 car attached garage. 3 
room cottage. Garden house. 
Central air conditioned. Elect- 
ric air cleaner. 66x532 wooded 
site. Custom built to last two 
lifetimes. 58,500. 
APPELQUIST & CO. 


564 W. Main 


Lake Zurich 
438-8866 


316 W. Northwest Hwy. 
Barrington 
381-4666 


HORSE LOVERS - 
SPORTSMEN - 
BY OWNER. 5 a-res. 2 story 
expandable home. 2 baths, 
and all the usual EXTRAS. 
Picturesque 
landscaping. 
Many fruit trees. Large 7 stall 
barn. 200 acre wooded area 
for 
riding, hunting, snow- 


mobiling & fishing. Located 
near Mundelein. For further 
information or appointment to 
see please write: 


Box 534 


Arlington Heights, 111. 


HOFFMAN ESTATES 


By Owner. Lge tri-level. 4 
barm., 2% baths, 
paneled 


family rm., playroom, utility 
rm., like new cptg. & drapes. 
Fenced yard & patio. Land- 
scapd. 2 car att. gar. water 
softener. Neatly decorated. 1 
blck. from school. Assume 
5V4% Mortgage, $34,900. 529- 
7059 


MEDINAH 
OPEN SUNDAY 


6N-905 HILLSIDE 


Indoor pool — Vz acre — 3 
bdrm. — California ranch — 
immediate occupancy. 
Call 


825-3184. 


BRANT CARLSON 


ROLLING MEADOWS 
3 bdrm ranch, brick & frame, 
cptg. thruout, IVi car gar., Ige 
lot, loads of extras. Close to 
shopping, train & schools. 


392-3883 


MT. PROSPECT 


IMMEDIATE 
POSSESSION, 


chain link fenced yard, FOUR 
BEDROOMS, 2% full baths, 
FAMILY ROOM, all carpet 
ing. complete family bit-in 
kitchen, SEPARATE DINING 
ROOM, attached 2% car ga- 
rage, CENTRALLY AIR CON- 
DITIONED all add up to ter- 
rific living in this custom well 
maintained Tri-Leyel home in 
an area of prestige homes, 
$45,800. 


KEMMERLY 


Realtors 


728 E. NW Hwy. 
Palatine 


358-5560 


6 E. NW Hwy. 
Arl. Hts. 


253-2460 


9 Higgins - Golf Shopping Ctr. 
894-1800 
Hoffman Estates 


1111 S. Arl. Hts. Rd. Arl. Hts. 


956-1500 


13 S. Wolf Rd. Prospect Hts. 


299-0082 


Member of MAP, MLS 


Open 9 to 9 


SEVEN BEDROOMS 


Want size? Approx. 4,000 sq. 
ft. 11 rooms 7 bedrooms 3M> 
baths. Living room of unusual 
size will fit the largest of fur- 
niture. Formal dining room. 
Luxury size master Bedroom 
(30x15) separate from the rest 
of the house has its own car- 
peted bathroom. All bedrooms 
twin size. Study hall for the 
teenagers. Work saving kitch- 
en with built in oven/range 
and dishwasher and sunny 
breakfast area. Family room 
with ten stool wet bar and 
large stone fireplace over- 
looks the free form swimming 
pool (36x18) patio. What a 
place for summer fun. 2 car 
attached garage. A lavish 
home built on the Fox River. 
Your own dock lets you travel 
thousands of acres of the 
chain of lakes from your front 
lawn. 125x280 site. Asking 75,- 
000. 


APPELQUIST & CO. 


564 W. Main 


Lake Zurich 
438-8866 


316 W. Northwest Hwy. 


Barrington 
381-4666 
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AMAZING VALUE 


You will find this true when 
you inspect this newer, brick 
and cedar, ranch home nest- 
led among the stately oak 
trees. There are 3 bdrms., 
formal din. rm., fam. rm. 
with fireplace, 2-car garage 
and a full bsmt. with finished 
room for office or whatever 
will suit your needs. There 
are 2 full ceramic 
baths, 


hardwd floors and many other 
luxurious features. MUST BE 
SEEN AT $41,500. 


ESSEX-COSTELLO 


REAL ESTATE 
366 Virginia 


Crystal Lake, Illinois 60014 


Phone: 815-459-3066 


10 ROOMS 4 BEDROOMS 


Entertainment 
size 
living 


room with rich wall to wall 
c a r p e t e d . Formal dining 
room. Kitchen with a bay, 
compact step saver work area 
and informal dining area. A 
cook's delight. Child perfect 
family room where every one 
can "live a little" and relax 
in front 
of the 
fireplace. 


"Rec" 
room tastefully pan- 


eled plus separate office in 
basement. 
3 
full 
ceramic 


baths. Master bedroom has 
walk in closet with a window 
and private bath. 2 car at- 
tached garage. Separate gar- 
den house. 160x220 sloping lot. 
Barrington High School. 42,- 
500. 
APPELQUIST & CO. 


564 W. Main 


Lake Zurich 
438-8866 


316 W. Northwest Hwy. 


Barrington 
381-4666 


ELK GROVE VILLAGE 


3 bdrm. ranch, 2 full baths, 
encl. patio plus outdoor patio, 
bit-in oven, range. Disposal, 
washer, dryer, Carpet in liv. 
rm., hall, 2 bdrms. Att. gar., 
fenced, well-ldscpd. yard. 


$28,500 
439-1542 


HOME FOR RETIRED 


OR NEWLYWEDS 


2 bdrm. ranch home, on Ige. 
lot, good size fam. rm., Ige. 
kit. w/eating area, sep. din. 
rm., new 22x24 gar. Rights on 
private lake with good fishing 
Illness forces sale, $16,500. 
EVANS 
537-0154 


REALLY? ONLY $42.500 


for this lovely brick & frame 
Colonial with unusual fea- 
t u r e s ? CENTRALLY AIR 
CONDITIONED 
throughout 


all the 4 bedrooms, 2% baths, 
separate formal dining room 
& family room. Kitchen has 
attractive breakfast nook & 
b u i 1 t-in oven/range, dish- 
washer, disposal and exhaust 
fan & hood. Family room has 
fireplace with a gas lighter & 
built-in log bin. The 2-car ga- 
rage is finished, heated & has 
extra storage. Not to mention 
carpeting, drapes, slate entry, 
heated 
art 
studio, 
sodded 


lawns, redwood fence, outdoor 
gas barbecue and patio. Do 
you agree with us? 


PERFECT 


FOR THE YOUNG FAMILY 


with an attractive price of 
$22,900 for this 3 bdrm. ranch 
with attached garage. Nylon 
carpeting in living room and 
hall, 3 bedrooms are crptd. 
Stove & refrigerator, drapes, 
work bench and storms & 
screens included. 


M V E REALTY 


394-1600 


Member MAP. Multiple 


Listing Service 


Arlington Heights 


COUNTRY LIVING WITH IN 
TOWN conveniences, :.' bed- 
room brick rambling ranch, 
oversized 2 car garage, bit- 
ins, curtains, all hardwood 
floors included, even Pony, 
Pony barn included, $26.500. 


KEMMERLY 


Realtors 


728 E. NW Hwy. 
Palatine 


358-5560 


6 E. NW Hwy. 
Arl. Hts. 


253-2460 


9 Higgins-Golf Shopping Ctr. 
894-1800 
Hoffman Estates 


1111 S. Arl. Hts. Rd. Arl. Hts. 


956-1500 


13 S. Wolf Rd. Prospect Hts. 


2994)082 


Member of MAP, MLS 


Open 9 to 9 


RE-LOCATING? 


Then call for an appointment 
to see this 3 bedroom brick 
ranch. Lots of room for enter- 
taining in this lovely paneled 
rec room with built-in bar and 
a pool table. Fenced yard. 
Sodded front lawn. Home has 
lots to offer. Asking $30,900. 


BRUNS 


Arlington Heights 
255-6320 


(THE WESTMOOR) 
$28,000 


IN HOFFMAN ESTATES 


HIGH POINT AREA 


Brand new 3 bdrm. bi-level. 2 
full ceramic baths, living rm., 
din. L, kitchen w/built-ins, 
finished fam. rm. 1650 sq. ft. 
of living area. Front and side 
yard sodded. Trade in plan 
available. For info call 


ARTEL, INC. 


894-4740 


BARRINGTON 


7 room 3 bedroom country 
side home. Sunny bright cabi- 
net kitchen starts the morning 
right. Large family room with 
cheerful 
fireplace. 
Washer 


and Dryer included. 2 bed- 
rooms down, one up. Oversize 
2 car garage with attached 
workshop. Room to breathe 
on 120x185 lot with mature 
trees. All Barrington schools. 
Asking 25,900. 


APPELQUIST & CO. 


564 W. Main 


Lake Zurich 
438-8866 


316 W. Northwest Hwy. 
Barrington 
381-4666 


Real Estate— Houses 


ARLINGTON HTS. 


By owner. Condominium De- 
luxe apartment, 3 bdrms, 2 
baths, balcony, air cond., 
swimming pool, tennis courts. 


259-0338 


6 rm. ranch, with 4%% Elk 
Grove. Att. gar. W/W cptg. 
Many extras. Fenced yard 
with mature trees, Master 
bdrm. or den has paneling & 
artificial 
frpl. 
Upper 20's. 


Available June 1. Call for ap- 
pointment. 


439-2199 
PALATINE 


2 bdrm. brick ranch. 1 car ga- 
rage, paneled bsmt. & fam. 
rm., fully cptd. Many extras. 
On 2 lots, each 1/3 acre. Will 
sell separately. 358-9458. By 
owner. 
Mundelein 


$15,900 


2 or 3 bdrni. frame residence. 
Neat as a pin. Many, many 
extras. Near shops, schools, 
etc. Low down payment. 
DEMKO 
566-8400 


840 S. Lake, Mundelein 


ROLLING MEADOWS 
3 bdrm. ranch, 1H car ga- 
rage. Water softener. Many 
extras. Possession July 1st. 
By owner. $24,900. 255-5210. 


ARLINGTON HTS. 
H2595 


2 STORY BRICK 


Located on quiet street. 7 
rms., 3 bdrms. w/w crptg., 
att. gar., finished bsmt., 3 
blocks to train depot. Very at- 
tractive. Retired owner has 
p u r c h a s e d smaller home. 
Must sell. 


$34,500 


WAUCONDA 
2604 


6 RM. RANCH 


3 bdrms. Neat as a pin. 
Crptg., oven, range, fenced 
yard, patio. 


$22,500 


2566 


Plum Grove Woods 
Large, lovely, ranch home on 
wooded lot, many extras. A 
rare find for this area. Must 
see to appreciate. 


2313 


Palatine in Town 


Large 3 bdrm., split level. 
Finished family room. Formal 
din., cab. kitchen, attached 
garage, walking distance to 
business district. Neat as a 
pin. Owner wants quick sale. 
Open to offer. 
WAVERLY PARK 
2495 


8 RM., 4 BEDRM. 


TRI-LEVEL 


Brick & frame, central air, 
bit-in oven, range and cabi- 
nets, W/W carpeting, storms 
& screens, all rooms have 
double closets, separate din. 
rm., 12x18' fam. rm., loads of 
storage. Close to school & 
trans. Park & playground at 
rear of property. 


NORTH BARRINGTON 


3 BDRM., 6 ROOMS 


$8,900 


Older home, half block from 
Fox River, in need of minor 
repair. Must be seen to appre- 
ciate. 


C. NEAL REALTY 


FL 9-1232 


Real Estate—Houses 
Real Estate—Houses 


WHEELING 


3 bdrm. brick & frame split 
level with 1% baths and an in- 
town location. Slate entry, 
hardwood firs., finished recre- 
ation room, spac. kit. with 
eating area. Mid 20's. 


WOODSTOCK 


Built as a home and doctor's 
office with reception room. 
Spac. living room with frpl., 
lovely kit., 3 bdrms., 2 car 
g a r . , large lot. $85,000. 


KOENIG & STREY 


AL 1-0330 
CR 2-0330 
WI 5-8200 
PA 9-0330 


Wilmette 


Northbrook 


Deerfield 
Glenview 


DesPLAINES 
D-52 


Open House Sun. 1-5 PM 


2063 Cedar St. 


A MUST TO SEE 


This lovely 4 bedroom ranch, 
carpeting, drapes & shutters 
thruout, washer, dryer, panel- 
led family room, central air 
conditioned, 
fireplace, 
park 


like setting. Reduced to $34,- 
900. 


KOLE 


5 Offices serving 


N.W. Suburbs 


1430 Miner St. 
827-5548 


NEED A STARTER HOME??? 


All appliance 
included 
in 


large kitchen, 3 bedroom, 
family, 2 car garage. Con- 
venient location! Make offer! 
$23,900. 


BRUNS 


Arlington Heights 
255-6320 


WHEELING 
D-46 


Open House Sun. 1-5 p.m. 


LOVELY Bi-LEVEL 
3 bedroom, garage, on large 
lot, carpeting in living room & 
stairs. Built-in oven & range, 
electric garage door opener. 
Just $27,900. 


KOLE 
5 Offices 


Serving N.W. Suburbs 


1430 Miner St. 
827-5548 


MARCH OCCUPANCY 


NEEDED??? 


Loads of room for the large 
family in this 8 room, 5 bed- 
room raised ranch. 2 baths, 
Fireplace in family room. 
Carpeting in living room, din- 
ing room and stairs. Ceramic 
tiled kitchen. Call for more in- 
formation. Priced at only $32,- 
900. 


ROLLING MEADOWS 
531 


Open House Sun. 12-6 P.M. 


2210 Oak Lane 


A DREAM HOUSE 


This raised ranch, 8 rooms, 5 bedrooms, 2% baths, full 
finished basement, large family room. Ideal location. $31,- 
900. 
HOFFMAN ESTATES 
582 


Open House Sun. 12-6 P.M. 


3204 Owl Drive 


A MUST TO SEE!!! 


3 bedroom split-level, 2 baths, 2 car garage, extra large 
living room, dining room & kitchen. Parquet floors. Built-in 
oven & range. $34,500. 
ROLLING MEADOWS 
595 


VACANT-MOVE RIGHT IN 


To this 3 bedroom ranch, iVz car garage, air conditioner, 
newly painted exterior. Close to school. Mud room off kitch- 
en. Only $22,900. 
ROLLING MEADOWS 
586 


OLD HOUSE TOO SMALL?? 
Here's one with ample space, 4 bedroom ranch, 2 car ga- 
rage, carpeting in living room. Close to schools & shops. 
Bargain at $23,900. 
ROLLING MEADOWS 
593 


EXTRAS GALORE 


With this 3 bedroom bi-level, 2% car garage, washer, dryer, 
stove, carpeting, air conditioner in living room, drapes, bar 
in family room. Just $26,500. 
ROLLING MEADOWS 
590 


PRICE WISE-THIS IS IT 


3 bedroom ranch, 1% bath, 2 car garage, full basement, 
stove, refrigerator, carpeting. Bar in recreation room. $27,- 
900. % block to school & church. 


KOLE 


5 Offices Serving N.W. Suburbs 


3413 KIRCHOFF 
392-9060 


MUNDELEIN 


PICTURESQUE SETTING. Cozy 3 bedroom ranch home 
just minutes from schools and shopping, features large liv- 
ing room with fireplace, 3 picture windows create beautiful 
view fronting Loch Lomond; also includes finished rec. 
room with fireplace, plus 1 car lower level garage. $47,000. 


WHEELING 


NO OVERCROWDING in this spacious 8 room, 5 bedroom, 
air-conditioned brick and frame bi-level; with 2% baths, 
large rec. room and 2-car att. gar. with elec. opener. Ex- 
tras include carpeting and drapes, oven, range and refrig- 
erator. 


COME TO WHEELING to see this beautiful 3 B.R. brick 
tri-level home which features 2 baths, nicely paneled fami- 
ly-room and 2% car attached garage. Many extras in the 
home PLUS a 24 x 24 portable pool with filter. 


L B. ANDERSEN & CO., INC. 


REALTORS 


20 WEST DUNDEE ROAD 


WHEELING, ILLINOIS 
ESTABLISHED 1921 


OPEN SATURDAYS, SUNDAYS & HOLIDAYS 


EVENINGS TIL 8:30 


LEhigh 7-4300 
ROgers Park 4-9400 


CRYSTAL LAKE 


217 acres sold subject to annexation & rezoning for light 
industry and multi-dwelling apartments. 6,000 of frontage on 
Route 14, north of the new junior college. $2500 an acre. 


A METZLER DEVELOPMENT 


359-5161 


ARLINGTON HTS. 


VERY UNIQUE 


Raised ranch, 9 rms. unusual 
decor. Brick & panel kitchen. 
Beamed family rm. w/built-in 
Hi-Fi. Immac. throughout. A 
fun place to live. $39,500. 


MUST SEE 


Solid brick 3 bdrm. Georgian. 
Full bsmt., att. gar. Sparkling 
interior. Close to schls. & 
shops in prestige area. $34,- 
500. 


COZY RANCH 


3 bdrms. Big family rm. Att. 
gar. 
Excellent 
landscaping. 


Ideal area near schls. & 
shops. $29,900. 


Carl M. Behrens & Assoc. 


255-6600 


IN-LAW OR INCOME 


PROPERTY 


2 bedroom brick ranch, plus 
separate 1 bedroom apart- 
ment. Ceramic baths. Oak 
f l o o r s . Alum storms and 
screens. Excellent investment 
now reduced o a low $43,500. 


BRUNS 


PALATINE 
358-1502 


ITASCA - 


IMMED. POSSESSION. 


4 bdrm. 2V4 baths Colonial, 
full basement, fireplace, 2 car 
garage. 84x170 fully improved 
lot. $45,500. 6%% int. avail- 
able. Custom built on your lot 
or ours. Bi-levels and ranches 
also available. 


BARTH BUILDERS 
5N301 Fairway Ln. 


Nordic Pk. 


I Jtasca^ 
_773-1600 


i 
JUST LISTED! 


, 3 bedroom ranch on 120x120 


I lot. 1H ceramic baths, full 


i basement w/Rec room, play 


j room and laundry area. At- 
, tached garage. Only $27,900. 


BRUNS 


Schaumburg 
894-1330 


\ 
ELK GROVE 


Keep cool this summer. This 
well main, air cond. 3 bdrm.. 
ranch is available for Apr'I 
occ. Features 
IVz 
baths, 


attchd. gar., & bit-in kit. appl. 
Cptg.. drapes & many extras 
included. $27,500. 439-2968 


BRUNS 


Arlington Heights 
255-6320 


ARLINGTON HEIGHTS 
By owner. Pioneer Park. De- 
luxe 4 bdrm. home, 2^4 baths, 
central air cond. Water soft- 
e n e r . 
P a n . 
fam. rm. 


w/fireplace. Humidifier, dis- 
posal, cer. tile entrance & 
bath. White brk. Close to 
schls. Lg. lot. 
$52,000. CL 


54096. 


Arlington Heights 


SHERWOOD 


2 Bdrm. Ranch with Family 
rm. Bsmt. Frplc. Lndscpd. 
tot, 100'x200'. Air conditioned. 
Many extras. 


CL 3-2214 


VACANT!! 


Immediate possession on this 
just listed 3 bedroom ranch 
with full basement. Hardwood 
floors, attached garage. New- 
ly decorated inside. Price at 
only $26,900. 


BRUNS 


SCHAUMBURG 
894-1330 


BUY OF THE WEEK 


3 bdrm. ranch home on Ige 
corner lot. pld., liv. rm., tile 
bath, Ige. cabinet kit., gas 
heat. Only $13,900 requires 
$3,000 cash. Balance on long 
term mortgage. 


REALTY SALES CO. 


243 W. NW Hwy. 
Barrington 


381-6566 or 526-7347 


•t you Want it Sold. 


"Tell & Sell" 


LOW COST WANT ADS 
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WHEELING 
W-404 


BRING YOUR 


BATHING SUITS . . . 
and enjoy a swim in the 


24' pool 3 bedrooms, 2 baths, 
full finished basement, par- 
quet floors in bedrooms, wall 
to wall carpeting, bar In fami- 
ly room, plus more Raised 
ranch $31. lion 


Real Estate—House* 


WHEELING 


NEAT 'N SWEET 


This 3 bedroom ranch, lla car 
g a r a g e , paneled kitchen. 
Close to schools 4 shops. 
Built-in ovpn & range Just 
$22,900. 


WHEELING 
W-406 


LARGEST PATIO IN TOWN 


is the boast of this 3 bed- 


room brick ranch. 2's car ga- 
rage, newly decorated. Oven, 
range, new wall to wall car- 
peting in living room Lovely 
landscaping Only $25,900. 


WHEELING 
W-408 


CHARMING IS THE WORD 


for this 3 bedroom ranch. 


1'z 
bath, 
2 
car 
garage, 


spacious kitchen with ouilt-in 
oven & range, family room, 
f e n c e d yard, magnificent 
landscaping $25,300 


BUFFALO GROVE 
W-412 


COZY IS THE WORD . . 


For this 3 bedroom ranch, 2's 
car 
garage, 
full basement 


part paneled, wet bar. Close 
to schools It shops. $25,000. 


KOLE 


5 offices serving N.W. Sub. 


749 Dundee Road 
537-4900 


HOFFMAN ESTATES 
REALTY COMPANY 


SCHAUMBURG 


:i bdrm , 2 baths, formal din- 
ing rm 
overlooking sunken 


cathedral ceiling living rm. 
with 
dramatic 
fireplace 
& 


wall of thermopane sliding 
doors to flagstone patio. Fufl 
bsmt 
with paneled family 


rm . separate rec room, Ige. 
utility rm., many extras, 2 
car garage. This unique archi- 
tectually designed home is set 
on a beautiful hall acre hill- 
side lot $47,900 


HANOVER 
PARK 


3 bdrm.. central air, 2 baths, 
carpet, family room. 2 car ga- 
rage 
$3000 Down 
$23,900 LOAN 


OTHER HOMES FROM $21,- 
900 WITH AS LITTLE AS 
$2000 DOWN 


529-7800 


NE Cor. Schaumburg 


& Roselle Roads 


FOX RIVER GROVE 


Luxurious 2-BR ranch on 
large, double tot Finest Lan- 
non stone constr. Choicest 
hilltop site 
Near all con- 


veniences 
& transportation, 


Ga« 
HW 
heat, 
Fireplace, 


Heated garage. New nylon 
carpeting. Drapes, Screened 
patio 
w Bar-B-Q 
fireplace. 


Blacktopped semicircle drive. 
Owner wants action and will 
get it 
Considerably under- 


priced at only $34,000. 


CARY 


Fox River frontage, plus sea- 
wall and pier. Older, sturdy 
and spacious home Full base- 
ment Kurnace heat. 2-car ga- 
rage 
Near shopping, trans- 


portation, 
schools. 
Owner 


moving out-of-town Will take 
$25.800 


T & M 


REAL ESTATE, Inc. 


Fox River Grove 


639-385H-TO60 


TRADE YOUR HOME 


or buy this 3 bedroom, 2Mi 
baths 15x16 family rm. with 
fireplace. 2'3 car gar 
plus 


cent 
air conditioning. Price 


30-s 


MULLINS REALTORS 


15 N. Arlington Hts. Rd. 


392-631)0 


" HOFFMAN EST.-L'RANCH " 
Lovely 4 yr old 3 bdrm., m 
bath home Step saver cab. 
kitchen, wfam. living area, 
crpted. liv. rm.. formal din. 
rm . halls. Walk-in clos., att. 
1' • gar 
Come 
& inspect. 


UM Denmson Rd 
Mid-sum, 


occup $26,900 8SW-3594. 


ARLINGTON HTS. 


3 bdrm.. split-level. 1'j baths, 
comb, liv-din. rm , pld., fam. 
rm. Ua car garage. Lge. 


t, St. 


LET A HAPPY 


TYGER 


SERVE YOU 


894-3702 


ROSELLE 


OUTSTANDING 3 bedroom 
Brick. Oak floors. Large liv- 
ing room boasts 
fireplace 


FIREPLACE: 2 car garage. 
Walk to tram & stores! 


$24,900 


HANOVER PARK 


PICTURE PRETTY!! 3 bed- 
rooms. Plush carpeted living 
room. Lovely kitchen. Formal 
dining L. TV room. Expertly 
landscaped fenced lot. Priva- 
cy fenced patio. Garage. 


$24,900 


ROSELLE 


QUIET COUNTRY SETTING. 
Big Kitchen. 3 bedrooms, I'-z 
baths. RELAX in front of the 
NATURAL FIREPLACE in 
panejed family room. FULL 
BASEMENT. Big fenced 
Mi 


acre! 2Vj car garage. 


$27,900 


ROSELLE 


GORGEOUS FACE BRICK 
RANCH. Lovely carpeted liv- 
ing room & dining L. Oak 
floors, natural trim. 3 bed- 
rooms, Us baths. FULL Base- 
ment. Attached 2 ear garage. 
LOTS OF EXTRAS. Fabulous- 
ly landscaped Vz acre. 


$36,500 


TYGER 


894-3702 


9 E. Irving Park Road 


_ _ _ 
Roselle 


VACANT & INCOME 
A R L I N G T O N 
HTS. - 


100x249'. Zoned Co. B-4. Radio 
tower, income, $4680 per yr. 
FOX LAKE - Columbia Bay 
— 100x90' improved prestige 
area, Dock & beach privi- 
leges. $5700 
McHENRY - 
Volo. 12.11 


acres. Zoned farm. $40,000 
8.44 ACRES — Lge. Dutch Co- 
lonial barn, zoned business. 
530' highway frontage. $77,000 
- TERMS 


DOG KENNEL — Plus home 
converted into 2-1 and 2-2 bed- 
room apts. 1.5 acres. Making 
money but could make more. 
$51,000 


HOMES NxN.W. 


At Arlington 
CL 5-3535 


_J810 E. NW Hwy., ArUfts. _ 


BUYING? 


SELLING? 


It pays to deal 


with a professional 


Realtor 


Get the facts . . . 


get fast action- 


call a REALTOR today! 


Real Estate—Houses 


patio, carptg . low taxes 
James area. $33 500 


253-51!« 


JUST LISTED 


3 bedrooms, 2 baths. 26x11' 
kitchen, 20x10' 
family 
rm. 


Ideal home for low budget 
family Price $'J4.90n Would 
consider 
trade 
for larger 


home 


MULLINS REALTORS 


15 N Arlington Ht.s Rd 


392-8500 
PALATINE 


3 bdrm . 2 bath brick & frame 
split. Ig. pan. den. 2li car 
gar. Screened 
porch. Wall 


oven. Lg. landscpd. lot. Park- 
like beauty. Near all. 
$33,900 _ 
_35M?52'. 


1st CAR? 


2nd CAR? 


CHECK OUR 


WANT ADS 


FOR 


GOOD BUYS 


ARLINGTON HEIGHTS 


FOUR BEDROOM 1% story 
mature home, FULL BASE- 
MENT, bit-ins, washer, dryer, 
FAMILY ROOM, low TAXES, 
2 car garage, 5th bedroom 
suitable 2nd FAMILY ROOM, 
spacious yard FENCED, walk 
to station, schools, parks, $29,- 
950. 


SCHAUMBURG 


NEW CARPETING, attached 
2% 
car 
garage, 
FAMILY 


ROOM, 
professional 
land- 


scaping 
make this 
FOUR 


BEDROOM Bi Level, with 2 
baths a real purchase, WALK 
TO PARK, POOL, SCHOOL, 
$30,500. 


HOFFMAN ESTATES 


F O U R BEDROOM COLO- 
NIAL, 2Ms full baths, FAMILY 
ROOM adjoins kitchen, car- 
peting, FENCED YARD, all 
curtains, drapes included, at- 
t a c h e d garage, immediate 
possession with WALK TO 
ALL SCHOOLS LOCATION, 
$31,900. 


| 
ommerU) 


728 E. NW Hwy. 
Palatine 


358-5560 


6 E. NW Hwy. 
Arl. Hts. 


253-2460 


9 Higgins - Golf Shopping Ctr. 
894-1800 
Hoffman Estates 


1111 S. Arl. Hts. Rd. Arl. Hts. 


956-1500 


13 S. Wolf Rd. Prospect Hts, 


299-0082 


Member of MAP, MLS 


Open 9_to_9_ 


ALOHA 


MEANS GOOD BUY 


1 s t 
OFFERING—lovely 
3 


bdrm. brick ranch on Ige. lot. 
W/W cptg., bit-in oven & 
range, 
Ige. 
covered 
patio 


w/att. garage. Walk to shop- 
ping & schools. Assume 5% 
per cent mortgage. All this 
and more for only $23,500 


JUST REDUCED-3 bdrm. 
brk. ranch. New cptg. in liv. 
rm., din. rm. & 3 bdrms. Lge. 
kitchen w/appliances. Top lo- 
cation. Assume 6 per cent 
mortgage. Many extras. Now 
only $24,500. 


GEORGETOWNE REALTY 


537-3550 


37 S. Milwaukee, Wheeling 


Real Estate—Houses 


Northwest DuPage County 


TOP THIS! 


Where can you buy a hilltop 
wooded lot — new 2 Bdrm. air 
condt. condominium, cptd. — 
all applncs. — decorated — 
drps. — & even a garage, & 
be free of outside mainte- 
nance for only $24,800? Unbe- 
lievable — but true. Only 5 
min. to 3 golf clubs, shpg. & 
train. See for yourself. Open 1 
to 5 p.m. or 


Ph. 529-6340 


Take Lake St. to Circle Ave. 
(2V4 Mi. W. of Rt. 53) Turn N. 
on Circle, V* Mi. to Linnaea 
Garden. 


GRISWOLD LAKE 


Front. 9 rooms, 4 bdrms., 2 
baths Colonial, 2 fireplace, 
picture book living rm., sep. 
d i n i n g rm. Crystal clear 
spring-fed lake with your very I 
own 
sand 
beach. Lot 
is 


100x250'. Asking $42,900. 
, 


APPROVED, REALTORS 


1643 Oakton St., Des Plaines 


- 299-3331 


ROSELLE AREA 


Charming Cottage many fine 
points. Good loc., low taxes, 2 
Bdrm., liv. rm., kit. plus, 3,4 
acre w/trees. 2 car 
gar., 


fenced. $18,500. 
_ _ 529-5728 - 392-7511 


ELK GROVE" 


Assume S'V! mortgage on 
sharp 3 bdrm. l'/i bath ranch. 
Att. 
gar., carptg., 
drapes, 


shutters thruout. Bit-in kit., 
disposal, 
water soft., S/S, 


patio. Walk 
to everything. 


$27,800. 437-1929. 


"BY OWNER 


Cape Cod home on Vi acre 
s i t e b e t w n . Palatine & 
Barngtn. 2 Bdrms., 1V4 Baths, 
2-car gar., wshr'dryer, range, 
carptng. Many Extras! Must 
sell in 2 weeks! $20.000 


359-0413 afterjB p.m. 


MUNDELEIN 


Gigantic 4 bdrms., all have 
huge walk-in closets, formal 
din. rm., liv. rm. with frpl., 
and enclosed porch. Sewing 
rm., 
full 
bsmt, att. gar. 


Many shade trees. Residential 
neighborhood, 
walking 
dis- 


tance to church, schl. & shop- 
ping Asking $28,500. 566-6516. 


ICHAUMBURG" 
234 Wellesley Court 


3 bdrm. corner ranch, att. 
gar. IMi baths, firepl.. Ige. 
kit. 
w/blt-ins, cptg. All Ige. 


rms 
Big Indscpd. lot. Quick 


poss Assumable mortgage 


529-3582 


i 
ARLINGTON HEIGHTS 


Hasbrook. Br 
& frame 
3 


bdrm. ranch on quiet cul-de- 
sac street. Att. 14 car gar. 
Many extras 
$26,900 by owner 
392-7824 


LAKE ZURICH 


Exceptionally well maintained 
3 bdrm. ranch 
with w/w 


crptg. in liv. rm., hall & all 
barms. Ceramic tile bath, Ige. 
2 car gar. on nicely land- 
scaped corner lot. Immediate 
occupancy. $22,500. Only $1500 
down. 


GRANT ASSOCIATES 


438-8808 
438-8809 


ELK GROVE VILLAGE 


3 bdrms., I'/i bath charmer. 
Fenced patio, many extras. 
Att. Gar. crptg , drapes, oven, 
range Water soft., Ige. lot. 
5"4% Mtge. 
$27,850 
439-3438 


LAKE ZURICH 


Immediate occupancy in this 
NEW 3 bdrm. L shaped ranch 
with att, 2 car gar., 2 ceramic 
b a t h s , hardwood firs, in 
bdrms., crptg. in liv. rm., & 
hall. Complete built-in kit., 
$26,500. 


GRANT ASSOCIATES 


438-8808 
438-8809 


PROSPECT HEIGHTS 


115 N. LEE 


OPEN HOUSE SUN. 1-5 


3 bdrm, raised ranch, 2% 
baths, built-in kitchen, 2V4 car 
att. gar., panel fam. rm. Cen- 
tral air, drapes & crptg. 
73x150 lot. Mid 30s. 299-0571. 


LIKE TO GOLF? 


Bensenville— V4 blk. to coun- 
try club. Cust. bit. brk. 6 rm. 
ranch, 20' fam. rm. w/firepl., 
din. rm., att. gar., full bsmt. 
on park-like 160' lot. Walking 
distance 
to schools, train, 


shopping. $29,900. Owner. 766- 
8214 


ARLINGTON HEIGHTS 


F i v e rm. brk. ranch, 3 
bdrms., 1 bath. Stove, por- 
t a b l e dishwasher, refng., 
washer & dryer. Lg. lot. Full 
bsmt. Carport. $29,500. 253- 
7237. 


O'HARE AREA 


Newly-wed special. Cute 3 
bdrm. home with country kit. 
on Ig. lot. Full price $17,800. 
$500 down. Agent. TE 7-5234. 


NORTHWEST SUBURB 


Take over total payments of 
only $128 per month on this 
spotless 3 bdrm. home with 
new crptg. & att. gar. Excell. 
loc. Only $3900 down. Agent. 
837-5232. 


SCHAUMBURG AREA 


Six bdrm. split level with 2% 
baths, fin. fam. rm. 2 car gar. 
Over 2500 sq. ft. Priced at 
less than $30,000. Agent. 837- 
5233. 


Arlington Hts. 
By Bldr. 


IMMEDIATE OCCUPANCY 


NEW 5 BEDROOM 


Deluxe Cape Cod. Three full 
baths. Many plus features. 3 
blks. to train. 


$45,500 INCL. LOT 


OPEN SAT. & SUN. 12-5 


323 S. PINE STREET 


See George Young today 


Directions: 1 blk. E. of Ar- 
lington Hts. Rd., 3 blks. S. of 
Northwest Hwy. 


JEM 


Daily 631-9510 
Eve. 966-3329 


COUNTRY SIDE 


6 room 3 bedroom face brick 
ranch home. Living room with 
wall to wall carpet. Sunny 
and cheerful 
kitchen 
with 


plenty of birch cabinets. Full 
basement. 2 car heated ga- 
rage. Black 
top 
driveway. 


Outdoor 
bar-be-que. 
60x123 


lot. Asking 26,900. 
APPELQUIST & CO. 


564 W. Main 


Lake Zurich 
438-8866 


316 W. Northwest Hwy. 


Barrington 
381-4666 


USE THESE PAGES 


ROUND LAKE AREA 


Good clean 3 bdrm. bi-level, 2 
baths, rec rm., 2 car gar., 
city sewer and water. Near 
lake. Must sell. Work requires 
moving to West Coast. Priced 
to sell $20,00. 


FARM PROPERTY 


40 acres vacant, $725 per 
acre. 180 acres, 20 acre tim- 
ber and creek, $750 per acre. 
Murphy Real Estate 


418 Avalon, Round Lake 


KI 6-2157 
JU 7-5098 


Red Estate—Houses 
Real Estate—Vacant Lots 


9 ROOMS 6 BEDROOMS 


9 room b bedroom 2 bath 
Aluminum sided bi-level. 2 ad- 
ditional rooms in basement. 
Formal dining room. Large 
family kitchen with plenty *>f 
cabinets. 
140x122 lot with 
small orchard. Full price 27,- 
500. 


APPELQUIST & CO. 


564 W. Main 


Lake Zurich 
438-8866 
316 W. Northwest Hwy. 


Barrington 
381-4666 


BUFFALO GROVE 


3 BEDROOM RANCH home 
with attached garage. Large 
paneled 
family room 
with 


bar, 2 full baths. Carpeting, 
stove and refrigerator includ- 
ed. King size master bed- 
room. $27,500. 


SHADLE-SAUTER 


REALTORS 


170 E. Dundee Road 


Wheeling 
537-8880 


HOFFMAN ESTATES 


Lovely L brick-frame ranch. 
3% yrs. old. 1% baths, 3 
bdrms. Cab. kit w/snack bar, 
fam. liv. area. Cptd. liv, rm., 
formal din. rm., halls & 2 
bdrms. Walk-in closets, att. 
1% gar. Refr., range, washer, 
dryer incl. $26,900. 


529-2758 


Prospect Heights 


3 bdrm. ranch, fam. rm., 2 
baths, % acre, 2 way fire- 
place, 2 car oversized att. 
gar., many built-ins. $38,900. 
CL 9-4279. 


9 + ACRES 


2 houses — 200' on Rt. 20 — 
Horses? Truck Farm? In- 
vestment? $72,000 


FREEMAN REALTY 


Medinah 
529-6066 


STREAMWOOD 


4 bdrm., 2 baths, 7 room 
ranch, att. IVi car gar. Lge. 
lot, patio. $23,500. VA & FHA 
financing available. 
FAIRVIEW REAL ESTATE 


289-1300 


ELK GROVE VILLAGE 


3 bdrm. ranch, kitchen appli- 
ances included, w/w crptg., 
drapes, water soft., humidi- 
fier, 1 car att. gar., close to 
schls. & shopg. ctrs. $26,500. 
439-4795. 


STONEGATE 


Colonial 3 bdrms., IVt baths 
liv. rm., din. rm., Ige. kit., 
bit-ins. Rec. rm., screened 
porch, att. gar., 
Excellent 


cond. In lovely area. $39,500. 
No Realtors. 392-2638 


PALATINE 


3 bdrm. ranch, 1% car gar., 
65x185 lot, walk to train, 
stores & schls., new carpet, 
air cond. in liv. rm., $23,900. 
358-3407. 


ELK GROVE VILLAGE 


3 bdrm. ranch, 2 full baths. 
Family room. Kitchen w/blt.- 
ins. 2 car attached garage. 
$32,500. 439-8596. 


WINSTON PARK 


B r i g h t cheerful ranch, 3 
bdrms den, cptg., drapes 
throughout. Storms & screens, 
air cond., 3/4 basement. 1 car 
gar. No real estate or broker 
calls. Priced for quick sale. 
$30,900. 358-7946 


WHEELING 


3 bdrm brick & frame split 
level with 1% baths and an in- 
town location. Slate entry, 
hardwood firs., finished recre- 
ation room, spac. kit. with 
eating area. Mid 20's. 


KOENIG & STREY 


AL 1-0330 
CR 2-0330 
WI 5-8200 
PA 94330 


Wilmette 


Northbrook 


Deerfield 
Glenview 


PALATINE 


NEW KINGSBERRY 


2 story Colonial. 4 bdrms. 2% 
full baths, 2 car gar. Snack 
bar. 
Breakfast nook, family 


rm., patio. $38,900. 
Also raised ranch, 4 bdrms., 
1% baths, 2 car gar. family 
rm., patio, $33,900. 
See these model homes! 
Builder 
358-6643 


IMMEDIATE POSSESSION 


Itasca Country Club Area. 
Beautiful 3 bdrm. brk. ranch, 
finished rec. rm., 2 car gar. 
Ige. lot. $37,500. 


NORDIC REALTY 


773-1500 
833-8282 


HOFFMAN ESTATES 


By owner. 3 bdrm. raised 
ranch. 1% baths. 
Finished 


rec. rm. w/bar. Many blt.-ins. 
E x t r a s 
514% assumable 


mortgage. Immed. occupan- 
cy. Low 30'S. 529-3130. 


MOUNT PROSPECT 


Nr. train & schls. June 15 oc- 
cupancy 
$38,900. 7 rms. 3 


bdrms., tri-level. Bsmt., gar. 
Storms, fenced yd. Many ex- 
tras. 
613 S. Albert St. 
CL 5-2567 


WINSTON PARK 


By owner. 3 bedroom ranch, 
c a r p e t e d living & dining 
room, attached garage. Kitch- 
en 
built-ins, 
1% ceramic 


baths. Lower 30's. 359-0582. 


U.S. GOVERNMENT HOMES 
$300-$500-$1000 DN. & UP 


From $110 a month 
FOR APPT.: 437-8110 
Mitchell & Son 


NW PALATINE BY OWNER 


6 yr., 3 bdrm. ranch, 1% bath, 
liv. 
rm., Ige. kit. w/eating 


a r e a , paneled 
fam. rm. 


w/stone firepl., utility rm., 2 
car att. gar., blacktop drive, 
180x140 lot, low taxes & many 
extras. Make offer. 359-0990. 


ROLLING MEADOWS 


2103 Flicker Lane 


Aluminum sided 2 
bdrm. 


ranch on Ig. lot in established 
community. Good schls. & 
shopping 
walking 
distance. 


Very good investment area. 
Under $20,00. 


259-9011 


WAUCONDA 


By Builder 


3 Bdrm. Bi-level, 2 Baths, 
Pnld. Fam. Rm., Att. Gar., 


Beach & Lake rights. 


Mid $20's 
526-8657 


SCARSDALE 


4 bdrm. Colonial, 2% baths, 
dining & family rms. finished 
basement, 2-car garage, patio, 
fenced yard. Short walk to 
train. 
$55,000. 
Owner. CL 


34730 


$29,900 


Immaculate 3 bdrm. split lev- 
el, w/air cond., 1% baths, din. 
rm. Ige. kit., finished fam. 
rm., 2 car gar., all on Ige. lot. 
Buffalo Grove 
LE 7-7977 


FOR SALE BY OWNER 


ARLINGTON HEIGHTS 


3 bdrm. brick tri-level. 
2 


baths, family rm., living rm.. 
dining rm., 2 car gar. Call 
259-6044. 


W H E E LI N-G : 3 bedroom 
ranch, 1% car gar. Good loca- 
tion. Shown by appt. only. 


HOLT REALTY CO. 


Wheeling 
537-6494 


ARLINGTON Heights - 
Ber- 


kley 
Square. 
3 bedrooms, 


family room. 2% car garage. 
Corner lot. 259-2596 or 537-0781. 
TRI-LEVEL 10 owms, 3% 


baths, 2 car garage. Separate 


heated garage. $39,000. After 5, 
358-5886. 
SCHAUMBURG ranch, 3 bed- 


room, 1% bath, attached ga- 


rage, appliances. Vacant. 894- 
6075. 


PLUM GROVE, % acre with 
sewer, heavily wooded, $14,500 
PALATINE, 70 ft. lots in 
choice Pleasant Hills section, 
fully improved, $9,000.00. 


KEMMERLY 


Realtors 


728 E. NW Hwy. 
Palatine 


358-5560 


6 E. NW Hwy. 
Arl. Hts. 


253-2460 


9 Higgins—Golf Shopping Ctr. 
894-1800 
Hoffman Estates 


1111 S. Arl. Hts. Rd. Arl. Hts. 


956-1500 


13 S. Wolf Rd. Prospect Hts. 


299-0082 


Member Of MAP, MLS 


Open 9 to 9 


Real Estate—Farms 
Real Estate—Farms 


PALATINE 
2345 


60x150' Plum Grove Road 
Located in heart of town. 
Fully improved. Lowest price 
in town $4,500. 


2554 


Improved lot 90x105' on cul- 
de-sac. 
PALATINE 
2462 


2 ACRES 


ZONED, CORNER 


Ideal for medical center, sew- 
er & water, located on mam 
road. 


75 cents sq. ft. 


C. NEAL REALTY 


FL 9-1232 


HOME BUILDERS 


ATTENTION 


50 Choice Lots 


FULLY IMPROVED 


$6,000-$12,500 


NORDIC REALTY 


773-1500 
833-8282 


Our Lot 
Your Lot 


STOP!!! 
CALL AL! 


392-0033 


Custom designed/built homes 
of distinction on your lot or 
ours. 


A. E. ANDERSON 
General Contractor 


TIRED of renting? Buy 
this 


new 3 bedroom, fully carpeted 


home with basement for less 
than monthly rent. 426-6598 
ROLLING Meadows — 2 bed- 


room ranch, carpeting, S/S, 


paneled, newly decorated, on 
cul-de-sac, 3904 Redwing Court. 
See 1-6 p.m. Saturday, Sunday. 
823-4238. 
LAKE ZURICH — 6 room Tri- 


level on % acre. Fireplaces, 


lake. $27,500. 438-7881. 
MT. PROSPECT - 
Brick 5 


room 2 bedroom ranch, at- 


tached garage, 
near school, 


transportation & church. Many 
extras. CL 5-2714. 


A LARGER HOME? 


A SMALLER HOME? 


You'll Find Many 


In the Classified 


WHAT YOU WANT 


WHERE YOU WANT IT 


Plans & lots ready. Custom 
homes, excellent work and 
competitive prices. 
Simons Constr. Co. 


358-6300 


PLUM GROVE - 


ROLLING MEADOWS 


20 large fully improved lots 
with streets, curbs, water, 
sewers and underground ser- 
vices. Ready to go. Will sell 
to reliable builder all or part. 
Owner. TU 9-7900. 


Palatine Countryside 


Homesites in custom home 
area. Sewer, water, 
paved 


street. Some wooded home- 
sites. From $6,500. Also will 
build to suit. 


BRENTWOOD ESTATES 


358-1510 


BEAUTIFUL INVERNESS 


High heavily wooded 1.2 acre 
for only $18,000. 


PETERS 
& Evans 


259-1500 


SCARSDALE ESTATES 


Two 95x200' residential lots. 
$15,000 ea. Hurry, for Spring 
building; Contact Mr. Brooks, 
agent. Brooks Realty — 827- 
6616 


VACANT LOT 91x132. Sewer 
and 
water. 
Good location. 


$6,500. 


SHADLE-SAUTER 


REALTORS 


537-8880 


ELK GROVE — 186x156%' im- 


proved, corner lot, $13,500 or 


offer. 825-7217. 
PALATINE - 
Pleasant 
Hill 


Area, 6 choice lots. 359-3338. 


ONE acre, 3% miles east of 


Barrington. 381-4817. 


Wanted to Rent 


J.C. Penney Co. Exec. 


desires 3 bdrm. home, 10 mile 
radius Arlington Hts. To $250. 
312-679-8200, ext. 
60, 
Mr. 


Sundvall, 8:30 a.m. to 5 p.m. 
daily. 


SELF-CONTAINED travel trail- 


er, May 15-June 1. 2 adults. 


Have proper car & hitch. 766- 
1023. 
FAMILY with 3 children needs 


house 
or 
apartment 
from 


April 15th to October 1st. 766- 
3369. 


R. E.—Business Opportunity 


BE YOUR OWN BOSS! 


TAVERN—restaurant 


Business — Property — Liv- 
ing quarters, plus other ex- 
cellent income units. Will pay 
for itself. On Route 12, Pala- 
tine. Whole 'Ball '0 Wax' $95,- 
000. 


TAVERN with cooking facil- 
ities. 2 BR apt. with 1% 
baths. 1 car garage. Business 
& Property McHenry. $45,900. 


Philippe Bros. Realty 


434 E. Northwest Hwy. 


Palatine, 111. 


358-1800 


Real Estate—Acreage 


240 ACRES 
j^ IV 
I •^^•*«W 


McHENPY COUNTY. All level soil. Spring-fed creek flows 
through farm. Many large oak frees surrounding creek. 
OwnePs home and tenant house. Lge. catfeAed, 2 sites 
3-car garage and 2-car garage, implement shed. Near toll- 
road. More land available. Owner anxious to sell. 


175 ACRES 


BOONE COUNTY GRAIN OR FEEDER FARM. All tollable, 
level land. Full set of farm bldgs. with Ige. dairy barn, silo, 
machine shed & corn crib. 2-story owner's residence. Rea- 
sonably priced at $550. per ac. 


120 ACRES 


LAKE COUNTY HORSE FARM. Babbling brook waters, 5 
large white fenced paddocks. 2 modern houses, owner's 
residence 9 rooms, 4 bedrooms. Beautiful 30 box stall barn. 
Will divide. Excellent terms available. 


L B. ANDERSEN & CO., INC. 


REALTORS 


20 WEST DUNDEE ROAD 


WHEELING, ILLINOIS 
ESTABLISHED 1921 


DETAILED LIST ON REQUEST 


OPEN SATURDAYS, SUNDAYS & HOLIDAYS 


EVENINGS TIL 8:30 


LEhigh 7-4300 
ROgers Park 4-9400 


GRADE A FAMILY DAIRY FARM 


195 a. in productive long growing season S.W. Wis. Two 
pleasant & good modernized homes. Newly remodeled 
34'x 125' tie stall barn with new barn cleaner. 30'xfiO' 
young stock barn. Granary 4 corncrib. 2 car garage. 
30' x 120' tobacco shed. 20' x 40' hog house. Two 50' silos 
both with unloaders. 12' x 24' milkhouse. New pipeline milk- 
er & new 500 gal. bulk tank. Good productive soil. Price for 
farm $62,500.00. Cash or terms. 


Also available with fine herd large Holsteins (50 cows & 34 
young stock). Spring possession. Many other fine farms 
with spring possession. 


Write or call me for pictures, details or appointment to 
inspect. 


ALEC UGLUM, Mt. Sterling, Wis. (Branch Mgr. Gilbert 
Realty) phone 608—734-3239 (Seneca, Wis. Exch.). 


2544 


$900 


80 ACRES 


PER ACRE 


Real Estate—Wanted 


HELP 


Quiet and peaceful. Modern 6 
rm. home, 3 bdrms., gas heat, 
Ige. barn, tool shed, garage. 
Rented at $350 per mo. Imme- 
diate possession. Very neat. 
Located on main highway. 


2514 


60 ACRES- 


CRYSTAL LAKE 


Near proposed COLLEGE & 
HOSPITAL. Invest now and 
reap a fast profit. Large resi- 
dence and barn. 


Only $1,450 per acre 


F2441 


CRYSTAL LAKE 
152 ACRES- 


WOODED 


$9,000 a year income. Near 
town, excellent future for sub- 
division. 
Appreciation 
and 


hedge on inflation. 


Open to offer 


F1827 


$100 
PER ACRE 


320 Acres. 60% wooded. Lo- 
cated Southern Illinois 


NORTHWEST 


300 acres, 2 homes, including 
necessary out buildings, 200 
head of Black Angus stock 
and all equipment. Owner will 
divide. 


$990 per acre 


Terms 


C. NEAL REALTY 


FL 9-1232 


We need listings. Our Moto- 
rola, Western Electric, Holi- 
day Inn buyers need housing 
now. 
Call 253-2460, 358-5560, 


894-1800, 956:1500, 299-0082 for 
instant service; open 9-9 for 
your service needs. 


KEMMERLY 


Realtors 


728 E. NW Hwy. 
Palatine 


358-5560 


6 E. NW Hwy. 
- Arl. Hts. 


253-2460 


9 Higgins - Golf Shopping Ctr. 
894-1800 
Hoffman Estates 


13 S. Wolf Rd. Prospect Hts. 


956-1500 


1111 S. Arl. Hts. Rd. Arl. Hts. 


299-0082 


Member of MAP, MLS 


Open 9 to 9 


O'Brien Realty Co. 


NEW OFFICE 


In Westgate Park & Shop 


List with us for prompt ac- 
tion. 


PHONE 255-9030 


HOME wanted — private party 


seeks home from owner. Walk 


to train. $30,000. 237-5976. 


15 ACRES with 3 bedroom 
home, stable & garage comb. 
. . $40,000.00 
18 ACRES with 3 bedroom 
home, fireplace, 2 car at- 
tached garage. . .$45,000.00 
34 ACRES bare land, partly 
wooded, natural gas, 1100' 
frontage, black top rd. . .$1100 
per ac. 


TOM BRIGHT'S 


MARENGO REALTY 


Marengo, HI. 
815-568-8908 


RELIABLE source will take 


over mortgage on your 3 bed- 


room home. Full basement. 766- 
1410. 
LOT in Elmhurst, Addison or 


Bloomingdale. Also 2 bedroom 


home or 2 flat. Private party. 


1 529-3156. 


Real Estate—Commercial 


MARENGO AREA 


7 acres like new 3 bdrm. 
brick ranch, full bsmt., ga- 
rage, beautiful grounds, $32,- 
000. 
9 acres, level garden soil, 
near town, $1,000 per acre. 


WALLACE W. MOSS 


Real Estate 
Hwy. 176, 2 mi. E 


of Marengo 


815—568-7060 


DAIRY "Farmr 158'%" acres, on 


Rte. 23, Harvard, 111. Good 


soil and buildings. 4 bedroom 
home. Call after 5 p.m., 1-815- 
943-5314. 


Mobile Homes 


FOX RIVER GROVE 


On Highway 14, 6 room 3 bed- 
room home. 102x135 lot. Water 
& sewer. Asking 25,000. 


FOX RIVER GROVE 


Store and 5 room 3 bedroom 
apartment. In town location. 
Basement. 40x365 lot. 31,500. 


WAUCONDA 


On 176. Heart of the business 
district. 2 homes on 119x300' 
lot. Water & sewer. Ideal for 
any business. Asking 47,500. 


FOX RIVER GROVE 


Prime 3 acre corner. Zoned 
gas station. Asking 
85.000. 


Will consider terms. 


.LAKE ZURICH 


Extra prime 10 acre vacant 
on Rt 
12, Rt 
22 and Ela 


Road. Water & sewer. Will 
b u i l d shopping center or 
terms to buyer. Asking 19,500 
per acre 


APPELQUIST & CO. 


564 W. Main 


Lake Zurich 
438-8866 


316 W. Northwest Hwy. 


Barrington 
381-1866 


1962 NEW Moon, 10x55, 2 bed- £U JLX, ll3 *!; (!0,nier..lot 


r o o m , excellent condition, I Zoned B-4. Excellent location. 
•m—, 
pETERS 


1968 
STATESMAN, 50x12'. 2 


bedrooms, very spacious. Any 


reasonable 
offer 
considered. 


956-0766. 


& Evans 


259-1500 


FARM land for rent, 30 acres, 


Palatine, after 6 p.m. & week- 


ends FL 9-1603. 


50x10' TWO bedroom furnished.' 


Good condition. Move to your I 


lot. $2800. 437-4801. 


R.E. Industrie!—VacanT" 


ATDISON - approximately 8,- 


000 sq. ft. zoned manufac- 


turing. Three carpeted, air con- 
ditioned offices. Loading dock. 
Immediate occupancy. 
Week- 


days. 543-7585. 


For Rent—Industrial 


INDUSTRIAL space. New mod- 


ern warehouse and manufac- 


turing buildings. 1700-9,000 sq. 
ft. Convenient location. Now ac- 
cepting leases. 358-4750. 


It'sl'un To Clean 


| 
The Attic When It 


1 
Means Quick Cash! 
READ CLASSIFIED 
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Red Estate—Investment 


__ and Income Property 


No. 1867 


SHOPPING CENTER 


12 STORES 


Trade or sale 
Air 
condi- 


tioned Fully rented. On busy 
highway, located in Wheeling. 


No. 1915 


LARGE RESIDENCE 


5 acres, zoned business 


GUEST HOUSE 


Located on Rand Rd. 


45x90' commercial building. 
Located in Lake Zurich. Low 
taxes. 


$130.000 


C. NEAL REALTY 


FL 9-1232 


For R«nt— Houses 


PARK Ridge - executive 4 bed- 


room, 2 car garage, $425. 825- 


7217 
ARLINGTON Hts. - 4 bedroom 


home, walk to train, shops 4 
schools. Garage, possession 
April 1, no pets. 2 year lease, 
$250 month. CL 3-0369 on Satur- 
days. 
P A L A T I N E - 3 bedroom 


ranch. Two children. Refer- 


ence required. May 1st occupan- 
cy. 358-7588jafter JSJUJL 
1 BEDROOM' older house with 


basement, 
Mount Prospect. 


$125. Call after 6 p.m. 824-4648. 
B'UFFALO Grove—3 bedroom, 


l^i baths raised ranch. Cen- 


tral air. Carpet. 2H car gar, 
$275. 537-8287. 


For Rent—Homet 


STREAMWOOD - Immediate 


possession 1 year old 3 bed- 


room ranch, attached garage, 
carpeted, fenced yard. $250. 289- 
1252 
4 BEDROOM house with base- 


ment and garage, $200. Ar- 
lington CL 3-8664. No Pets. 
Available April 1st 


For Rent—Commercial 


22x50' STORE with 4 room 


apartment in rear, located at 


Plum Grove & Palatine Rds. 
Available May 1. FL 9-1050 or 
FL 8-2106. 
OFFICE, Arlington Heights. 


18x10'. Private entrance 4 


washroom. Ideal for Manufac- 
turer's Reps. 381-3780, or 381- 
4054. 
OFFICE space available. 


Schaumburg area. Up to 1,800 


sq. ft. Will divide. Secretarial 
service available. Ample park- 
ing. LO1-0200. 
NORTHWEST Highway Office 
- 200 & 300 sq. ft., all utilities 


included. Private washrooms, 
paved parking lot. 296-7807 
DESK rental. Private offices. 


Phone answering, secretarial 


service. Reasonable rates. 529- 
3900. 


For Rent—Apartment! 
Per Rent—Apartments 


BENSENVILLE - 3 bedrooms, 


For Rent—Rooms 


SLEEPING rooms for rent by 
day or week. Outpost Motel. 


Arlington Heights. 253-9800. 
LARGE sleeping room for worn- 


carpeting, drapes, air condi-> 
an, private entrance, private 
. * 
m"t* 
t 
i 
* 
1 i 
*.t_ rtT ___i____l_ n itonn 


Palatine 


3 BEDROOM RANCH 


Located on wooded lot. Quiet 
residential section. $195 per 
month. 
Palatine 


3 BEDROOM BRICK RANCH 
Full basement, 2 car garage, 
located on Rand Road. $250 
per month. 


C. NEAL REALTY 


FL 9-1232 


NEAR RANDHURST 


3 bdrm. m bath Townhouse 
with full bsmt. GE range in- 
cluded. Will accept up to 3 
children; no pets. A nice 
place to live. Immediate pos- 
session. $195 per mo. Call Mr. 
Kraeger, 


259-3484 or 


G. GRANT OIXON & SONS 


REALTORS 


246-6200 


ARLINGTON HEIGHTS 


3 bedroom. 
1'a 
bath 
town- 


houses. 1200 sq 
ft. of living 


area. $19250 — $197.50 
per 


month March 1st * April lst> 
occupancy. 
, 


STANTON ARMS 


646 W. Central Rd. 
1 


CL 5-1428 


tioning, full basement, fenced 
yard, 2 car 
garage, paved 


drive. $350 month. After 5 p.m. 
595-0635. 


For Rent—Commercial 


bath. CLearbrook 3-4382. 
ROOM for non-smoking gentle- 


man. $20. 358-9224. 


IT'S HERE! 


It's Brand New! 


Brand new, luxurious, execu- 
tive private 4 semi-private of- 
fices. Beautifully decorated 
reception room. Air condi- 
tioned, carpeted throughout. 
Furnished or unfurnished. Ex- 
ecutive secretary 4 full range 
of office services available. 
Latest IBM 4 XEROX equip- 
ment can add the professional 
touch to your correspondence! 
Telephone answered in your 
name. Prestige space at rates 
that will surprise you. For full 
details - Call now . . . 358- 
7337. 


SLEEPING room, Mt. Prospect, 


private home. 255-9570 after 8 


PM or week-ends. 
ROOMS and apartments 
for 


rent. Inquire Fox Hotel, 3 S. 


York, Bensenville. 
ROOM for gentleman. Deluxe 


furnishings, tile bath. Phone, 


TV, garage. 381-1756. 


PALATINE, brand new in 
H U N T I N G RIDGE, FOUR 
BEDROOMS. DEN, FAMILY 
ROOM with FIREPLACE, 2b 
full baths, large L R. & D. R., 
all bit-ins, 2 car garage, $400 
per month, contact Jack Hold- 
ing, Kemmerly Real Estate. 


358-5560 


HANOVER PARK 


1178 Countryside Drive. Du- 
plex apartment, 
3 bdrms., 


Jam rm lla baths, central 
air cond , gas heat 4 garage. 
Available March 15 $215. Call 
Gene Maxwell 837-1871. 


HOFFMAN ESTATES" 
' 


3 bdrm . 2 baths, comp. re- 
dec., includ new cptg. Lge. 
Uv-din. area. Attchd 
I'fc car 


gar 4 Ige. scrd. patio area. 
Play area, fenced backyard. 
$250 437-2256 after 5 p.m. or 
^weekends. 


WESTGATE 


3 bdrm brick, near schls., 
shopg, 4 NW station 
Tile 


bath, full ba.se. gas heat, 
landscpd. Encl. back yard, 
Available Apr. 1st. $235 mo. 
Phone 392-7570 


BENSENVILLE 


2 Bdrm. Country Home. $195 
Mo. (2nd Hse E. on Devon 
Ave. from Rt. 83) Call for 
appt. 824-2908 


PALATINE NATIONAL BANK 


10,000 sq. ft of new air con- 
ditioned, elevator service de- 
luxe office space available 
now to large tenants. 


KEMMERLY 


Realtors 


728 E. NW Hwy. 
Palatine 


358-5560 


6 E. NW Hwy. 
Arl. Hta. 


253-2460 


9 Higglr.s-Golf Shopping Ctr. 


894-1800 
Hoffman Estates 
1111 S. Arl. Hts. Rd. Arl. Hts. 


956-1500 


13 S. Wolf Rd. Prospect Hts. 


2994082 


Member of MAP, MLS 


Open 9 to 9 


OFFICE SPACE 


New Colonial Bldg. on 1st fl. 
600 sq. ft. 
Now ready for occupancy. Ex- 
ceptionally adequate parking. 
SB corner on Devon 4 Arl.. 
Hts. Rd., Elk Grove Village. 


MANKE REAL ESTATE 


CL 3-5090 
FL 9-0387 


, STREAMWOOD 


1 yr old 3 bdrm home with 
carpeting and att. gar. $200 
per mo. Agent. 837-5232. 


STORE-OFFICE-SHOP 


30x40 bldg. on main road, 2 
huge store front windows, 
plenty of free parking. Avail 
immediately. 
Reasonable, 
rent. Also 3 bdrm. apt. avail, 
in same bldg. on 2nd fl. 
_ 
EVANS, 537-0154 


OFFICE $°<\CE-ARL HTS. 


Reasonable rentals. Ideal for 
fact. rep. or concerns req. 
s m a l l offices. All utilites 
incld. in rental. Phone ans. 
serv. avail, in bldg. at add. 
chae. Princeton House, 1314 
W. NW Hwy. 827-3122. 


WANTED-TENANT FARMER 
Farm exp necessary. Family 
man. Move into modern 4 
bdrm. home near Long Grove. 
References. 438-6129 before 8 
a m. or after 6 p m 


PALATINE 


Just vacated ideal business lo- 
cation in heart of busy area, 
loads of storage, good office 
space, immediate possession, 
$225 per month, contact Jack 
Holding, Kemmerly Realtors, 
728 E. NW Hwy., Palatine, 111. 
358-5560. 


SCHAUMBJRG - 8 room con- 


temporary 
executive 
type 


home, lease $395. 894-6075. 
i 


PA'LATINE - Winston Park. 3; 


bedroom, 2 baths, 
family | 


room, garage, $250 April 1st, 
P.O. Box 146, Markham, Illinois 
60428. 
, 


ROLLING Meadows - 2 bed- 
r o o m , completely redeco- 


rated, carpeted, $180. 3904 Red 


OFFICES GOLF MILL- 


GLENVIEW AREA 


(ON MILWAUKEE AVE.) 


Offices $55 4 up, Incl. air 
cond., cptg., heat, janitor 4 
parking. Answering 4 Secre- 
tarial services avail. 


729-2200 


WHEELING: Modern offices 
newly finished. Suitable for 


_ - _ r 
. 
sates rep., a small business 


wing Court. See Saturday, Sun-1 concern. To see call 
day, 1-6 p.m. 
DCAITV rn 


ARLINGTON Heights - 3 bed- 
™LI KtMLIT WJ- 


room Ranch, Central air, ga-, Wheeling 
_ 
_53M494 


rage, $225 Baird 4 Warner. 259- p^LATINE office space avaQ- 
1855 
able immediate occupancy. 


NEW duplex, Elgin area, 1 mile {Modem air conditioned building 


from toUway. 2 bedrooms, full! with ample parking. Centrally 


basement, garage. Air condi- located near shops 4 train. 358- 
tioned, carpeted. Fireplace op- 4750. 
tional. 392-8295 after j[ p.m. 
WHEELING — 3 bedroom, 1V4 


bath ranch. 2"4 car garage. 


O F F I C E , Arlington Heights. 


18x10". Private entrance 4 


washroom. Ideal for Manufac- 


$235 per month Available April turer's Reps. 381-3780, or 381. 
1st 537-7489 after 4 p m . 
DUPLEX in Arlington Heights 


— Newly decorated. 3 bed- 


rooms, 
dining room, family 
room basement. $250^537-9096._ 
RENT with option to buy — 
new 5 bedroom home, carpet- 
ed, finished family room. 426- 
6909 


It's Fun To Clean 
The Attic When It 
Means Quick Cash! 


4064. 
SHARE a spacious, airy office 


Elk Grove 439-3532 or 437-6544L 


FORleasel40b square feet shop 


area, Bloomingdale. Call 894- 


5720 
OPPOSITE Palatine Plaza, rear 


office space with basement 


storage available with private 
entrance. Size 548 square feet. 
Call 359-4331. 


For Rent—-ApartmenH 


ARLINGTON HEIGHTS 
THE NEWEST! 
THE NICEST! 


THE ROOMIEST! 
TWELVE/OAKS 


Luxurious Apartments 


OVERSIZED ' AND 2 


BEDROOM APARTMENTS 


$190-$250 


—Elevator Buildings 
—Swimming Pools 
—Tennis Courts 
—Private Lake 
—Reserved Parking 
—Recreation Bldg. 
—Outdoor Bar-be-ques 
—Large Laundry Rooms 


—Air Conditioned 
-Wall to Wall Carpet 
—Individual Storage Areas 
—14 cu. ft. Refrigerators 
—Free Thermostatically 


Controlled Heat 


—Modern Ranges with 


Free Cooking Gas 


—Free Twin Master TV 


Antenna Outlets 
—Spacious Closets 
—Marble Vanities 


IMMEDIATE 
OCCUPANCY 


Leases also being accepted 
for spring 4 summer occu- 
pancy. 


Twelve/Oaks is located at 
Central 4 Wilke Roads, 2 
blocks North of Algonquin 
Road (Route 62). 
For directions from any loca- 
tion call 394-3050. 
Models Open 7 Days a Week 
11:00 a.m. to 7:00 p.m. 


PALATINE COUNTRYSIDE 


NEW EXECUTIVE APTS. 


2 BED. -2 
BATH 


—1,140 Sq. Ft. living area 
—Rec Room (each apt.) 
—Fireplace, wood burning 
—Carpet. Bed., Liv., Din. 
—5x14 Private Balcony 
—Dress, rm. Mirror drs. 
—7 closets, 1 walk-in 
—Frigidaire self-def. refg. 
—Frigidaire dishwaher, Disp. 
—Frig. elec. self-clean, oven 
—10x12 Dining room 
—Lge. Attached garage 
—Enclosed crptd. sta&way 
—Central air conditioning 
—Laundry room 


Adults — No Pets 


BRENTWOOD EAST 
233 Lake Cook Road 


From $265 
358-1510 


SINGLE desk space in office in 


Arlington Heights. 437-2298. 


Rolling Meadows 


ALGONQUIN PARK APTS. 


Now leasing 1 bedroom apart- 
ments for immediate occupan- 
cy. 


$155 


After prompt payment plan. 
Includes carpeting, generous 
closet space, large living din- 
ing' "L, 
Hotpoint appliances 


4 pool facilities. 


Management by 
KIMBALL HILL 
& ASSOC. INC. 


2230 Algonquin Road 


255-0503 


ARLINGTON HEIGHTS 


Deluxe air conditioned l bed- 
room apartment with patio. 
Large rooms, completely car- 
peted. 4 blks. to Northwest 
vain depot and heart of town. 
Rental $185. 315 N. Salem. 
259-9500 or 259-8165. 


MOUNT PROSPECT 
Available May l, 2 bdrm. 
townhouse. 1% baths, base- 
ment 4 gar. 3 blks. 
from 
train. Will sell furniture. 392- 
8972 after 6 p.m. 


SCHAUMMJIIO 


A New Concept 
IN Gracious Apartment Living 
Is Coming To Schaumburg 
ANNOUNCING 


THE MEW 


Qarden^ 


BY CAMPANELLI, INC. 


DELUXE ONE AND TWO-BEDROOM APARTMENTS 
COMBINING HOME-STYIE SPACE, CONVENIENCE 
AND COMFORT WITH MODERATE RENTALS. 


NOW RENTING! 


IMMEDIATE 
OCCUPANCY 


Frojm $165 a month 


Here or* juit a f«w of Iht ftolur.j that make the 
good life a great life in your Weathertfiild Gurden 
apartment. 


• COMMUNITY SWIMMING POOl 


• BACKYARD PUTTING GREEN 


• OUTDOOR IARBEQUE PIT 


• PRIVATE TERRACE 


• WAU-TO-WAIL CARPETING 


• AIR CONDITIONING 


• MODERN GE KITCHEN 


• SEPARATE DINING AREA 


Here, in a park-hkt setting all its own, Wtathersfield 
Gardens offers o truly worthwhile family-style living 
. ... with swimming, golfing, tennis, picnics . . . chil- 
dren's playgrounds... skating in the winter... nearby 
schools, churches, shopping, transportation ... and 
friendly neighbors of like interests. 


ALSO SEE OUR 


MODEL HOMES . . . 


RANCHES, MID ENTRIES, SPLIT-LEVELS 


PRICES START AT $23,400 . . . 
Includes fully landscaped lot 


Furnished models open 10 a.m. to 6 p.m. 


ALL ROADS LEAD TO WEATHERSFIELD- 


VISIT US THIS WEEK 


Nsnl-«eilToll«oy 


Simply 'ok» Irving Pork (Rout* 
19: to Jignpoill or loki Slrttt 
IRoult 20) wilt to Routt 33. 
Turn right (norrh) to Irving 
Poik rhtn wtit to Wtorrwrj-- 
title). Rental OHIct Optn: 
10 A M. to 7 P.M. 


FOR BROCHURE, PHONE NA 5-4015 


For Rent^—Apartment* 
For Rent—Apartments 
For Rent—Apartments 


ROLLING MEADOWS 


Sugar Plum Apartments Addition 


These beautiful NEW garden apartments are located in the 
city of Rolling Meadows at the corner of Kirchoff and Plum 
Grove Roads. The 2-story brick colonial buildings have 
large balconies, and a heated swimming pool. All living and 
bedrooms are carpeted with a choice of avocado or gold 
carpet. Bath is a ceramic tile and kitchen vinyl tile. Hot- 
point kitchens include a refrigerator, garbage disposal, 
range and built-in range hood with exhaust fan and light, 
also included are drapery rods, built-in TV antenna, phone 
wiring, garbage removal, laundry facilities and storage 
lockers. Ground extensively landscaped with ample parking 
in rear. 


EFFICIENCY 
1 BEDROOM 
2 BEDROOM 


$140 
$155 
$180 


Also available furnished and air conditioned. Minimum 1 
year lease. April 1 and May 1 occupancy. Office in rear. 


358-7844 
P.O. BOX 365, PALATINE 


GEORGETOWN APARTMENTS 


PALATINE 


We are pleased to announce that we are now accepting 
lease applications for the Georgetown Apartments. Air con- 
ditioned 1 and 2 bedroom apartments fully carpeted. Models 
open 10 a.m.-7 p.m. daily except Tuesdays. 
Located at corner Cornell, Carter 4 Colfax Streets. 


L. F. Draper and Associates, Inc. 


359-4060 
359-4011 


PADDOCK CLASSIFIED ADS 


CLASSIFIED ADS — 394-2400 


Palatine 
Palatine Rd. at Cedar 


CEDAR GARDEN APARTMENTS 


1 BEDROOM APARTMENTS $161 
2 BEDROOM APARTMENTS $180 


ARLINGTON Heights - one 


bedroom. Residential section. 


Close to train. $165. Call be- 
tween 4 p.m.-7 p.m., CL 3-0728. 
ADDISON one bedroom apart- 


m e n t, stove, refrigerator, 
e a t , water included, $140. 


Available May 21st. 543-5754 


Range 
Refrigerator 
Garbage disposal 
Scavenger Service 
Private parking 
4 blocks to depot 


INCLUDES 


Ceramic tile bath 
Gas hot water heat 
Plaster walls 
Drapery rods 
Carpeting 
TV antennae system 


ARLINGTON Hts. — 1 bed- 


room, $125 month. No chil- 


dren. Call anytime. 595-0376. 


Immediate, March 1 and April 1 occupancy 


OFFICE IN REAR 


MT. 
PROSPECT - 
sub-let 


large 1 bedroom apartment 
»ool privileges, large storage 
in, parking facilities, available 
May 1st or June 1st. 437-6237. 


358-7844 
P.O. BOX 365, PALATINE 


LARGE 2 bdrm. apt., sublet 


$220. Mt. Prospect. Moving 


out of state. 956-1496 


WOOD STREET APARTMENTS 


Palatine 


Brand New Central Air Conditioned 


Elevator Building 


If you're looking for something more in an apartment, you 
will want to see the new Wood Street Apartments. You're 
just steps to the train or bus. Fully carpeted, efficiencies, 
one and two bedroom apartments available. Also yours to 
enjoy: swimming pool, sauna baths, gymnasium and party 
rooms. 
Located at Wood, Smith 4 Colfax St. Models open daily 
except Tuesdays 10 a.m. to 7 p.m. 
359-4011 
359-4060 


L. F. Draper & Associates, Inc. 


WORKING girls wish to shaie 


house with same. Must be 
ver 25 yrs. of age. Close to 
lowntown Arlington Heights & 
rain station. Off .street parkin'-' 
available. $70 per mo. include- 
all utilities — no extra charges 
Call 255-1192 after 6:30 for fur- 
tier information. 


ARLINGTON HEIGHTS 


Brandenberry Park East 


Featuring 1 & 2 bedroom 
apartments, 1 4 1 % baths, 
wall to wall carpeting, fully 
air conditioned, private bal- 
conies, swimming pool. 
Located approx. 1 mi. north 
of Randhurst Shopping Cen- 
ter, just off the corner of 
Rand Rd. 4 Camp McDonald 
Road. 


Zale Realty 


259-2850 


"BARRINGTON WEST" 


Distinguished rental address 
for townhouses & apts. in the 
Village of Harrington. 
Continental atmosphere with 
park like setting plus beau- 
tifully landscaped private out- 
door living areas. 
Homes vary n size — all with 
private garage. 
Rents begin at $275 per mo. 4 
blks. So. 4 3 blks. West of the 
center of Barrington at Rus- 
sell 4 Lageschulte sts. Call 
Donna German, DU1-6829 


BARRINGTON 
2 BEDROOM DELUXE 


ELEVATOR BUILDING 
Large Living room 
Modern kitchen 4 bath 
Excell. closet 4 storage 
Free carport 
Balcony porch 
Laundry facilities 
4 Blks. to train station 


$220 per Mo., including heat. 
Avail. May 1st 4 June 1st. 


Mr. Riek 
381-0430 


SHALAMAR 
"Elevator" Apts. 


—1 or 2 bdrm. fully carpeted. 
— Situated on 10 lush acres. 
Every Apt. has: Garbage dis- 
posal 4 chute, 2-Dr. Ref, van- 
ities, huge kit., balconies, and 
a pool 4 tennis ct. too! 


Rentals from $170.00 


2206 Goebbert Rd., Arl. Hts. 


437-3358 


CEDAR GLEN APTS. 


Nev> 2 bdrm. Indoor parking, 
from $230. Immediate occu- 
pancy. 


E. L. Trendel & Assoc. Inc. 
815 E. Shady Way, Arl. Hts. 


4391400 
439-0953 


BARRINGTON 


Over 1800 sq. ft., 3 bdrms., 
1% baths, carpeting, appli- 
ances, family room 4 garage. 
Immediate occu. $325 per mo. 
Call btwn. 9 and 5 p.m. 956- 
0711. 


ADDISON 


2 bedroom. Garden. Stv., Re- 
frig. Ht. $160.00 


543-4529 


ROLLING MEADOWS 


4 month lease. Option to re- 
new. Sublet - Rolling Mead- 
ows. 2 bedrooms, includes 
carpeting, 
swimming 
pool. 


Gas paid. $180 mo. Available 
May 1st. 359-0403 


ROLLING MEADOWS 


SUGAR PLUM APARTMENTS 
Kirchoff 4 Plum Grove Rd. 


1 bdrm. efficiency 
$135 


1 bedroom 
$155 


March 1 and April 1 occupan- 
cy. Pool, carpeting, Hotpoint 
kitchen included. Furnished 
units available. 1 yr. lease. 
Office in rear. 


358-7844 


ADDISON 


2 bedroom. Garden. Stv., 
frig. Ht. $160.00 


543-5754 


Re- 


ITASCA 


142 bdrm. apts., central air 
conditioning, 
newer 
bldg. 


Stove, refrig., free parking. 


COATES-MILLER, INC. 


Call caretaker 
7734528 


Rolling Meadows 


ALGONQUIN PARK APTS. 


2 Bedrooms 


142 Level 
$157 to $188 


After prompt payment plan. 
Includes carpeting, heat, wa- 
ter. Hotpoint range and re- 
frigerator 4 pool facilities. 


Management by 


KIMBALL HILL 
& ASSOC. INC. 


2230 Algonquin Road 


2554503 


MT. PROSPECT 


from $185.00 


Ultra deluxe 1 4 2 bdrm. 
apts . . ELEVATOR BLDG., 
I n c l u d e s appliances, heat, 
cooking gas, master TV an- 
tenna, patio balconies .recrea- 
tion room. Swimming pool. In- 
timate privacy, yet walking 
distance to shopping ctr. 280 
N. Westgate Rd., 253-6300 


ARLINGTON HEIGHTS 


Available Now 


142 bdrm. apartments. Near 
N o r t h Western commuter 
train 4 shops. No pets. $150 to 
$170 per month. 
Mr. Morrocco 
259-2138 


BAIRD & WARNER 
PALATINE 


Cedar Garden Apts. 


Palatine Rd. 4 Cedar St. 


1 BDRM. 
$155 


Immediate and April 1 occup. 
Heat, hot water, carpeting 
Westmghouse kitchen includ- 
ed. 4 blks. from depot, shown 
by appt. only. 


358-7844 


DES Plaines — Deluxe 6 room 
bi-level apartment, 3 bed 


rooms, $225. 437-7955, after 
p.m. 
ADDISON-Schiller Park. New 


large two bedroom apart 
ments. Appliances. All utilitie 
but electricity included. From 
$165. 547-9070. 
PALATINE — New large 2 bed 
room apartment, separate 
dining room, heated full size ga 
rage. Near trains. No pets, 
Child OK. $175. 547-9070. 
SUBLET — 1 bedroom apart 


ment — Des Plaines, M 


Prospect area. $145. Will gii 
tenant 1 Mo. free rent for ta. 
ing over tease. Available AprL 
1st. Contact K. Groth 439-3190 
between 9 a m. 4 5 p.m., week 
days only. 
THREE room furnished apar 


ment. Near train. Palatine 


Immediate occupancy. $150 pe 
month. 358-9513. 


WHEELING — New Capri Ter- 


race Apartments. 1 & 2 bed- 


rooms, stove, refrigerator, heal 
ncluded, rec room, ample park- 
ng, swimming pool. LE 7-58-k 
or 537-8917 after 6:30 p.m. 
) N E 
bedroom 
unfurnished. 


Near North. Available April 


1st. $242. 642-7338. 
MMEDIATE occupancy. 2 bed- 


r o o m apartment, 
ground 


loor. 2 blocks from train sta- 
ion & shopping area. $175 Lo- 
cated in Arlington Heights. Con- 
act Mr. Phil, between 11 A.M - 
Noon daily, 392-5585. 
ADDISON — Furnished. 1 bed- 


room. All utilities paid. $155 


894-3804 
ARLINGTON 
Heights: 1-bed- 


r o o m , 4-apartment, ranch 


type building, carpeting, 
air- 


conditioned, lovely kitchen large 
kining area. 392-3178 evenings & 
weekends. 
ADDISON — 1 bedroom. Pri- 


vate entrance. $135. 894-3804 


READ CLASSIFIED 


WORKING girls wish to share 


bedroom, 2 bath with swim- 


ming pool. Deluxe apartment in 
Rolling Meadows. $76.50 per 
month. 358-9513. 
2 BEDROOM, carpeted, air con- 


ditioned, 5 blocks from train. 


Available April 1st. $186 month. 
358-9043. 
___ 


ARLINGTON 
Heights: 
Sub-1 


iease, April 1, 2 bedroom> 


apartment. 1% baths, $220. 392-1 
8104Jtterj p-m. 
' 


SUBLET one bedroom garden' 


apartment, $140. Occupancy 


April 1. Hoffman Estates. 894-, 
8913 after 6pm. 
' 


MOUNT Prospect Sublet, 2 bed- 


room apartment, 1V4 baths, 


air conditioned, carpeted. $185. 
437-7985. 
2 BEDROOM apartment, nicely 


furnished, 
$135 Near Rand-j 


hurst. CL 3-3476^ 
! 


1 BEDROOM"— includes utili- 


ties, except electric. Refrig- 


erator, stove. $150 Hoffman Es- 
tates. 529-8037. 
SMALL studio apartment. Fur- 


nished. Utilities included. 1 


year minimum. No pets. Elk 
Grove area 437-4801. 
NEW spacious 2 bedroom apart- 


ments, ton neighborhood, im- 


mediate occupancy. Carpeting, 
air conditioning, $175 per month 
and up. 426-7890, HA 6-7756. 


ROLLING Meadows—sublease 2 


b e d r o o m apartment, $180. 


Two months Renewable. Avail- 
able April 1st. Stove, refrig- 
erator, carpeting. 359-5394. 
HANOVER Park - 5 rooms, 3 


bedrooms, 2 baths. Carpeting. 


Heat. $200. 837-2928. 


One of the very best ways you 


can get a new baby started in 


life is by buying him or her a 


U.S. Savings Bond. And once 
you're started, keep on with it. 
As the baby grows, the Bonds 


you keep buying will grow, too. 
When the baby is ready for 
college, the Bonds will be 


ready to help pay for college, 


NOW—Higher Rates! 


Savings Bonds now pay 4.25% 


when held to maturity — and 


Freedom Shares (sold in com- 


bination with E Bonds) pay a 


full 5%. The extra interest will 
be added as a bonus at maturity. 


And now you can buy the 
Bond/Freedom Share combina- 
tion any time — no monthly 
commitment necessary. Get the 
facts where you work or bank. 


US Savings Bonds, 
new Freedom Shares 


T*€ V S. Ge*trj\mt*t *•«• n«e 
pay for (Au a4v«rtiMm«iit It 
u pr««*tit«d «J a puMw ume* 
in cooperation trtfA Ttu De- 
partment of (JU Trrafttnr M4 
TA« Adierttting Cavwcil. 
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PADDOCK PUBLICATIONS 
FRI., MAR. 7, 1969 


ACCUSING FINGER of fate is pointed at three plotting coeds 
by Christopher Jones who has been deteriorating in an iso- 
lated attic for days in humble submission to their whims. The 
scene is from the daring campus comedy, "Three in the At- 
tic" now playing at the Randhurst and Golf Theaters. 


3-743S 
MOUNT POOSPiCT 
Prcyom ln)ormo>len^; 


STARTS FRIDAY 
I 


OBEE ZWICK (Clarence Petersen) informs an awed Harold 
(Bob Farber) that Obee and bis buddies have formed a coop- 
erative called "Amalgamated Harold" to give him a crash 
course in culture to prepare him for entrance into proper 
society. Lew Brindle (Jim Grainge), another member of 
"A.H.," looks on skeptically. The scene is from the comedy 
"Harold" to be presented in a dinner-play format by Masque 
and Staff for three weekends, beginning March 14, at Ehlen's 
Green Tree Inn in Bensenville. Reservations may be made by 
calling 437-8707 between 4 and 9 p.m. 
M and S's 'Harold' 
Strictly for Fun 


- COM/WG — 


"THE 
IMPOSSIBLE YEARS" 


"CAIKIEIOT" 


mi PARKING 


'> block wvlh of corntr ol 


Mom S>. (At (3) and tulM Ay« 


If a ghostly moan and a rus- 


tling of dusty shrouds is heard 
emanating from the lower level 
of the Green Tree Inn on the 
evening of Friday March 14, it 
will most probably be George 
Bernard 
Shaw 
turning over 


painfully in his grave. 


The reason? On that Saturday 


evening, the Elk Grove Masque 
and Staff will open, for nine 
weekend performances, its din- 
ner production of the comedy, 
"Harold," a flagrant — and 
strictly lowbrow — burlesque of 
Shaw's "Pygmalion." 


"HAROLD." the seventh din- 


nerplay presentation of the Elk 
Grove group, tells the strictly- 
for-laughs story of three bowl- 


Tha Army Reservt con- 
sists of more than one 


million officers and 


enlisted men 
. and women, 
all dedicated 


"to the highest 


^principles of 


military 
service. 


> ARMY RESERVE 


rlinqton 


+J 
THIATII 


Weekdays op. 5:30 p.m. Shows 6 - 8 - 1 0 p.m. 
Sat. & Sun. op. 1 p.m. Reg. Show at 6 - 8 -10 | 
* NOW 
The Undergraduates vs.The Over-Thirties! 


My 


boyfriend 


is 
impossible!. 


He says I'm driving 
him crazy and that he's 
talked with his hygiene 
teacher about me. Poor 
Freddy, he's been stung 
by the birds and 
the bees! 


MX 


little sister 


is 
impossible! 


She asks me to lend her 
a bra...so I tell her to 
go get a band-aid. If she 
isn't reading "Fanny 
Hill," she's listening 
to my phone calls! 


My 


father 


is 
impossible! 


He can't understand why 
I'm failing gym class. 
He thinks all I have to 
do is "Show up and take 
a shower!" 


DAVID NIVEN 


'THE IMPOSSIBLE YEARS" 


i'**;,;',"'1' 
The Broadway hit is now a Hollywood howl 


!-"•"-'•", 
that bridges the generation gap with laughter! 


f">\tti •& 
md 
ntroducnf 


LOLA ALBRIGHT-CHAD EVERETT-OZZIE NELSON-CRISTINA FERRARE 


tV PH. 255-2125 FOR ALL PROGRAM INFORMATION # 


SAT. 
& SUN. 


MATINEES ONLY 


TWICE EACH DAY AT 1:30 and 3:30 P.M. 


Imagination's Tiniest Hero... 
In A Giant Of An Adventure... 


"TOM THUMB" 


Picas* Note: HOUM Ckored Before Our Regular Program Starts 


ng buddies in the Bronx who 
reate a cooperative, 
dubbed 


Amalgamated 
Harold," 
to 


mold the young brother of a de- 
ceased friend into the very im- 
ge of a proper young gentle- 
man so that he may win the 
and of a socially prominent 
roung lady. 


Assisted by a mixed bag of 
xperts in the cultural niceties, 
ley "bring him along slowly" 
and carefully in preparation for 
the big night. Harold, alas, 
>roves to be a reluctant student 
and a bitter disappointment to 
us Runyonesque teachers. The 
intervening dialogue and fast- 
moving action, however, pro- 
ride some of the best belly 
aughs in many seasons, accord- 
ng to the M and S spokesman. 


HAROLD" will be presented 


n the evenings of March 14, 15, 
6, 21, 22, 23, and 28, 29 and 30. 
n 
the 
dinner-play format, 


guests are served a full-course 
inner, and then remain at their 
tables for the play, which is 
performed on a platform stage. 


Admission is by reservation 
nly. 
Reservations 
may 
be 


made by calling 437-8707 be- 
ween 4 and 9 p.m. Saturday 
vening performances, because 
)f heavy demand, are restricted 
o patrons and their guests. 
The buffet dinner is served 
rom 7 p.m. on Fridays and Sat- 
urdays, and from 6 p.m. on Sun- 
days. 


THEY ENJOY making music! This smiling 
woodwind trio includes, from left to right, 
Barb 
Auge, 
Rhonda Wood, 
and 
Barb 


Schultheis. The girls are practicing the num- 
bers they will perform at the Arlington 


Heights Community Concert Association's an- 
nual campaign dinner to be held Monday, 
March 10 for board members, officers and 
campaign workers. The dinner will kick off 
the Associations annual membership drive. 


Around the Corner 
Feel Those Spring Breezes! 


DES PLAINES 


THEATRE GUILD 


presents 


March 7,8,14,15,21 & 22 


curtain rises at 8:30 p.m. 


$2.50 


($1.25 for students on Fridays) 
phone 296-1211 (4 -6:30 p.m.) 


for ticket reservations 


GUILD PLAYHOUSE 


(29 Lee Street Des Maims 


Bringing spring fever a little 


closer is the Shady Lane Play- 
house announcement of its sum- 
mer season run. The Playhouse, 
located in Marengo, will remain 
open from April 24 to Nov. 9. 


Plays under consideration in- 


clude "Star Spangled Girl," 
"Black Comedy," "The Best 
Laid Plans," "Come Live with 
Me," "There's a Girl in My 
Soup," "U.T.B.U.," "Everybody 


Loves Opal," and "What Did 
We Do Wrong?" 


TONIIGHT (Friday) the col- 


lege of DuPage will present the 
Sophia Loren-Marcello Mas- 
troianni comedy, "Yesterday, 
Today and Tomorrow." 
The 


film will be shown at the Mary- 
knoll College Auditorium, Route 
53 in Glen Ellyn beginning at 8 
p.m. 


THE 
COLORFUL 
repub- 


'The Flying Dutchman9 


Operalogue Presented 


A stormy voyage across the 


North Sea is said to have in- 
spired Wagner to write an op- 
era based on the legend of the 
phantom ship entitled "The Fly- 
ing Dutchman." An operalogue 
of the Richard Wagner work 
will be presented Wednesday, 
March 12 at 1 p.m. by the 
Northwest Chapter of the Lyric 
Opera Guild. The meeting will 
be held at the home of Mrs. 
Carleton Heiberger, 710 S. Be- 
verly Lane, Arlington Heights. 


Narrating will be Mrs. Roy E. 


Schwettman, of Inverness, 
a 


free lance writer, book review- 


ALWAYS A TOP SHOW 


AT THE 


O/XTL.OVV 


MOMS • MM777 OK MI-WT 


ONE SHOW AT 
1:00, EXCEPT 
FRI. & SAT. AT 


7:001*30 


ALSO SUN. MAT. 


AT 
3:00 


AIL SEATS - 7.00 


4 


ACADEMY 
AWARD 


NOMINATIONS 


INCLUDING 


"BEST PICTURE OF THE YEAR!" 


PARAMOUNT PICTURES i.rr,fnii 
ABHLFILM 
•IV 
FRANCO ZEFFIRELLI 
Production of 
ROMEO 
«fJULIET 


'PICTURE OF THE MONTHI *,„*>, 
visualized film! The flashes of nudity in the course of the 
wedding-night sequence are handled with taste and re- 
serve. It's a film to cherish!" 
« SEVENTEEN MAGAZINE 


HIGHLY RECOMMENDED FOR THE SERIOUS STUDENT AND ADULT 
AUDIENCE ("A-4") 


er, public speaker and TV 
writer. 


Soprano, Mrs. R. H. Nelson, 


also of Inverness, will sing the 
role of Senta. She presented the 
recent operalogue of "Manon 
Lescaut." 


Miss Mariuam Stieger of Bar- 


rington will return as accom- 
panist. 


lies of Central America are 
t o u r e d in "Seven 
Borders 


South," a film produced and 
narrated by Frank Klicar. The 
program, sixth of the Maine 
E a s t C o m m u n i t y Lecture 
Series, will be presented at 8 
p.m. 
Wednesday, March 12 in 


the Auditorium of Maine East, 
Dempster 
and Potter, 
Park 


Ridge. Tickets will be available 
at the door. Further information 
may be obtained by calling 299- 
7187. 
* 
* 
* 


THE MASQUERS, a North- 


lake community theatre group, 
is going to sock-it-to-ya! In pre- 
paring a laugh-in type of review 
to be presented in the spring, 
they are holding auditions at 8 
p.m. 
Tuesdays and Wednesdays, 


March 11 and 12, and 18 and 19. 


Singers, dancers, 
acrobats, 


and comedians are invited to 
try out in the basement of the 
Northlake Police Dept. building 
at 55 E. North Avenue. 


P O I L I M G M E A D O W 


F FKlt P A R K I N G 


SEIIERS 


E Von19 


99 


STARTS 
FRIDAY 
MAR. 7th 


Sat. & Sun. 
Reg. Show 


At 1 ;30 


man 


—ALSO— 


PITY POOR PAXTON QUIGLEY 
...just how much love 
can a young 
stand? 


IN 
THE 


^^^^^^^^^^^^^^MI^^^^^^B^^^^^^^B^MOMMM^M^H^^^^^BBMBB^^B^^^^^^^H^^H^^^BM 
Sat. & Sun 
Kiddies' Show 


•JATHC 
^^M^^^^F 
I •» [ fflffiy?) 


£'* The BIGGEST'Tom Thumb' 


4&<dfr kiddie show in town! 
3?-CvK FREtTTomThumliurnE 


\ 
VO*^ 
PEOPLE to EVERY CHILD] 


>P.Sr 
"PI N OCCHIO in OUTER SPACE" 


^ 
fy):30am-Starts11am 
'MAN from BUTTON WILLOW 


•••••••••••••••••••••••••••••••••••••••a** 


DOORS OWN • P.M. • 
lltctrle In-Cor Htafm 


Elmhurst Rood at 
HIGGINS-TOUHY 
N-W.TOLLWAY 
/TWl^VA 4-6137 


OUTDOOR DRIVE III 


CHILOBEN under 12 fREf 


SPECIAL GROUP RATES I SHOWINGS MAY 
III ARRANGED IV CALLING 311-9177 or 5M-S530 


Optn 


NOW! 
wndertinl sta 


H O F F M A N 
E S T A T E S 
SAT. I SUN. 


AT 3 P.M. 


Some men are 
starved for love... 


^•^^••^^^^•••^^^•M^Mi 


Paxton Quigley's 
problem was 
completely 
the 


• 1IM AMritM MMMMtMtl PMWM 


SATURDAY AND SUNDAY MATINEE "TOM THUMB' 


Christopher Jones 


Yvette Mimieux 


"3 IN THE ATTIC" 


plus 


George Scott 


Sue Lyon 


"FL/M FLAM MAN' 


G O L F MILJ;; 


• 
9 2 I C N. MILWAUKEE ' 


CY 6-4500 —M«»ine» Daily 
STXftTS FRI.. M4R. 7 


;" " H C 


C1K8 American lirtwMHoral Pictures 


R. 2, 4, 6, 8, 10 


CHILDREN'S MATINEES 
Sot. ft Sun., Mar. ••» 
TOM THUMB 


AT 12:45 & 2:30 


ACRES OF fREE P A R K I N G 


RANDHURST 


CINEMA 


Randhurst Shopping tenter 


Dial 392-9393 


NOW! 


Paxton Quigley is a 
prisoner of love... 
and completely 
exhausted! 


FRIDAY AT 


2:15-4:55-7:20-9:45 


Sot. & Sun. at 


3:45-5:55-8:00-10:00 


Mon. thru Thurs. at 


2:00-4:00-6:00-8:00-10:00 


FOR ALL KIDS! 


Saturday - Sunday 


MATINEES 


12:30 & 2:00 


MI newt Mtum 


JJJJ""j* 
WW MWV MMV MfMOT 


<&' 
-SZSSXSm- 
•as^scsasr" 


"Enlarged 6 Remodeled" 


COUNTRY CLUB THEATRE 


in the Old Orchard Country Club 


Euclid & Rand Roads 
• 
Mt. Prospect 


DINNER 


out 


THtAHR 


SAT. 
NITIS 


For Reservations 


CL 9-5400 


»6 
fl 
.VOW PL4YI/VC 


"THE GIRL IN THE 


FREUDIAN SLIP" 


Thtmter tor ChiMren . . . Smt. A Sun. — 2 f.m. 


HIOWUT MM CMM 
• 
rMKINI 
. 
lUUTIfW MCXTM UMM 


TfcMs it nnuiiMfT wart tut sun sum 


(Deadline: Monday and 


Wednesday, 9 a.m.) 
600 0? CLUB 


Womm225«rS50 


MM 250 or 400 


M»-AL WOLF, bowling for The Stag Shop in Bowlwood Mixed at 


Bowlwood, hit 235-221-233 Feb. 26. 


M3-28»—DAN LINDSAY, bowling in Camelot Sunday Mixers at 


Thunderbird, hit 289-l«9-205 March 2. 


««—STAN BIALKK. bowling for Kennedy Sheet Metal In Bowl- 


wood Scratch at Bowlwood, hit 226-221-229 Feb. 26. 


iMiZ-ZB.-i—EARL PKKdANDE. bowling for Corrugated Design Inc. 


in Men's Classic at Beverly, hit 189-265-208 Feb. 26. 


857-234—LEK W1NSKI. bowling for Sims Bowl in Paddock Women 


Classic at Elk Grove, hit 215-234-208 March 1. 


(54—TED r.EIERSBACH. bowling for Country Club Lounge in 


Tuesday Scratch at Hoffman, hit 198-236-220 Feb. 18. 


•5Z-BOB DRYSCII. bowling for Bee-N-Dee Sports in Tuesday 


Scratch at Hoffman, hit 213-214-255 Feb. 18. 


B4S-2W—HARRY VAN ORDEN. bowling for Capri Plumbing in 


Businessmen at Beverly, hit 267-202-179 March 4. 


MS—JOHN LIB A, bowling for Page Fence in Bowlwood Scratch 


at Bowlwood, hit 237-212-196 Feb. 19. 


M3-Z7J—LOIS OIEMSOE. bowling for Lattof Chevrolet in Pad- 


dock Women Classic at Elk Grove, hit 275-186-182 March 1. 


Ml—WERNER PREUTER. bowling for The Stag Shop in Bowl- 


wood Mixed at Bowlwood, hit 181-233-227 Feb. 26. 


(Ml—JIM DRYSCH. bowling for Bee-N-Dee Sports in Tuesday 


Scratch at Hoffman, hit 183-224-234 Feb. 18. 


R39-J1M HOWL AND. bowling for Hi-Lows in Wednesday Mixed 


at Beverl>, hit 218-232-189 March 2. 


837-LEN GOGOLA, bowling for Itasca State Bank in Bowlwood 


Scratch at Bowlwood. hit 226-204-207 Feb. 19. 


•37-AL BROWN, bowling for Striking Lanes in Paddock Classic 


at Hoffman, hit 246-205-186 March 1. 


635—RUDY ASMCS. bowling for Reds Higgins-Golf Barber Shop 


in Tuesday Scratch at Hoffman, hit 228-225-183 Feb. 18. 


•33—TOM NEARY. bowling (or Stores in American Airlines at 


Bowlwood, hit 245-173-215 Feb. 28. 


fiat—BOB VELORIA. bowling for Elk Grove V&S Hardware in 


Paddock Classic at Hoffman, hit 225-180-229 March 1. 


•31—STAN RZEWNlfKL bowling for Strangers in American Air- 


lines at Bowlwood, hit 192-227-212 Feb. 21. 


Ml—JIM HANSON, bowling for Schlitz Beer in Businessmen at 


Gunnell's. hit 223-187-221 March 4. 


Mo—RAY STIRBER, bowling for W. F. Fitzsimmons Co. in Men's 


Classic at Beverly, hit 234-190-206 Feb. 26. 


«Z7—Rl'HS ir.OE, bowling for Galie Plastering Co. in Business- 


men at GunneU's. hit 246-213-168 March 4. 


(I2S—LEE RASMfSSEN. bowling for Village Laundromat in Trin- 


ity Lutheran Men at Bowlwood, hit 188-231-206 Feb. 17. 


B24—CHRIS BAST, bowling for Team 6 in Friday Mixed Scratch 


at Hoffman, hit 190-202-232 Feb. 21. 


820—FRANK DICK, bowling for Airfreight in American Airlines 


at Bowlwood. hit 211-193-21H Feb 28. 


•19—ED TROYKE. bowling for Ro<*lle State Bank in Trinity Lu- 


theran Men at Bowlwood, hit 178-194-247 Feb. 17. 


tils—C.ORDY RICHARDS, bowling for Elk Grove V&S Hardware 


in Paddock Classic at Hoffman, hit 179-209-230 March 1. 


Bis—DON JACOBS, bowling for Maitre d' Restaurant in Paddock 


Classic at Hoffman, hit 181-227-210 March 1. 


•17-CARL CLAfSH'S, bowling for Team 6 in Friday Mixed 


Scratch at Hoffman, hit 224-159-234 Feb. 21. 


(il«—JIM ZANDI.o. bowling for Executive Cleaners in Bowlwood 


Scratch at Bowlwood, hit 180-214-222 Feb. 26. 


•is—RONALD GARR. bowling for Corrugated Design in Men's 


Classic at Beverly, hit 186-186-243 Feb. 26. 


R13—LES /IKES, bowling for Morton Pontiac in Paddock Classic 


at Hoffman, hit 189-193-233 March 1. 


615—BURT OOI.PII. bowling for Planning Dept. in Ekco Men at 


Jeff cry. hit 203-1R9-223 Feb. 27 


814—RL'SS GROSCH. bowling for Frcdericksen's in Rolling Mead- 


ows Majors at Rolling Meadows, hit 198-181-235 Feb. 26. 


ftu-ziw—BtU, MILLER, bowling for Miller Laskowskt in Tuesday 


Mixed at Hoffman, hit 268-176-170 Feb. 27. 


(M4—JAMES ENfiEL. bowling for Foremost Liquors in Merchants 


at Bwisenvillp. hit 213-212-189 Feb. 27. 


Bii-VERN REIKER. bowling for Team 3 in Friday Mixed 


Scratch at Hoffman, hit 231-175-205 Feb. 21. 


24941 i-WILLIAM WASCHOW. bowling for Pure Oil in Three 


Man Major at Beverly, hit 177-259-175 Feb. 28. 


•lo-JOHN WISNIEWSKI. bowling for Schlitz Beer in Business- 


men at Gunnell's. hit 224-185-201 March 4. 


909— BOB ROGERS, bowling for Jake's Pizza in Businessmen at 


Gunnell's, hit 212-197-200 March 4. 


W9-CHARLEY ELLIS, bowling for Pure-Benzenes in Pure Oil at 


Elk Grove hit 204-199-206 Feb. 27 


8W-OTTO STEDRONSKY. bowling for Stores in American Air- 


lines at Bowlwood, hit 208-191-210 Feb. 21. 


(WH-CHARLIE KLE1NOFEN. bowling for Pure-Thinners in Pure 


Oil league at Elk Grove hit 188-243-177. 


WH—NORM MILZ. bowling for Harold Nebel Insurance in St. Pe- 


ter Lutheran at Beverly, hit 220-221-167 Feb. 24. 


M8—KEN HEISE. bowling for Team No. 6 in Three Man Major at 


Beverly, hit 2M-204-195 Feb. 21 


«i7—DON SPERRY. bowling for Fox Cleaners in Wednesday Nile 


Men at Rolling Meadows, hit 208-199-200 Feb. 19. 


Wfi—ED MELTON, bowling for Arlington Country Club in 


Wednesday Men at Jeffery. hit 216-201-189 Feb. 26. 


iwi-RAY HINRICHS. bowling for Glenview Bike Sales in St. 


John Lutheran Men at Beverly, hit 201-216-189 Feb. 20. 


Mfi-CARL SCHWOLOW. bowling for Cobby's Plumbing in St. 


Peter Lutheran at Beverly, hit 190-193-223 Feb. 24. 


MM—DON CHRISTENSEN, bowling for Des Plaines Bowl in Pad- 


dock Classic at Hoffman, hit 215-180-211 March 1. 


MS-CARMEN VASTA. bowling for Yard Birds in VFW 2149 at 


Bensenvllle. hit 209-200-196 Feb. 17. 


MM—HERB STROM, bowling for Grove Provision in Queen of the 


Rosary at Elk Grove, hit 193-222-189 Feb. 24. 


•04—FRED BAASKE. bowling for Prinz Design in Wood Dale 


Men at Bowlwond, hit 154-214-236 Feb. 21, 


804—BOB I.OTK.V howling for The Texans in Sunday Nighters at 


Rolling Meadows, hit 235-214-155 Feb. 23. 


(MM—FRED FRANKENTIIOR. bowling for Burkett's Boozers in 


Men's Classic at Beverly, hit 202-191-211 Feb. 26. 


m-OIL RENHART, bowling for Roselle State Bank in Tuesday 


Scratch at Hoffman, hit 202-202-199 Feb. 18. 


002—GARY BLANC, bowling for Flying Dutchman in American 


Airlines at Bowlwood, hit 221-216-165 Feb. 28. 


W2—JAMES ARDEN, bowling for 1°) in Suburban Hot Shots at 


Beverly, hit 19B-183-221 Feb. 28. 


802—LORRIE KOCH, bowling for Aloha-Duchess Beauty Salons 


in Paddock Women Classic at Elk Grove, hit 184-235-183 March 1. 


Ml—BILL BREWER, bowling for Roselle Color Center in St. Wal- 


ter Men at nowlwood. hit 225-190-186 Feb. 28. 


MI-ART BINNEBOESE. bowling for Itasca State Bank in St. 


Luke at Bowlwood. hit 191-201-209 Feb. 25. 


Ml—DONALD JACOBS, bowling for S Sc B's in Wednesday Mixed 


at Beverly, hit 181-233-187 Feb. 26. 


MI-GRANT GALLOWAY, bowling for (?) in Queen of the Rosa- 


ry at Elk Grove, hit 154-243-204 Feb. 24. 


•fll—IRVING EWERT, bowling for Hcdlins Dairy in Majors at 


Hoffman, hit ian-191-220 Feb. 21. 


•01—JOHN NOVOTNY. bowling for Joy-Di in Friday Men at Gun- 


nell's, hit 1BH-198-217 Fcl) 28 


BOO—JOHN CEI.LA. bowling for Town & Country Builders in 


Sportsmen at Bowlwood. hit 191-214-195 Feb. 27. 


Mro—BOB KRISCH. bowling for Gaarc Oil Company in Paddock 


Classic at Hoffman, hit H9-234-207 March 1. 


r,9i»—Jl'DY CROSTON, bowling for Doyle's-Strlking Lanes in Pad- 
Mim-CONNIK ROHI.OFK. bowling for W C.W. Industries in Be- 


verly Ladies Classic at Beverly, hit 223-1B5-198 Feb. 21. 
dock Women Classic at Elk Grove, hit 196-190-204 March 1. 


5M-2ZH— MXRY LOf KOI.B. bowling for Bank of Elk Grove in 


Paddock Women Classic at Elk Grove, hit 186-171-226 March 1. 


•jtn—VI DOUGLAS, bowling for Girard-Bruns in Paddock Women 


Classic at Elk Grove, hit 207-177-196 March 1. 


57J-VERA BETKER, bowling for Klehm's in St. Peter Lutheran 


at Beverly, hit 202-206-171 Feb. 24. 


577—VIRGINIA Kamps, bowling for Winkelman's in Arlington 


Heights Women Keglers at Beverly, hit 168-194-215 Feb. 25. 


578—JAN BRODERICK, bowling for Morton Pontiac in Paddock 


Women Classic at Elk Grove, hit 209-177-190 March 1. 


574—WINNIE LOHSE, bowling for Hilltop Book Store in Beverly 


Ladies Classic at Beverly, hit 173-200-201 Feb. 21. 


571—LOTTIE ARMEL, bowling for W.C.W. Industries in Beverly 


Ladies Classic at Beverly, hit 178-201-192 Feb. 21. 


57»—VI BACH, bowling for W.C.W. Industries in Ladies Trio Clas- 


sic at Thunderbird, hit 220-166-184 Feb. 24. 


579—ISOBEL KOSI, bowling for Aloha-Duchess Beauty Salons in 


Paddock Women Classic at Elk Grove, hit 189-180-201 March 1. 


5(5—MOE MILLER, bowling for Morton Pontiac in Paddock 


Women Classic at Elk Grove, hit 167-198-200 March 1. 


565—MARGE LINDENBERG, bowling for Sims Bowl in Paddock 


Women Classic at Elk Grove, hit 199-184-182 March 1. 


562—LORRI FORSYTH, bowling for Skylarks in Thursday Eye 


Openers at Rolling Meadows, hit 189-183-190 Feb. 27. 


582—JOAN CHRISTENSEN, bowling for Girard-Bruns in Paddock 


Women Classic at Elk Grove, hit 182-189-191 March 1. 


560—PAT SCHNEIDER, bowling for Fawn Beauty Shop in Rolling 


Bowlers at Rolling Meadows, hit 185-158-217 Feb. 26. 


558—PEGGY HARRIS, bowling for Girard-Bruns in Paddock 


Women Classic at Elk Grove, hit 211-182-165 March 1. 


558-RENA METZ, bowling for Giovannelli's in Ladies Trio Clas- 


sic at Thunderbird, hit 202-190-164 Feb. 17. 


554—LU SCHOENBERGER, bowling for Doyle's-Strildng Lanes in 


Paddock Women Classic at Elk Grove, hit 162-204-188 March l. 


554—BONNIE KUHN, bowling for Des Plaines Lanes in Paddock 


Women Classic at Elk Grove, hit 173-215-166 March 1. 


267—BRUNO GUD, bowling for Bensenville Ben Franklin in Wood 


Dale Men at Bowlwood, hit 267 Feb. 21. 


255—PHIL ORSINI, bowling for Doyle's Pro Shop in 350 Scratch 


at Bensenville, hit 255 Feb. 18. 


253—JOHN MARQUI, bowling for Nebel Insurance in VFW 981 at 


Beverly, hit 253 Feb. 20. 


226—LORRIE SAWICKI, bowling for Teddy's Lounge in Beverly 


Ladies Classic at Beverly, hit 226 Feb. 21. 
Entr'acte 


B»tw«tn Snows Activities 
Of Art* Community Thtatrts 


Music enthusiasts in Wheeling 


and its neighboring commu- 
nities have one week left to par- 
take of the advantages of a resi- 
dential concert association. 


The Community Concert Asso- 


ciation of Wheeling will contin- 
ue its second annual member- 
ship campaign through Friday, 
March 14. Membership entitles 
one to the privilege of regular 


c o m i n g season include the 
Clebanoff Strings and the Don 
Shirley trio. Two additional con- 
certs will be announced at a lat- 
er date. 


C O M M E N T E D Marjorie 


Beu, 
publicity chairman for 


the Association, "Memberships 
are coming in well, showing 
clearly that the Wheeling com- 
munity is cognizant of the worth 


attendance at star attractions | of these fine concerts to the cul- 
minus the hour's drive into the I tural advantage of the area." 


Membership and 
city, where such events usually 
take place. 


For example, highlights of the 


formation 
may 


further in- 


be obtained 


from Miss Beu, at 537-8270, or 


Wheeling Concert series for the' from Judy Snow, at 537-2940. 


PADDOCK 
BJ1IBOABD 


bancing 


Entertainment 


BILLBOARD 
CALENDAR 


(Organizations wishing to list non-commercial events in the 
Billboard Calendar may do so by telephoning pertinent data 
to Rachel Heuman at Paddock Publications, 394-2300, Ext. 
271. No charge is made for listings.) 


Sunday, March 9 


—Northwest Symphony Concert at Maine Township H.S. West, 


3:30 p.m. 


—Harper College Community Chamber Orchestra concert at 4 


p.m. at Forest View H.S. 


Thursday, March 13 


—"Hobby Night" and "Muff and Jett," two one-act plays by 


Harper College Players at 8 p.m. in room 171 of Elk Grove H.S. 


Continuing Events 


Fridays and Saturdays through March 22—"A Delicate Balance" 


by Des Plaines Theatre Guild in Guild Playhouse, 620 Lee St., 
8:30 p.m. Ticket information at 296-1211 between 4 and 6:30 p.m. 


March 10 and 11—Open readings for Des Plaines Theatre Guild 


May production of "The Odd Couple" 8 p.m. in Guild Play- 
house. 


March 14-22, Fridays, Saturdays and Sundays—"Harold," dinner 


and play by Masque and Staff at Green Tree Inn. Reservations 
are necessary and can be obtained by calling 437-8707 between 4 
and 9 p.m. 


PADDOCK PUBLICATIONS 
FBI., MAR. 7, 1969 


Belvedere Restaurant & Lounge 
And Banquet Catering Facilities 


The Best In The West For Dining Elegance 


Famous For Our Family Style Banquets 


• Wedding FacittMi 
• Bowling Banquet! 
• Bridal Shawm 
• ChritKningt 
• Baby Shawm 
• Confirmations 
• Bar Mizvahs 
• Funeral 
• Luncheons 


And Anniversaries 


ol all kinds 
Banquet Rooms For All Occasions 


Serving 10 to 600 People 


6012 WEST GRAND AVE. • Phone BE 7-0512 


CHICAGO. III. 


SATURDAY AND Sunday matinees feature showings of the 
all color film, "Tom Thumb" at the Randhurst Cinema. 


Pianist-Teacher Gives 
Lecture-Demonstrations 


WHAT TEENAGER'S day at the beach would be complete 
without a horn-blowing Lothario? Cristina Ferrare is begin- 
ning to wonder if there isn't too much noise attached to swain 
Rich Chalet in "The Impossible Years" now at the Arlington 
Theatre. The MGM screen version also stars David Niven, 
Lola Albright, Chad Everett and Ozzie Nelson. 


Adele Marcus, pianist, teach- 


er, and lecturer of the Juilliard 
and Aspen Schools of Music, is 
being presented Monday and 
Tuesday, March 17 and 18 in 
two days of Master Classes anc 
Lecture-Demonstrations by the 
American Conservatory of Mu- 
sic in Curtiss Hall of the Fine 
Arts Building, 410 S. Michigan, 
Chicago. The classes are open 
to the public and are especially 
for piano teachers and students. 
A fee is charged. 


On Monday morning Miss 


Marcus will discuss "The Me- 
chanics of Technique" and use 
the Brahms - Paganini vari- 
ations and Schumann's Sym- 
phonic Etudes as illustrations 
On Tuesday morning she will 
perform Chopin's Sonata in B 
Minor and contrast it with 
Beethoven's Sonata in F sharp, 
op. 78 in her lecture entitled 
"Musicianship as a Basis of In- 
terpretation." 
These 
lectures 


begin at 10 a.m. 


On Monday and Tuesday af- 


ternoons students from the Con- 
servatory and Moody Bible In- 


V 
of ML PROSPECT 


INVITES YOU AND YOUR FAMILY 


TO ENJOY OUR 


SUNDAY BRUNCH 


EVERY SUNDAY FROM 10 P.M. TO 3 P.M. 


FEATURING: "CHEF CARVED" ROAST 
BEEF • 
SCRAMBLED 


EGGS • 
FRIED CHICKEN WITH HONEY & BISCUITS • 
AS- 


SORTED PASTRIES • ASSORTED SALADS AND VEGETABLES 


All You Can Eat... $2.50 PIUS TAX Children... "20c A tar 


200 E. Rand Road (RT. 12) 
Mt. Prospect, Illinois 


COME AND GET IT! 


ALWAYS A CALL TO GOOD FOOD ... YOU CAN BE. 
SURE THAT IT IS AT GUNNELL'S. YOU AND YOUR 
FRIENDS AND FAMILY COME FIRST ... AT LEAST 
YOU SHOULDI 


BIG BOY HAL at the ORGAN 


GUNNELL'S 


Rt 13 fc Rand Rfl.. Mt. Prospect 


NEW HOURS: 


Friendly Family 


Atmosphere! 


CL 3-8179 


Sunday thru Thursday 11:30 a.m. to 1:00 I.M. 
Friday I Saturday 11:30 a.m. to 3:00 a.m. 


stitute will perform works rang- 
ing from Bach to Rachmaninoff. 
They will be given "capsule les- 
sons" on stage by Miss Marcus. 
These classes will be from 1:30 
to 3:30 p.m. 


EMMA LAZARUS 


"Give me your tired, your poor, 
Your huddled masses yearning 


to be free, 


The wretched refuse of your 


teeming shore, 


Send these, the homeless, 


tempest-tossed, to me: 


I lift my lamp beside the 


golden door." 
The New Colossus: 
Inscription 


for the Statue of Liberty, New 
YorkHmrbor 


Buy U.S. Savings Bonds, 


new Freedom Shares 


HI66INS RD. CUTE. 72) AT OAKTON (RTF. Ill 


BANQUET FACILITIES FOR ALL OCCASIONS 


OPEN DAILY 
6 a.m. to 4 a.m. 


PHONE: 
439-2040 


DELICIOUS FOOD 


STEAKS . CHOPS - RIBS - LOBSTER t SEAFOOD 
E,\TERT.4Ii\WE\T NIGHTLY 


NOW FEATURING... THE GALENS 


SUNDAY and MONDAY-TOE SWINGERS 


439.2040 


Tiffiny's 
Beautiful 


Luncheons — Dinners 


American Polynesian 


Restaurant 


Cocktails... 


... also Famous for great 


Steaks, Prime Rib, Bar-B-Q Ribs and Seafood 


Entertainment and dancing on weekends 
Style show every Tuesday at 12:45 P.M. 


Banquet facilities for 25 to 150 


SUNDAY BUFFET 


All You Can Eat 
$2.95 


Children (under 8) 
».$1.75 


(.Noitn *hll Closing) 


"Cheaper than Cooking at Home! 
Phone: 299-5556 


North tip of Golf Mill Shopping Center, adja- 
cent to Mill Run Playhouse. 


SPRUCE 


NOW FEATURING 


FAMILY FOOD SPECIALS 


FROM 5P.M. TO 12P.M. 


UL LADIES 


DURING DINNER HOUR 


OAKTON 


2835 E. Higgins Rd. 


Elk Grove 


S.W. Corner Higgins & York 
HE 7-2866 
IPVIN& PK.RO. 


HOM 
FINDERS 


Homefinders — the BIG "H" in Home Buying • Homefinders 
I 
New Listings * 
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BARRINGTON 


Exciting split-level on large wooded lot overlooking lake * 
spacious bedrooms, 2 full baths, 2'/i-car attached garage. Car 
peted living room, large dining ell, additional reading room. 


$44,500 


BUFFALO GROVE 
Almost new 3-bedroom, I'/j-bath raised ranch. Large family 
room PLUS a bonus room as well as a utility room. Large dining 
ell and generous kitchen eating space. 2-car garage has extra 
storage. Living & dining rooms and hall are carpeted; drapes 
throughout are included, also dishwasher. Two 220 lines, beau- 
tiful hardwood floors, marble vanity, sodded yard. Home is 
immaculate — just place your furniture and start enjoying it! 
Immediate possession. 
Only $31,900 


LUXURIOUS LIVING 
with cenfra/ air conditioning and humidifier in this lovely 4-bed- 
room, 2Vz-bath tri-level! Lots of living space with very large 
family room, a foyer that is almost room-sized and large dining 
ell. Built-in oven and range, dishwasher and disposal, carpeted 
living and dining rooms, hall and stairs. 2Vi-car garage has 
electric door opener. It's yours at 
$47,900 


COUNTRY CLUB AREA 


This very sharp 3-bedroom, I'/z-bath brick and frame ranch 
home overlooks Rob Roy Golf Course. Conveniej t to shopping 
and schools, too! Kitchen with dishwasher and range included 
has a brand new floor. Home also has new wiring. Wall-to-wall 
carpeting is included in 2 bedrooms as well as living room and 
hall. Nice fireplace in living room, pull-down stairway to attic 
and attached 2-car garage. Be ready to enjoy spring and 
summer months in real country atmosphere! 
$32,900 
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EXCLUSIVE CUMBERLAND LOCATION 


for this 2-bedroom, centrally air conditioned all 
brick ranch. It couldn't be more convenient — 
you can walk to shopping, schools, train and 
YMCA! 31-ft. living, dining room combination 
with stone fireplace, paneled rec room, full base- 
ment. 1 '/2-car garage. 
$38,800 


4 BEDROOMS 


Throw a party! You will be proud to invite the 
neighbors over to view your new 4-bedroom 
ranch home. Gracious living room, dining "L," 2 
full baths. Festive family room. 2-car attached 
garage, Entertaining will be a delight when you 
use the convenient modern appliances.$34,900 
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QUALITY CONSTRUCTION 


and attractively landscaped 100x200' lot are 
part of the charm of this 3-bedroom, 1 Vi-bath 
brick ranch. Separate dining room, full base- 
ment, fireplace in living room, carpeting and 
drapes, washer and dryer and 2-car garage. 
Oak floors throughout. 2-car attached garage 
and large patio for summertime living. King-size 
basement ready for family activities. Just a short 
hop to big city shopping at Randhurst and across 
from country club facilities 
$40,900 


CONTEMPORARY DUPLEX 


Elegant! Contemporary! Different! Income pro- 
ducing! Are these words that describe what you 
are looking for? You will find it in this fashion- 
able tri-level duplex. Each unit has 8 rooms — 4 
bedrooms. One unit has handsome fireplace. 
Trade available let someone else pay the mort- 
gage1 
$70,000 


SPRINGTIME FRESH 


. . . and better than new! This year-old 4-bed- 
room brick and aluminum raised ranch is in top 
condition. 1'/? baths featuring double vanity, 
large family room, good-sized dining ell, 2'/i-car 
garage and large deck for summer enjoyment. 
Kitchen has washer, dryer, built-in oven and 
range,- living room, dining room and hall are 
carpeted; kitchen has ceramic tile. Centrally air 
conditioned and professionally landscaped. 


$38,500 


BUFFALO GROVE 


Brick and alum, constructed ranch. 3 bedrooms, 
kitchen-dinette combination. Full basement. Love- 
ly landscaping. SHARP. Priced to sell at 


$25,500 


THE BIG 
in Home Buying 


and Selling 


Let 
Sherlock 
Home 


finders 
solve all youi 


home buying and selling 
problems! 


Call today 


Homefinders 


IDEAL FOR THE YOUNG FAMILY 


. . . located in a quiet neighborhood, convenient 
to everything! 3 bedrooms, large kitchen with 
good eating space, washer, dryer and electric 
range with double oven. Drapes, storms & 
screens are included. The yard is completely 
fenced and nicely landscaped and includes a 
garden shed. The home is newly redecorated and 
an excellent value a* 
$21,000 


H" in Home Buying • Homefinders 


Featured Value 


BRICK FOR BRICK 


you couldn't find a better buy than this home in 
a beautiful neighborhood of tree-lined streets. 
Handsome living room with bay window and 
dining ell, 2 spacious, bright bedrooms, full 
basement with partially finished rec room. Low 
taxes and just 
$27,900 


BESIDES 4 BEDROOMS 


there is o room suitable for an office or den in 
this surprisingly large split-ranch home — roady 
to move into. 26'xl6' comfortable fun /oom, 
dining L, 1 Vi -car attached garage plus an in- 
credible storage area for a home of this size. 
Well suited for a large family. 
$33,500 
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DES PLAINES 


Close-in location, only 4 blocks to train. 2 bed- 
rooms plus family room, Ite-car garage, base- 
ment, aluminum siding, triple-track screens. Ideal 
for a young couple or as o retirement home. 
Convenient financing 
Asking $23,900 


IN EXCLUSIVE HAWTHORNE WOODS 


If you love wide, open spaces, this is for you! Large, roomy home 
with over 2,000 sq. ft. of floor space on a 180x202' lot in an 
area of fine residences. This was custom-built and is not old 
enough for the landscaping to have matured. Of rough sawn 
cedar for low maintenance with 4 bedrooms, 2 V* baths, sepa- 
rate dining room, family room with fireplace, utility room, large 
foyer with terraza floor and very large basement. Some of the 
extras are built-in oven and range, dishwasher and kitchen hood, 
attic fan and parquet floors. An oversize 2'/i-car garage com- 
pletes this spacious picture. 
$45,900 
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at BUFFALO GROVE 
at MT. PROSPECT 


100 W. Dundee Rd. 
900 E. Northwest Hwy. 


537-3200 
259-9030 


Robert Zaun, Broker 
Ralph Edgar, Broker 
HOMEFINDERS 


•REALTORS. 


at PALATINE 
at ARLINGTON NTS. 


101 S. Northwest Hwy. 
2 W. Northwest Hwy. 


358-0744 
255-2090 


David Manner, Broke* 


Member M.A.P, Multiple Listing Service 


Member of Northwest Suburban Board or Realtors 


Robert Harris, Broker 


OPEN 9 to 9 


FRI., MAR. 7, 1%9 


Real 
Estate 
Section 


MITCHELL 
CLAUSER 


Clauser, 
Mitchell 
Elected 


Bryan H. Mitchell has been 


elected controller and Jerome 
N. Clauser, assistant treasurer, 
by the board of directors, A. C. 
Nielsen Company, international 
marketing research firm. The 
announcement was made by 
Jack A. Wennerstrom, recently 
elected chief financial officer, 
vice president and treasurer. 


For the past year, Mitchell 


has been assistant treasurer. 
Prior to joining Nielsen in 1965, 
he was Controller for a Midwest 
manufacturing 
company. He 


graduated from Northwestern 
University with an M.B.A. de- 
gree in Accounting. 


He resides at 2731 N. Ridge 


Ave. in Arlington Heights. 


Clauser has been budget and 


insurance coordinator for Niel- 
sen since 1965. He also worked 
in accounting for 12 years at 
Pure Oil Company, after earn- 
ing a B.S. degree from the Uni- 
versity of Illinois. 


He resides at 302 S. Kenil- 


worth in Mount Prospect. 
Baxter Labs 
Promotes 2 


ABER 
HOTH 


B a x t e r Laboratories, Inc., 


Morton Grove, recently an- 
nounced the promotion of two 
Wheeling residents. Donald D. 
Hoth, who was promoted to 
marketing services manager. 
He has been with the company 
for four years, and previously 
served as sales trainee, medical 
service representative and as- 
sistant marketing services man- 
ager. He is a graduate from the 
University of Iowa with a 
B.B.A. degree. 


William T. Aber, was pro- 


moted to manager-adminis- 
trative services for Baxter In- 
ternational, a division of Baxter 
Laboratories, Inc. He has been 
with the company for three 
years, and previously served as 
personnel manager for Baxter 
International and the 
Wall- 


erstein division. He is a gradu- 
ate of the University of Pitts- 
burgh with a B.S. degree. 


B a x t e r Laboratories, Inc., 


manufactures and markets a di- 
verse line of products in the 
h o s p i t a l and health fields 
around the world. 


Lenahan Named 
Asst. Cashier 


Edward T. Lenahan, 85 St. 


M a r y ' s Parkway, 
Buffalo 


Grove, has been appointed as- 
sistant cashier in the retail 
banking department at Conti- 
nental Illinois National Bank 
and Trust Co. 


He came to the bank in Octo- 


ber, 1966, as a credit approver 
in the Town & Country Charge 
division. He was named assist- 
ant manager of charge card 
credit in August, 1967, and man- 
ager in January, 1968. 


MOTEL AND 
RESTAURANT 


10M S. MtankM to. 


KkMHw. IMMb 
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EXAMINING iguana for parasites is Dr. Jo- 
seph Kunzer of Addison. The lizard will be 
one of several exotic pets including a young 


lioness on display at Sunday's open house at 
the animal hospital in Bensenville. 


4-VILLAGE SEWER 
SYSTEM STUDIED 


Village attorneys and engineers from Roselle, Bloomingdale, 


Addison and Glendale Heights will meet to decide legal, financial 
and engineering feasibility of a "quad-village authority" for a 
sanitary system to service the four municipalities. 


Village presidents' administrators, trustees, engineers, and 


lawyers met Wednesday night in Addison's Municipal Building to 
kick-off the formation of a sanitary district or authority. 


IT WAS AGREED that village 


attorneys and engineers would 
report back to the steering com- 
mittee of village presidents on 
March 20 at 8 p.m. in the 
Roselle Village Hall. 


Attorneys will research legal 


aspects and restrictions of a 
sanitary district or authority 
and how the project can be fi- 
nanced. 


Engineers will estimate the 


type 
of work 
and 
capacity 


needed and come up with a 
"ballpark" cost figure. The fig- 
ure would probably be a min- 


imum-maximum estimate. 


The four villages sought delay 


of the county's plans to hold a 
countywide sewer referendum 
in April. The state legislature 
put a crimp in the plan. 


The vote cannot be taken until 


at least mid-summer. 


THE FOUR villages want o 


keep the power of sanitary ser- 
vice in their combined areas as 
a lever of annexation. 


A sanitary district under law 


wpuld have to service anyone 
nthin the district. 


A POLICE DOG attacks Tony Selch, of 424 S. Mar- 
ion, Bensenville, as If he is a burglar or thief trying 


to make a get-a-way. Demonstration in the effec- 
tive use of dogs in police work will be given Sunday 


at an open house at the Bensenville Animal Hospi- 
tal, 1032 W. Irving Park Road. 


Teacher Pay About 


Same in Diocese 


Elementary 
and 
secondary 


lay teachers in the Jollet Dioc- 
ese will continue on much the 
same salary schedule next year 
•s they had during the current 
school year. 


Beginning teachers 
with 
a 


bachelor's degree will start at 
$6,000 as they had last year, 
while beginners with a master's 
degree will start with $6,600 - 


a $100 raise over last year's 
base. 


The revised salary schedule, 


effective next September, was 
announced after a recent spe- 
cial meeting of the board of 
education. 


LAY TEACHERS in the Chi- 


cago diocese will start with the 
same beginning salary sched- 
! ule, but are guaranteed at least 


Tree Planting 
Plan Pondered 


Itascn property owners may 


be asked for comments by vil- 
lage officials concerning a tree 
planting program on a 50-50 
sharing basis 


Such a proposal was offered 


by Trustee Roy Johnson this 
week during the regular meet- 
Ing of the village board. 


Itasca has lost some 250 dis- 


eased trees the past few years 
and an additional 38 trees are 
being cut down in the village at 
the present time, according to 
Johnson. 


JOHNSON presented his plan 


to sound out board members, 


explaining that such a replace- 
ment program could offset the 
loss of trees in the village. 


"If the people would be recep- 


tive to sharing the cost of re- 
planting the new trees, it might 
be well for the board to consid- 
er implementing such a pro- 
gram," he said. 


Itasca has a master tree- 


planting plan prepared by John 
DeKamp, village forester. 


The plan throughout the vil- 


lage suggests 25 different tree 
varieties 
which could assist 


property owners in the type of 
program suggested by Johnson. 


a 7 per cent increase beginning 
in September, 1970. 


According to a release from 


the Joliet Catholic Schools Of- 
fice, the newly adopt edschedule 
is built on an index-ratio basis 
to provide incentive to the 
teachers for undertaking ad- 
vanced study. 


While the difference between 


the beginning for bachelor's and 
master's degrees is a "relative- 
ly modest" 10 per cent, the size 
of 
the 
differential increases 


each year, the release said. 


By the tenth year, when the 


teacher with a bachelor's de- 
gree is making 138 per cent of 
the base salary, the teacher 
with the master's degree is 
making 160 per cent and the 
teacher with a master's degree 
plus 30 hours is making 183 per 
cent. 


THE HIGHEST salary per- 


missible on the schedule is $10,- 
980 for a teacher with a mas- 
ter's degree plus 30 hours on 
the tenth step. 


The schedule will be reviewed 


again next year. 


"We would love to be able to 


raise the base at that time," 
Supt. Fr. Nales Gillen said, 
"and, hopefully, some form of 
outside aid will enable us to do 
just that." 


The county plan also would 


take away the lever. 


The alternative is to form a 


sanitary authority as the vil- 
lages want. This would limit 
service to selected persons and 
developers to encourage their 
annexation into a village. 


Village presidents and engi- 


neers agreed the county plan 
was a good one, but not com- 
patible with expansion needs. 


However at a later date the 


sanitary authority and facilities 
created by it could join a coun- 
tywide plan, the representatives 


"WE JOINED in the effort 


even though we have present 


expansion room for 2,000 more i 
in our sewer plant," Roselle Vil-; 
lage Pres. Robert Frantz said, 
j 


"We would ultimately benefit 


from this venture." 
i 


Bloomingdale Village Pres. 


Stanley Haverkampf and Glen- 
dale Heights Village Pres. Wil-1 
liam Keating said their villages; 
were in need of treatment facil-; 
ities. 


"We are the most needy of 


the four villages here," Haver- 
kampf said. 


Keating said his village is 


proceeding with plans to double 
its' one-million-gallon plant and 
is not waiting for the four-vil-: 
lage system. 


The system would run from 


Roselle 
to Glendale Heights 


where a treatment plant would 
be built. 


DURING DISCUSSION of a 


group name, Roselle Trustee 
Betty 
Lou 
Mann suggested 


"GRAB," representing the first 
letters of the four villages. 


F r a n t z joked perhaps it 


should be "BRAG." 


"You can't brag about our 


sewers," Mrs. Mann retorted. 


The steering committee 


subject to approval by all 
village boards. 


Addison Village Pres. Harij 


Warthen was named chair 
of the committee. 


More Juvenile 
'Rights' Coming 


"The time is coming when 


juveniles will have more legal 
rights than adults," Thomas 
Benda, DuPage County public 
defender's office, said Wednes- 
day. 


"They will get the 
same 


rights to jury trial and police 
questioning only in the presence 
of their attorney soon," he said. 


"They deserve as much and 


more legal rights to protect 
them in the legal process of ar- 
rest and courts as adults." 


Benda is a public defender as- 


signed to juvenile court cases in 
DuPage County. He spoke to the 
I l l i n o i s Welfare Association 
Dist. 2 meeting, at St. Andrew's 
Country Club, near West Chi- 
cago- 
"We protect the rights of the 


COURT DECISIONS in 1966 child, but also try to help him 


si'l up the procedure for having find his way back into society." 
a public defender for juveniles, 
Benda referred to county de- 


he said. 
, tention homes as a place for 


kid and take him away from his 
home," he said, "to place him 
in 
a better 
situation, 
even 


though it would benefit the 
child." 


There will have to be a com- 


bined push on state legislatures 
to get more money and more 
foster and detention homes, he 
said. 


The effort to help the repeat- 


ing offender with state aid must 
be made, he added. 


"WE IN THE public defend- 


er's office try not to win the 
case and lose the child," he 
said. "In other words, get a kid 
off on a technicality when some 
court control may do him more 


This was not done previously, 


he added. 


"The probation departments, 


police and courts will have to 
stop and think more in the fu- 
ture on what is the proper way 
to handle a juvenile case," he 
said. 


"It will be harder to get at a 


helping youths in trouble. 


The DuPage County Board of 


Supervisors is expected to re- 
view plans for a county deten- 
tion home in the r.ext two 
weeks. 


Tentative groundbreaking for 


the home is set at Sept. 1 this 
year. 


1 
"There is no such thing as no 


; detention home experience; ei- 
jther it's 
bad or good, not 


i neutral," Marian Tevis, super- 


1 intendent of the Kane County 


i youth home, said at the meet- 
ing. 


"TIME 'SPENT in the deten- 


tion home, no matter if three 


: days or three months, will ei- 


i ther hinder or help the youthful 


1 offender. 


"Illinois municipalities must 


hang their heads in shame for 


: the lack of juvenile facilities in 
jthis state.'' he said. There are 
Inine communities which have 


, homes for juveniles, he said, 


; and fewer than that have recog- 
nized programs of rehabilita- 
tion. 


Last year, 400,000 juveniles 


were confined by authorities, he 
said. 


Of this. 90,000 stayed in jails 


cf which only 20 per cent wer« 


, considered adequately equi] 


i or kept, he added. 


The average cost to taxpa; 


for each 45-year-old man 
volved in a life of crime 
$125,000, he said. 


"It is cheaper to help am 


(Continued on Page 4) 


Average $827 Pay 
Hike for Teachers 


DR. JOSEPH KUNZER treats a friendly looking dog for an 
ear ailment. See story inside today's Register. 


(Staff Photos) 


Lake Park High School teach- 


ers will receive an average S827 


! raise in their salaries next year, 


i according to a plan approved by 


i the board of education in a 
' c l o s e d 
executive 
session 


: Wednesday night. 
| 
Since the action was taken in 


i closed session, it was in direct 
| violation of the Illinois Open 


'• Meetings Law. 


I 
The salary raises will mean 


an additional $53,375 adjustment 


\ in the education fund budget for 


; 1969-70. Along with other salary 


I and cost adjustments, the addi- 
! tional expenses of the fund will 


: total $154,075. 


j 
The plan also included in- 


• creases in hourly wages for be- 
; hind-the-wheel driver education 


i from $4.50 to $5, an increase in 


j summer school wages from $6 


j to $6.75, and increases in extra 
! duty contracts. 
' 
Under the district's innovative 


: responsibility-salary 
program, 


| teachers are placed in one of 
! five groups ranging in responsi- 
bility from being a member of a 


I teaching team to a high position 


] of curriculum planning and di- 
rection. 


SALARIES 
IN 
group one, 


those teachers of highest re- 


i sponsibility, go up to a max- 
|imum base salary of $12,000 
with a maximum differentiated 
responsibility increment of $3,- 
000. 


[ 
Group two salaries could go 


up to a maximum of $11,500 


1 with a maximum differentiated 
responsibility increment of $2,- 


1000 while group three salaries 
could go up to a maximum of 
Sll.OOO with a maximum differ - 


! e n t i a t e d responsibility 
in- 


| crement of $1,000. 
' 
Group four salaries could go 


; up to a maximum of $10,000 and 
group five up to a maximum of 
$9,000. There are no maximum 
differentiated responsibility in- 
crements for these two lowest 
responsibility groups. 


These, however, are max- 


imum salaries a teacher could 
reach for the responsibility he 
carries. They do not indicate 
the lowest a teacher could earn 
in the district. 


SUPT. CARL Forrester said 


: he hoped the 15 to 20 new teach- 
er replacements for next year 
could be hired for $6.900 to $7,- 
000 


Predicting 
the 
competitive 


salaries ranging from 57,000 to 
$7,500, Forrester said, 
"We'll 


i have to sell them i prospective 


i teachers) on everything about 
! Lake Park but money." 


Lake Park teachers receiving 


a differentiated 
responsibility 


increment as well as the base 
pay will be hired under two con- 
tracts rather than the con- 
ventional single contract. 


! 
Seventy-five per cent of any 


: increase in pay will be written 


I in under a differentiated con- 


i tract with 25 per cent under the 


1 regular base salary contract. 


This is done to protect the dis- 


trict against the teacher who 


; cannot live up to the increased 


i responsibility. 


i 
Under law the base salary 


cannot be reduced, but the dif- 


, ferentiated salary written under 
a separate contract could be 


', rescinded if the promotion does 
not work out. 


ASKED HOW the program in 


its first year is shaping up, For- 


: rester said the "best evidence is 
the enthusiasm of the faculty 
for the system." 


Teacher 
evaluation 
begins 


with the "number threes." typi- 
cally team teachers, is pro- 
cessed through "number twos" 
under the leadership of teachers 


1 in group one. 


i 
The evaluations are given tn 


administrative 
assistants 
Dr. 


| Eugene Swicrczuwski and Stan- 
: Icy Wheeler who add their eval- 
uatioas and turn the 
whole 


package over to Forrester who 


i serves as moderator or arbiter 


if necessary. 


He will then make a decision 


on final recommendations to the 
board and "plug these people 
into a dollar amount according 
to criteria," Forrester said. 
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4-VILLAGE SEWER 
SYSTEM STUDIED 


EXAMINING iguana (or parasites is Or Jo- 
seph Kunzer of Addison The lizard will be 
one of several exotic pets including a young 


lioness on display at Sunday's open house at 
the animal hospital in Bensenville. 


Village attorneys and engineers from Roselle, Bloomingdale, 


Addison and Glendale Heights will meet to decide legal, financial 
and engineering feasibility of a "quad-village authority" for a 
sanitary system to service the four municipalities 


Village presidents, administrators, trustees^ engineers, and 


lawyers met Wednesday night in Addison's Municipal Budding to 
kick-off the formation of a sanitary district or authority 


IT WAS AGREED that village 


attorneys and engineers would 
repcit back to the steering com- 
mittee of village presidents on 
March 20 at 8 pm in the 
Roselle Village Hall 


Attorneys will research legal 


aspects and restrictions of a 
sanitary district or authority 
and how the project can be fi- 
nanced 


Engineers will estimate the 


type of work and capacity 
needed and come up with a 
' ballpark" cost figure The fig- 
ure would probably be a min- 


imum-maximum estimate 


The four villages sought delay 


of the county's plans to hold a 
countywide sewer referendum 
in April The state legislature 
put a crimp in the plan 


The vote cannot be taken until 


at least mid-summer 


THE FOUR villages want o 


keep the power of sanitary ser- 
vice in their combined areas as 
a lever of annexation 


A sanitary district under law 


would have to service anyone 
within the district 


A POLICE DOG attacks Tony Selch, of 424 S Mar- 
ion, Bensenville, as if he is a burglar or thief trying 


to make a get-a-way Demonstration in the effec- 
tive use of dogs in police work will be given Sunday 


at an open house at the Bensenville Animal Hospi- 
tal, 1032 W Irving Park Road 


Teacher Pay About 


Same in Diocese 


Elementary 
and secondary 


lay teachers in the Joliet Dioc- 
ese will continue on much the 
same salary schedule next year 
as they had during the current 
school year 


Beginning teachers with 
a 


bachelor's degree will start at 
$6,000 as they had last year, 
while beginners with a master's 
degree will start with $8,600 - 


a $100 raise over last year's 
base 


The revised salary schedule, 


effective next September, was 
announced after a recent spe- 
cial meeting of the board of 
education 


LAY TEACHERS in the Chi- 


cago diocese will start with the 
same beginning salary sched- 
tue, but are guaranteed at least 


Tree Planting 
Plan Pondered 


Itascn property owners may 


be asked for comments by vil- 
lage officials concerning a tree 
planting program on a 50-50 
sharing basis 


Such a proposal was offered 


by Trustee Roy Johnson this 
week during the regular meet- 
inn of the village board 


Itasca has lost some 250 dis- 


eased trees the past few years 
and an additional 38 trees are 
being cut down in the village at 
the present time, according to 
Johnson 


JOHNSON presented his plan 


to sound out board members, 


explaining that such a replace- 
ment program could offset the 
loss of trees in the village 


"If the people would be recep- 


tive to sharing the cost of re- 
planting the new trees, it might 
be well for the board to consid- 
er implementing such a pro- 
gram," he said 


Itasca has a master tree- 


planting plan prepared by John 
DeKamp, village forester 


The plan throughout the vil- 


lage suggests 25 different tree 
varieties which could assist 
property owners in the type of 
program suggested by Johnson. 


a 7 per cent increase beginning 
in September, 1970 


According to a release from 


the Joliet Catholic Schools Of- 
fice, the newly adopt edschedule 
is built on an index-ratio basis 
to provide incentive to the 
teachers for undertaking ad- 
vanced study 


While the difference between 


the beginning for bachelor's and 
master's degrees is a "relative- 
ly modest" 10 per cent, the size 
of the differential increases 
each year, the release said 


By the tenth year, when the 


teacher with a bachelor's de- 
gree is making 138 per cent of 
the base salary, the teacher 
with the master's degree is 
making 160 per cent and the 
teacher with a master's degree 
plus 30 hours is making 183 per 
cent 


THE HIGHEST salary per- 


missible on the schedule is $10,- 
980 for a teacher with a mas- 
ter's degree plus 30 hours on 
the tenth step 


The schedule will be reviewed 


again next year 


"We would love to be able to 


raise the base at that tune," 
Supt 
Fr 
Nales Gillen said, 


"and, hopefully, some form of 
outside aid will enable us to do 
just that." 


The county plan also would 


take away the lever 


The alternative is to form a 


sanitary authority as the vil- 
lages want This would limit 
service to selected persons and 
developers to encourage their 
annexation into a village 


Village presidents and engi- 


neers agreed the county plan 
was a good one, but not com- 
patible with expansion needs 


However at a later date the 


sanitary authority and facilities 
created by it could join a coun- 
tywide plan, the representatives 


"WE JOINED in the effort 


even though we have present 


expansion room for 2,000 more 
in our sewer plant," Roselle Vil- 
lage Pres Robert Frantz said 


"We would ultimately benefit 


from this venture " 


Bloomingdale Village Pres 


Stanley Haverkampf and Glen- 
dale Heights Village Pres Wil- 
liam Keating said their villages 
were in need of treatment facil- 
ities 


"We are the most needy of 


the four villages here," Haver- 
kampf said 


Keating said his village is 


proceeding with plans to double 
its one-million-gallon plant and 
is not waiting for the four-vil- 
lage system. 


The system would run from 


Roselle to Glendale Heights 
where a treatment plant would 
be built 


DURING DISCLSSION of a 


group name, Roselle Trustee 
Betty 
Lou 
Mann suggested 


"GRAB " represeming the first 
letters of the four villages 


F r a n t z joked perhaps it 


should be "BRAG" 


"You can't brag about our 


sewers," Mrs Mann retorted 


The steering committee is 


subject to approval by all the 
village boards 


Addiscn Village Pres Harry ; 


Wartnen was named chairman | 
of the committee 


More Juvenile 
'Rights' Corning 


"The time is coming when 


juveniles will have more legal 
rights than adults," Thomas 
Benda, DuPage County public 
defender's office, said Wednes- 
day 


"They 
will get the same 


rights to jury trial and police 
questioning only in the presence 
of their attorney soon," he said 


' They deserve as much and 


more legal rights to protect 
them in the legal process of ar- 
rest and courts as adults " 


Benda is a public defender as- 


signed to juvenile court cases in 
DuPage County He spoke to the 
Illinois Welfare Association 
Dist 2 meeting, at St Andrew's 
Country Club, near West Chi- 
cago 


COURT DECISIONS in 1966 


set up the procedure for having 
a public defender for juveniles, 
he said 


This was not done previously, 


he added 


"The probation departments, 


police and courts will have to 
stop and think more in the fu- 
ture on what is the proper way 
to handle a juvenile case," he 
said. 


"It will be harder to get at a 


kid and take him away from his 
home," he said, "to place him 
in a better 
situation, 
even 


though it would benefit the 
child " 


There will have to be a com- 


bined push on state legislatures 
to get more money and more 
foster and detention homes, he 
'said 


The effort to help the repeat- 


, ing offender with state aid must 
be made, he added 


"WE IN THE public defend- 


er's office try not to win the 
case and lose the child," he 
said "In other words, get a kid 
off on a technicality when some 
court control may do him more I 
good 


"We protect the rights of the 


child, but also try to help him 
find his way back into society " 


Benda referred to county de- 


tention homes as a place for 
helping youths in trouble 


The DuPage County Board of i 


Supervisors is expected to re-1 
view plans for a county deten-. 
tion home in the next two 
weeks 


Tentative groundbreaking for I 


the home is set at Sept 1 this | 
year 


"There is no such thing as no 


detention home experience, ei- 
ther it's bad or good, not 
neutral," Marian Tevis, super- 
intendent of the Kane County 
youth home, said at the meet- 
ing 


"TIME SPENT in the deten 


tion home, no matter if three 


1 days or three months, will ei- 
ther hinder or help the youthful 
offender 


"Illinois municipalities 
ufusT 


hang their heads in shame for 
the lack of juvenile facilities in 
this state," he said 
There are 


nine communities which have 
homes for juveniles, he said, 
and fewer than that have recog 
nized programs of rehabilita- 
tion 


Last year 
400,000 juveniles 


were confined by authorities, he 
said 


Of this 90000 stayed in jails 


of which only 20 per cent were 
considered adequately equipped, 
or kept, he added 


The average cost to taxpaye 


for each 45-year-old man in 
volved in a life of crime is! 
$125,000, he said 


"It is cheaper to help 


(Continued on Page 4) 


DR. JOSEPH KUNZER treats a friendly looking dog for an 
ear ailment See story inside today's Register 


(Staff Photos) 


Average $827 Pay 
Hike for Teachers 


Lake Park High School teach- 


ers will receive an average $827 
raise in their salanes next year, 
according to a plan approved by 
the board of education in a 
closed 
executive 
session 


Wednesday night 


Since the action was taken in 


closed session, it was in direct 
violation of the Illinois Open 
Meetings Law. 


The salary raises will mean 


an additional $53,375 adjustment 
in the education fund budget for 
1969-70 Along with other salary 
and cost adjustments, the addi- 
tional expenses of the fund will 
total $154,075 


The plan also included in- 


creases in hourly wages for be- 
hmd-the-wheel driver education 
from $4 50 to $5, an increase in 
summer school wages from $6 
to $6 75, and increases in extra 
duty contracts 


Under the district's innovative 


responsibility-salary 
program, 


teachers are placed in one of 
five groups ranging in responsi- 
bility from being a member of a 
teaching team to a high position 
of curriculum planning and di- 
rection 


SALARIES IN group one, 


those teachers of highest re- 
sponsibility, go up to a max- 
imum base salary of $12,000 
with a maximum differentiated 
responsibility increment of $3,- 
000. 


Group two salaries could go 


up to a maximum of $11,500 
with a maximum differentiated 
responsibility increment of $2 
000 while group three salaries 
could go up to a maximum of 
$11,000 with a maximum differ- 
e n 11 a t e d responsibility in- 
crement of $1,000 


Group four salaries could go 


up to a maximum of $10,000 and 
group five up to a maximum of 
$9,000 There are no maximum 
differentiated responsibility in- 
crements for these two lowest 
responsibility groups 


These, however, are max- 


imum salaries a teacher could 
reach for the responsibility he 
carnes They do not indicate 
the lowest a teacher could earn 
in the district 


SUM1. CARL Forrester said 


he ho)>ed the 15 to 20 new teach- 
er reDlacements for next year 
could be hired for $6,900 to $7,- 
000 


Predicting 
the 
competitive 


salarus ranging from $7,000 to 
$7500, Forrester said, 
"We'll 


have to sell them (prospective 
teachers) 
on everything about 


Lake Park but money " 


Lake Park teachers receiving 


a differentiated 
responsibility 


increment as well as the base 
pay will be hired under two con- 
tracts rather than the con- 
ventional single contract 


Seventy-five per cent of any 


increase in pay will be written 
in under a differentiated con- 
tract with 25 per rent under the 
regular base salary contract 


This is done to protect the dis- 


trict against the teacher who 
cannot live up to the increased 
responsibility 


Under law the base salary 


cannot be reduced, but the dif- 
ferentiated salary written under 
a separate contract could be 
rescinded if the promotion does 
not work out 


ASKED HOW the program in 


its first year is shaping up. For 
rester said the "best evidence is 
the enthusiasm of the faculty 
for the system " 


Teacher 
evaluation 
begins 


with the "number threes " typi- 
cally team teachers, is pro- 
cessed through ' numbei twos ' 
under the leaderohip of teachers 
in group one 


The evaluations are given to 


administrative 
assistants Dr 


Eugene Swierczewski and Stan 
ley Wheeler who add their eval- 
uations and turn the 
whole 


package over to Forrester who 
serves as moderator or arbiter 
if necessary 


He will then make a decision 


on final recommendations to the 
board and "plug these people 
into a dollar amount according 
to criteria," Forrester said. 


EXAMINING iguana for parasites is Dr. Jo- 
seph Kun/or of Addison. The lizard will be 
one of several exotic pets including a young 


lioness on display at Sunday's open house at 
{he animal hospital in Bensenville. 
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BIDS SCHEDULED 


ON YORK RD. WORK 


Bids are expected to be let this spring for the widening of 


York Road from Memorial Road south to Interstate 90, a 2.7-mile 
stretch from Bensenville to north Elmhurst. 


Construction is scheduled to begin during the summer months 


and last for about four months, according to Ronald A. Dold, 
DuPage County superintendent of highways. 


The $1.3-million project repre- 


sents a joint effort by the vil- 
lage, county, state, and federal 
government. 


THE PROJECT includes wid- 


ening of the two-lane highway 
to four 12-foot lanes, a four-foot 
w i d e , 
1%-inch-high rumble 


strip, curbs, gutters, and storm 
sewers. 


In addition there will be a 


raised Carrier for channel and 
left turn lanes at York Road 
and Grand Avenue* 


A traffic control signal will be 


installed at York and Memorial, 


Dold said, replacing the present 
manually operated school cross- 
i n g 
signal 
near 
Chippewa 


School. 


Dold said 
the engineering 


plans for the project are being 
completed by the state highway 
department in Elgin. 


He added that negotiations 


are still under way for obtain- 
ing the right-of-way. 


"Seventy-seven 
per cent of 


the right-of-way has been ob- 
tained," Dold said. 


County officials are seeking a 


right-of-way of from 
feet. 


to 100 


NORTH OF Memorial, York 


is not scheduled to be widened. 
However, improvements are un- 
der consideration by village of- 
ficials, if financial help from 
the county and state can be ob- 
tained. 


Mrs. Mildred Richter, village 


trustee, said this is the only 
way the roadway could be im- 
proved this year. 


Mrs. Richter said York Road 


should be improved north of 
Memorial and that she would 


like to see it done at the same 
time it is being widened south 
of Memorial. 


It is a "top priority" item, 


she said, but the village does 
not have the funds to finance 
the project by itself. 


Last March 21 the village 


board approved by a 5-to-l vote 
an agreement with the county 
calling for the widening of York 
south of Memorial. 


The board opposed the widen- 


ing of York Road north of Me- 
morial because residents ob- 
jected to having trees and park- 
ways removed with the road- 


way coming closer to their 
homes. 


COUNTY AND state highway 


officials insisted that a median 
strip accompany any widening 
project. This was necessary if 
federal and state funds were to 
be obtained. 


The Bensenville board dis- 


approved of the median strip 
and thus relinquished the pros- 
pect of obtaining federal and 
state aid for widening York. 


Now, according to Mrs. Rich- 


ter, aid may be sought for the 
improvement of York, but not 
for its widening. 


More Juvenile 
'Rights' Coming 


A POLIC'K DOC. attacks Tony Selch, of 424 S. Mar- 
ion. Bensenville, as if he is a burglar or thief trying 


to make a get-a-way. Demonstration in the effec- 
tive use of dogs in police work will be given Sunday 


at an open house at the Bensenville Animal Hospi- 
tal, 1032 W. Irving Park Road. 


Teacher Pay About 


Same in Diocese 


Klemenlary 
and secondary 


lay teachers in the Joliet Dioc- 
ese will continue on much the 
same salary schedule next year 
as they had during the current 
school year. 


Beginning teachers 
with 
a 


bachelor's degree will start at 
$fi.noo as they hud last year, 
while beginners with a master's 
degree will start with $6,600 — 


a $100 raise over last year's 
base. 


The revised salary schedule, 


effective next September, was 
announced after a recent spe- 
cial meeting of the board of 
education. 


LAY TEACHERS in the Chi- 


cago diocese will start with the 
same beginning salary scted- 


i ule, but are guaranteed at least 


Tree Planting 
Plan Pondered 


Itascn property owners may 


be asked (or comments by vil- 
lage officials concerning a tree 
planting program on a 50-50 
sharing basis. 


Such a proposal was offered 


by Trustee Boy Johnson this 
week during the regular meet- 
ing of the village hoard. 


Itascn has lost .some 250 dis- 


eased trees the past few years 
and an additional 3fl trees are 
)>einq cut down in the village at 
the present time, according to 
.Johnson. 


JOHNSON presented his plan 


to sound out board members, 


explaining that such a replace- 
ment program could offset the 
loss of trees in the village. 


"If the people would be recep- 


tive to sharing the cost of re- 
planting the new trees, it might 
be well for the board to consid- 
er implementing such a pro- 
gram," he said. 


Hasca has a master tree- 


planting plan prepared by John 
DeKamp, village forester. 


The plan throughout the vil- 


lage suggests 25 different tree 
varieties which could assist 
property owners in the type of 
program suggested by Johnson. 


a 7 per cent increase beginning 
in September, 1970. 


According to a release from 


the Joliet Catholic Schools Of- 
fice, the newly adopt edschedule 
is built on an index-ratio basis 
to provide incentive to the 
teachers for undertaking ad- 
vanced study. 


While the difference between 


the beginning for bachelor's and 
master's degrees is a "relative- 
ly modest" 10 per cent, the size 
of 
the differential increases 


each year, the release said. 


By the tenth year, when the 


teacher with a bachelor's de- 
gree is making 138 per cent of 
the base salary, the teacher 
with the master's degree is 
making 160 per cent and the 
teacher with a master's degree 
plus 30 hours is making 183 per 
cent. 


THE HIGHEST salary per- 


missible on the schedule is $10,- 
980 for a teacher with a mas- 
ter's degree plus 30 hours on 
the tenth step. 


The schedule will be reviewed 


again next year. 


"We would love to be able to 


raise the base at that time," 
Supt. Fr. Nales Gillen said, 
"and, hopefully, some form of 
outside aid will enable us to do 
Just that." 


"The time is coming when 


juveniles will have more legal 
rights than adults," Thomas 
Benda, DuPage County public 
defender's office, said Wednes- 
day. 


"They will get the same 


rights to jury trial and police 
questioning only in the presence 
of their attorney soon," he said. 


"They deserve as much and 


more legal rights to protect 
them in the legal process of ar- 
rest and courts as adults." 


Benda is a public defender as- 


signed to juvenile court cases in 
DuPage County. He spoke to the 
I l l i n o i s Welfare Association 
Dist. 2 meeting, at St. Andrew's 
Country Club, near West Chi- 
cago. 


COURT DECISIONS in 1966 


set up the procedure for having 
a public defender for juveniles, 
he said. 


This was not done previously, 


j he added. 


"The probation departments, 


police and courts will have to 
stop and think more in the fu- 
ture on what is the proper way 
to handle a juvenile case," he 
said. 


"It will be harder to get at a 


kid and take him away from his 
home," he said, "to place him 
in a better situation, 
even 


though it would benefit the 
child." 


There will have to be a com- 


bined push on state legislatures 
to get more money and more 
foster and detention homes, he 
said. 


The effort to help the repeat- 


ing offender with state aid must 
be made, he added. 


"WE IN THE public defend- 


er's office try not to win the 


case and lose the child," he 
said. "In other words, get a kid 
off on a technicality when some 
court control may do him more 
good. 


"We protect the rights of the 


tion home, no matter if three 
days or three months, will ei- 
ther hinder or help the youthful 
offender. 


"Illinois municipalities must 


hang their heads in shame for 


child, but also try to help him; the lack of juvenile facilities in 
find his way back into society." i this state," he said. There are 


Benda referred to county de- nine communities which have 


tention homes as a place for: homes for juveniles, he said, 
helping youths in trouble. 
j and fewer than that have recog- 


The DuPage County Board of I nized programs of rehabilita- 


Supervisors is expected to re- i tion. 
view plans for a county deten- 
Last year, 400,000 juveniles 


tion home in the next two were confined by authorities, he 
weeks. 
said. 


Tentative groundbreaking for 
Of this, 90.000 stayed in jails 


the home is set at Sept. 1 this j Of wmch only 20 per cent were 
vear- 
' 
(considered adequately equipped 
"There is no such thing as no or kept, he added, 


detention home experience; ei- i 
ther it's bad or good, not' 
The average cost to taxpayers 


for each 45-year-old man in- 
volved in a life of crime is 
neutral," Marian Tevis, super- 
intendent of the Kane County I Iu"c" "' 
youth home, said at the meet-, S125'000' ** 
ing- 
i 


"TIME SPENT in the deten-1 
(Continued on Page 4) 


"It is cheaper to help and 


18 Protest 
R-4 Zonin 


residents on Diana 


Court in Densenville are pro- 
testing 
R-4 
(multiple-family) 


zoning and annexation of 4.9 
acres to the village. 


The homeowners are object- 


ing to apartment buildings lo- 
cated near their single-family 
dwellings north of Diana Court 
and near Addison creek. 


Code Bans Use 
Of Chemicals 


DR. JOSEPH KUNZER treats a friendly looking dog for an 
ear ailment. See story inside today's Register. 


(Staff Photos) 


An ordinance prohibiting the 


spraying or the application of 
chemicals on village property 
was approved Tuesday by the 
Itasca Village Board. 


Restrictions set forth in the 


code are directed principally to 
persons or firms where they 
have sprayed or applied chem- 
icals to and on village owned 
streets, shrubs, and vegetation, 
without prior authority from the 
village. 


According to the provisions of 


tho ordinances, the preventive 
measures called for prohibiting 
"double spraying," 
to 
offset 


possible injury to trees and 
shrubs, including wildlife. 


HOWEVER, permission may 


be requested of the village for 
spraying 
and 
application of 


chemicals by individuals or 
firms on village property. The 
board of trustees may then act 
on the request for possible ap- 
proval. 


Requests to the village board 


must contain statements con-'. 
cerning the area and place, the! 
chemical to be used and in what I 
proportion. 


Other information to be pro- 


vided would explain the type 
and manner of application or 
spraying, who will conduct the 
operation, and the proposed 
date of the operation. 


Violators of the ordinance are 


subject to a fine of not less than 
$25 or more than $100. 


IN PRESENTING the ordi- 


n a n c e to board members, 
Trustee Roy Johnson said the 
village will continue to spray 
trees "but not committed 
to 


what chemical the village will i 
use." 


Johnson's comment reflected 


a recent plea by Itasca resident 
Watson Tucker for the village to 
ban the use of DDT as a pesti- 
cide in spraying diseased elms 
in the village. 


Bensenville 
builder 
Ralph 


Cantrell has sought zoning and 
annexation of the unincorpo- 
rated tract south of George 
Street. 


A PUBLIC hearing was held 


Jan. 24 before the zoning board 
of appeals. As yet no recom- 
mendation has been made to 
the village board. 


The zoning board is allowed 


90 days to make a decision. 


A letter of protest to Eugene 


Sullivan, chairman of the zoning 
board, states: 


"Not being aware that public 


hearings were being held on 
this matter, we therefore wish 
to go on record at this time that 
we are opposed to any zoning 
other than single-family dwell- 
ings in our neighborhood. 


"One of the motivating fac- 


tors in our decision to build our 
homes in this area was the 
'single-family' pattern that ex- 
isted. 


"Any multiple dwelling con- 


struction would certainly sub- 
stantially alter the residential 
nature of our neighborhood. We 
further feel a corresponding re- 
duction in our property values 
would occur." 


Several of the residents met 


last Saturday with village offi- 
cials to discuss sewer problems, 
land filling operations in Brent- 
wood East (being constructed 
by Cantrell) and the 
section 


north of Diana Court, south of 
George Street. 
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Bank, Village in Embezzlement Debate 


\ mud Minting legalistic de-1 attempting to prove in court 


l>,ite h is erupted betwivn Ben-1 that 
"incompetency" 
in 
the 


sem illc .UK) a Chicago hank in I Bensenville Village Hall enabled 
tht 
village - efforts to teeover | Keeling "to carry out his fraud 


funds 
1 emlH'Mled hy former v i l - l a n d fargery." 


l.iije treasurer Harold Keeling 
I This charge was made last 


\ c c it < a t i o n •» 
of 
"in- i Nov. 13 in answer to a Nov. 12 


competence" nave firen hurled i charge by Bensenville's attor- 
h\ both suk's m thi« civil suit | neys that Harris Bank was guil- 
wlmli mow* more complicated i ty of "shocking abandonment of 
each fnu1 it hits I ho oourtr<x>m 
elementary care in the pre- 


The suit 
filorl in November .scrvation of public funds ..." 


I'M;, now h.i.s hii'ti taken off the | 
Harris is represented by the 


March 
iiirv 
trial calendar hy i Chicago law firm of Chapman 


Circuit .Indite Bert Hathje and | and Cutler 
is rescheduled tentatively for | 
HKNSKNVILI.K'S 
attorneys 


M.iv 
' also charged that Harris Bank 


Additional 
delavs. 
however.. "was guilty of willful and want- 


.ire expected us Bensenville at- on misconduct in paying any 
tempts 
to 
recover 
the 
full one of the three checks in ques- 


nmount of SttH.mM 70 it alleges j tion " 
w.is taken l>v Kivlmg between i 
The three checks in question 


were state sales tax receipts 
liitil and l%:> 


KKKI.IV>. 
now 
ill. 
of 
Slti 


McLean S t . Ben.senvillc. was 
«v,««,..vv. ... = ,,«,rel- 


convicted in October. 1W6 of I works and 
Sewerage System 


that Keeling, as village treas- 
urer, deposited in a Water- 


t<m be/,/ling ?:!1 741 .V> in village 
funds in law K.1 


He served two yours of a one- 


to live vc.ir sentence at Illinois 
State Pemtentiar> in Johet. 


He was paroled last Nov. 24 


and currently is reported to be 


Bond Construction Fund at Har- 
ris 


Using checks from the rear of 


the village checkbook, Keeling 
then withdrew similar amounts 
from Harris and deposited the 
checks in his personal or busi- 
ness accounts at the First Na- 
working ,it an auto agency in 
LuGrunge Park 
tional Bank of Elgin. 


Ham, 
Trust 
and 
Savings 
The transactions for which 


Bank of Chicago, from whom Bensenville is 
attempting 
to 


Bensenville is .seeking to recov-, hold Harris Bank liable took 
er the $tl.7H V> which Keeling place on the following dates: 
pleaded Kinltv to emb/<ding. is' 
—ON MAY 1. 1904, Keeling 


deposited a check for $7,632.84 
at Harris and on May 21, 1964, 
withdrew 
the 
same 
amount 


from Harris and deposited it in 
Elgin. 


--On April 30, 1965, Keeling 


deposited a check for $12,855.76 
at Harris and on May 6, 1965, 
withdrew 
the 
same amount 


trom Harris and deposited it in 
Elgin. 


-On 
Aug. 15, 1965, Keeling 


deposited a check for $11,252.95 
at Han-Li and on Aug. 24, 1965, 
withdrew 
the 
same 
amount 


from Harris and deposited it in 
Elgin. 


In the Nov. 12 brief filed by 


Bensenville's attorneys in the 
case, Francis Riley of the Chi- 
c a g o 
firm 
of Adamowski, 


Newey and Riley, and William 
Redmond, village attorney, Ben- 
senville "denies that it did not 
at all times exercise due care" 
in the handling of village fi- 
nances. 


Riley and Redmond charged, 


instead, 
that 
Harris 
should 


never have made the construc- 
tion bond fund, "a limited and 
special account," available to 
Keeling as village treasurer. 


THE BANK retorted that the 


village never gave Harris notice 
of any limitations or special 
conditions with respect to the 
account. 
It 
was a 
general 


checking 
account, the bank 


said 


Bensenville attorneys then as- 


serted that Harris Bank had 
been "alerted to the fact that 
one check was a blatant (al- 
leged) forgery and yet was 
paid." 


The bank replied that when 


Harris officials asked Village 
Clerk Herbert Dierking whether 
he had signed check number 
395, Dierking said he would 
have Keeling call Harris to tell 
the bank whether the check 
should be paid. 


"The Village of Bensenville," 


t h e bank accused, 
"acting 


through its agent and village 
clerk Herbert Dierking, thus 
misled the Harris Bank into be- 
lieving that the signature of 
Herbert 
Dierking 
on 
check 


number 395 was authorized and 
made it possible for Harold F. 
Keeling to carry out his fraud 
and (alleged) forgery." 


BENSENVILLE 
further 


charged that Harris asked "the 
very person who committed the 
(alleged) forgery to confirm the 
signatures on the check by a 
form which invited a repeated 
(alleged) forgery." 


To this Harris replied curtly 


that a letter sent to the village 
requesting Dierking to confirm 
his signature on the check was 
delivered by village employes 
not to Dierking but to Keeling, 
who allegedly forged Dierking's 
signature of confirmation. 


Harris virtually ignored a fi- 


nal accusation by Bensenville 
that the bank paid a check with- 
out a sufficient number of sig- 
natures on it. The check was 
signed by Keeling, who alleged- 
ly forged Dierking's signature. 


WHEN KEELING, represent- 


ed 
by 
Alfred 
Woodward of 


Wheaton, pleaded guilty in Sep- 
tember, 1966 to three counts 
each of grand theft and official 
misconduct, six counts of forg- 
ery were dropped by prose- 


cuting attorney Mrs. Helen Kin- 
ney in DuPage County Circuit 
Court. 


Keeling, village treasurer in 


Bensenville for 18 years and 
Fen ton 
(Bensenville) 
High 


School board member for 17 
years, of which six were served 
as president, was arrested Feb. 
12, 1966, by local authorities af- 
ter village officials discovered 
the then apparent embezzle- 
ment. 


Juvenile Righte- 


* 
* 
* 
* 
Third Party Files Complaint 


(Continued from Page 1) 


control these potential men of 
crime in their youth," he said, 


rehabilitation can start in a 


detention home." 


FOUR OUT of five crimes in 


this nation are committed by 
repeating criminals, he added. 


Simple talk, education, recre- 


ation, and professional care can 


Attoniev > for IKirold Keeling, 


former villaKe treasurer, have 
until March 2i> to file an answer 
or otherwise respond to a Third 
I'artv Complaint filed Kel> 20 in 
Konsenv die's 
suit 
to recover 


embe//led village funds 


Tin- Third Party Complaint' 


w,is fili'tl In Aniborg and I.a- 
I'.ir attornevs for Fidelity and 
(\isualtv 
Co 
of 
New 
York, 


bunding companv who held an 
insurance bond on Keeling when 
hi- served ,is village treasurer. 


Bensenville 
filed 
suit 
in 


November 1%H to recover $B8.- 
n')( 7i) from Keeling, from vil- 
lage auditors Rajmond Blunt 
and Associates of Chicago for 


failing to detect errors in vil- 
lage bookkeeping, and from Fi- 
delity as a legitimate insurance 
claim 


The village also seeks another 


$15.001) from Fidelity, represent- 
ing the amount paid by the vil- 
lage to bond Keeling. 


HARRIS TRUST and Savings 


Bank of Chicago is sued in the 
same action for $:il.741.55, the 
sum Keeling admitted embezzl- 
ing from the village prior to his 
October 
19W> 
conviction 
and 


prison sentence. 


The bank is charged with per- 


mitting Keeling to make im- 
proper withdrawals from a vil- 
lage checking account. 


T h e Blunt auditing firm. 


which has served Bensenville 
since 1947, reportedly was hired 
originally on the recommenda- 
tion of then newly-elected Vil- 
lage Clerk Herbert Dierking. 


: 
Fidelity claims in its Third 


' Party Complaint that Keeling 


:was "guilty of fraudulent and 


i dishonest 
acts 
as 
the 
con- 


sequences of which (the bonding 


1 firm) is liable to the plaintiff 
'(Bensenville). 


Fidelity further alleges that 


Keeling should be liable for all 


l claims of the plaintiff, and asks 
that, if Bensenville wins a judg- 
ment against Keeling, Fidelity 
wants to be granted the same 
judgment. 


'Suspicious Auto' 
Leads to Arrests 


Two burglar) su-pccts were 


a r r e s t e d early Wednesday 
morning 
following 
an 
initial 


complaint of a Auspicious auto 
in K!k drove Village 


Investigating 
village 
police 


apprehended Tony Garcia, alias 


Charge Man 
With Murder 
O! His Wife 


The operator of the 
Snack 


Time Kestaiirant, '.J70 N Illinois 
ft:t 
Elmhurst. wns charged by 


Chicago police Tuesday with the 
murder of his wife 


.lohn Bitakis. :i:>, of Chicago, 


surrendered to police after the 
body of hi- nn-yoar-old wife, Eu- 
genia, was lound Tuesday in 
her father's home in Chicago. 


Police reported she died of 


gunshot wounds in the back. 


Corky Ely. and Mario Cichocki, 
alias Frank Diamond. Both list 
several Chicago residences. 


Initially charged with posses- 


I sion of burglary tools, the 
in- 


vestigation 
by 
officers 
Ray 


Mannec. William Kohnke and 
Jon Scharpenter soon led to the 
d i s c o v e r y that Garcia was 


j wanted in connection with an 


I October burglary in the village, 
and Cichocki was identified as 


west of Ridge at 2:30 Wednes- 
day morning, and when police 
asked what they were doing be- 
came evasive, police said. 


Further investigation revealed 


a variety of burglary tools in 
the car, registered to Frank 
Diamond, as well as $22.50 in 
small coins and Armored Ex- 
press Corp. coin wrappers, po- 
lice said. 


They were arrested, and fur- 


his alleged accomplice. 
I ther investigation led to the dis- 


c.arcia. under indictment foricovery that Garcia had jumped 


the Oct 12 burglary of the Hi-' bail and was under indictment 


j Low Food Store, Elk Grove Vil-' for burglary by the Cook County 
lage, was sent to Cook County 


i Jail after he was unable to post 
$20,000 bond. 


CICHOCKI could not make 


i bond 
of 
$25,000, 
has 
been 


charged with burglary, and is 
also confined in Cook County 
Jail. 


Investigation of the matter is 


Grand Jury, according to po- 
lice. 


LATER, CICHOCKI was iden- 


tified as the man who escaped 
when police captured Garcia af- 
ter the October burglary in Elk 
Grove. 


Both have, previous arrest 


r e c o r d s , and Cichocki had 


continuing 
served three years in prison for 


The pair were found parked | the attempted murder of a Chi- 
| on Devon Avenue about 200 feet I cago policeman. 


ALSO PENDING in the Ben- 


senville vs. Keeling case is a 
contested order granted in Sep- 
tember 1967 by Associate Cir- 
cuit Judge William Guild that 
Mrs. 
Helen Keeling be named 


as an additional party defend- 
ant. 


Keeling allegedly has liquida- 


ted some of his holdings since 
his conviction, and transferred 
others to his wife's name. 


He had been owner of two 


gift-stationery stores, one in 
Bensenville and one in Elgin. 
He also had owned his home in 
Bensenville. 


A motion to dismiss the com- 


plaint 
against Mrs. 
Keeling 


came up for a Feb. 7 hearing, 
and was rescheduled for Feb. 21 
before 
Circuit 
Judge 
Philip 


Locke. 


The court action did not ap- 


pear in public court records 
that day, nor is any trace of it 
available in the DuPage County 
Courthourse. 


IN A F U R T H E R com- 


plication, Locke has 
ordered 


that bank records involved in 
Reeling's financial transactions 
need not be produced except as 
they show balances "from time 
to time on deposits" in each 
Keeling account. 


It had been hoped that per- 


sonal checking account records 
would confirm additional trans- 
actions by Keeling. 


Attorneys for Bensenville par- 


ticularly want the bank records 
of the First National Bank of 
Elgin and Elmhurst National 
Bank examined. 


Harris Bank reportedly com- 


plied with the original subpoena 
for all records pertaining to the 
case. 


The civil suit originally was 


scheduled to go to trial last 
November, but Keeling had not 
yet been released from Illinois 
State Penitentiary in Joliet. 


C h i e f Judge Bert Rathje 


moved the trial date to this 
month, and later advanced it to 
May. 


Juvenile 
Detention 
Probed 


\ Teachers in north Elmhurst 
recently voted to investigate 
what the DuPage County board 
has done toward building and 
administering a juvenile deten- 
tion home. 


DuPage County has no facil- 


ities for juveniles and is forced 
to use' the facilities of other 
counties or the DuPage County 
jail. 


Val Beck, a teacher, told 


members of Churchville Ele- 
mentary School Dist. 3's educa- 
tion association that many chil- 
dren in legal trouble are held in 
the county jail at Wheaton until 
time of their court hearings, 
possibly several weeks. 


TEACHERS expressed objec- 


tions to having young teenagers 
confined in the same area with 
adult inmates for long periods 
of time. They called it a "de- 
plorable situation." 


be enough to help many youth 
offenders back to normal way 
of life, he said. 


Charge 3 With 
Theft of Auto 


Three Elgin youths ages 14 


and 15, were arrested early 
Tuesday on charges of stealing 
car from Itasca the night be- 
fore. 


No damage was reported to 


the car. 


The three were reported as 


runaways Monday and, when 
were questioned by Elgin po- 
lice. 


During the conversation, one 


youth admitted stealing a car 
from Itasca, police said. 


The 1965 Chevrolet four-door 


had been taken from 204 W. Ir- 
ving Park Road. 


"Keys were left in the car," 


Itasca Police Sgt. Peter Ander- 
CMbituaries 


John P. Meagher 


John P. Meagher, 76, died 


Tuesday in DuPage County Me- 
morial Hospital, Elmhurst. 


He was born Oct. 15, 1892, in 


McComb, Miss., and lived at 
4N619 Church Road in Ben- 
senville. 


Visitation is today at Geils 


Funeral Home, 180 S. York 
Road, Bensenville. Funeral ser- 


Wood Dale Beat 


Safety Facts 
On Sidewalks 


by SYD JAMIESON 


The Wood Dale Council recently was criticized by irate resi- 


dents for proposing a sidewalk tax program geared to combating 
hazardous walking conditions on main arterial streets. 


The council proposed that sidewalks be put in sections off 


Addison Road, Wood Dale Road, Irving Park Road, and Com- 
mercial Street. 


Criticism was not against the intent behind the proposed proj- 


ect, but against the fact that only certain streets were designated 


— 
for sidewalks. 


The council was advised to shelve the wid- 


ening project for Wood Dale and Irving Park 
roads in favor of sidewalk construction through- 
out the entire village. 


vices will be held tomorrow at 
10:30 a.m. from the funeral 
home to St. Alexis Catholic 


„,, 
r, n 
.-, 
. 
u 
, Church in Bensenville, for 11 
!hl,D&e1.JCr!y,..b°?^ a.m. mass. Interment will be at 


St. Joseph Cemetery, 
River 


Grove. 


Surviving 
are 
his 
widow, 


Irona: two daughters, Mrs. Vir- 
ginia Davies of Bensenville, and 
Mrs. Alice Furlan of Harwood 
Heights, 111.; four sons, Tom of 


j Tampa, Fla., Jack of Jackson- 
ville, Fla., Robert £.nd Henry, 
both of Bensenville; 14 grand- 
c h i l d r e n ; 17 great-grand- 
c h i l d r e n ; a sister, Maggie 
Rausa of Scrttle, Wash.; three 
brothers, Harry Rausa and Nick 


recently indicated that juvenile ] 
detention facilities will be con- 
structed near Wheaton. Ground- 
breaking is tentatively sched- 
uled for Sept. l. 


Parks Work 
At Spreading 
Word on Vote 


Four-Village Authority 
For Sewer System Studied 


Village .ittonifv.s and engineers from Roselle. Bloomingdale. i developers to encourage their 


Addison ami (ilendalc Heights will meet to decide legal, financial | annexation into a village 
and engmeei ing feasibility of n "quad-village authority" for a 
Villntw nreeiHonte =„, 


.samtarv svstem to service the four municipalities 


Vi" 
' 


Village presidents and engi- 


neers agreed the county plan 


Village president, administrators, trustees, engineers, and i was a good one. but not com- 
vers met Wrdm-d.iv night in Addison's Municipal Building to patible with exansion needs 
lawvers met Wedncsd.iv night in Addison's Municipal Building 
kick ofl the loini.itum ol a sanitary district or authority. 


IT WAS \(,KK,KI) that village! 
" 


attorneys nml engineers would | county wide sewer 
referendum 


report buck to the steering com-1ln April. The state legislature 


in 
the 


legal 


mitttf of village presidents on 
March 'N 
at 
H p m 


Koselle Village Mall 


Attorneys will research 


aspects and restrictions 
sanitarv 
district 
or 
authority 


and how the project can IK- fi- 
nanced 


Kngmeers will estimate the 


type 
of 
work 
and 
capacity 


needed and come up with a 


• ballpark" cost figure The fig 
ure would probably be a min- 
imum-maximum estimate 


The four villages sought delay 


of the county's plans to hold a 


put a crimp in the plan. 


The vote cannot be taken until 


at least mid-summer. 


THE KOI'R villages want o 


< 
>{ a keep the power of sanitary ser- 


vice in their combined areas as 
u lever of annexation. 


A sanitary district under law 


would have to service anyone 
within the district 


The county plan also would 


take away the lever. 


The alternative is to form a 


sanitary authority as the vil- 
lages want. This would limit 
service to selected persons and 


sanitary authority and facilities 
created by it could join a coun- 
tywide plan, the representatives 
agreed. 


"WE JOINED in the effort 


even though we have present 
expansion room for 2,000 more 
in our sewer plant," Roselle Vil- 
lage Pres. Robert Frantz said. 


"We would ultimately benefit 


from this venture." 


Bloomingdale 
Village Pres. 


Stanley Haverkampf and Glen- 
dale Heights Village Pres. Wil- 
liam Keating said their villages 
were in need of treatment facil- 
ities. 


"We are the most needy of 


the four villages here," Haver- 
kampf said. 


Keating said his village is 


proceeding with plans to double 
its one-million-gallon plant and 
is not waiting for the four-vil- 
lage system. 


The system would run from 


Roselle 
to Glendale Heights 


where a treatment plant would 
be built. 


DURING DISCUSSION of a 


group name, Roselle 
Trustee 


Betty 
Lou 
Mann suggested 


"GRAB," representing the first 
letters of the four villages. 


F r a n t z joked perhaps it 


should be "BRAG." 


"You 
can't brag about our 


sewers," Mrs. Mann retorted. 


The steering committee is 


subject to approval by all the 
village boards. 


Addison Village Pres. Harry 


Warthen was named chairman 
of the committee. 


Roselle Park District is con- 


tinuing its month-long effort to 
meet with civic organizations to 
explain details of a referendum 
slated for a vote March 29. 


The park board will meet 


with the Roselle Taxpayers 
League March 14, Roselle Meth- 
odist Women's Society March 19 
and American Legion Women's 
Auxiliary March 18. 
.THE BOARD will also meet 


with the Chamber of Commerce 
at a luncheon on March 18. 


"Any 
group that would like a 


personal presentation can call 
the park district office," Paul 
Derda, park director, said. 


The ballots for the regular 


park district elections and the 
special $400,000 referendmu are 
being printed separately. 


The vote, if passed, would al- 


low extensive improvements at 
two parks including construc- 
tion of a swimming pool. 


Officer Sample 
Suspended Again 


Wood Dale Patrolman Robert 


Sample, 27, was suspended from 
the force for five days begin- 
ning Saturday by Police Chief 
Jack McGann. 


McGann said Sgt. Edward 


Windle allegedly found Sample 
sleeping Feb. 27 at 5:30 a.m. 
while in a squad car on Irving 
Park Road near Wood Dale 
Road. 


McGann said Sample denies 


the charge. 


Last fall Sample was sus- 


pended 30 days for allegedly 
sleeping on duty. 


has served the nation 


in all the 


major conflicts of 


the twentieth century. 


That's strength in reserve. 


Rausa, both of Chicago, and 
Frank Rausa of Hartsville, Ala. 


Deaths Elsewhere 


Donald L. Bach, 51, of Whea- 


ton, died suddenly Feb. I", in 
Central DuPage Hospital, Win- 
field. Funeral services 
were 


held Feb. 24, at the Wheaton 
Evangelical Free Church in 
Wheaton. The Rev. 
LaReau 


Thorwall officiated. 
Interment 


was at Memory Gardens Ceme- 
tery in Arlington Heights. Sur- 
viving are his widow, Doris; 
three daughters, 
Carolyn 
at 


home, Mrs. Virginia Sandsmark 
of Wilmette, and Annette Bach 
of Chicago; two sons, Marvin 
and Donald at home; his moth- 
er, Mrs. Martha Bach of Arling- 
ton Heights; two sisters, Mrs. 
Dorothy Carleston of Dundee, 
and Mrs. Marlyn Culton 
of 


Springfield, Mo.; and a brother, 
Harold Bach of Elgin. 


Mrs. 
Mary Jane Mead, 59, of 


Park 
Ridge, 
died 
suddenly 


Tuesday in her home. Memorial 
services will be held tomorrow 
at 2 p.m. at the Church of the 
Good Shepherd, 301 Ridge (cor- 
ner of Ridge and Landmeier 
Road) in Elk Grove Village. 
The Rev. Lloyd Weber will offi- 
ciate. Surviving are two daugh- 
ters, Mrs. Nedra Morbeck of 
Elk Grove Village, and Mrs. 
R a d a h Repel of Arlington 
Heights; a son Hal Mead of Chi- 
cago; seven grandchildren; and 
two sisters. 


Mrs. 
Marie Julia Georgen, 73, 


of Pompano Beach, Fla., died 
Tuesday in Holy Cross Hospital, 
Fort Lauderdale, Fla. Funeral] 
services will be held tomorrow \ 
at 10:30 a.m. from Lewis Funer- 
al Home, 7600 W. Grand Ave., 
Elmwood Park, to St. Cyprian 
Church in River Grove, for 11 
a.m. 
mass. Interment will be at 


St. Joseph 
Cemetery, 
River 


Grove. Surviving are her hus- 
band, Louis J.; two daughters, 
Mrs. 
Marion Bedore of Ohio, 


and Mrs. Florence Williams of 
Texas; two sons, Richard J. of 
Mount Prospect, and Robert J. 
of Chicago; 19 grandchildren 
and two great-grandchildren. 


IN ALL FAIRNESS to the council, the side- 


walk tax program was a step to alleviate past 
criticism for the lack of sidewalks and the dan- 
gers school children have by walking along 
roadways. 


JAMIKSON 
When talking about sidewalks, safety statis- 


tics should be used in making any judgments. 


Jack McGann, police chief, reported that in 1965 there were 


138 traffic accidents in Wood Dale, Out of this total, one 16-year- 
old was injured at 157 N. Addison Road. 


In 1966, out of 176 accidents, there were seven children in- 


jured, and a 64-year-old pedestrian. Of the seven injured children, 
two were riding bicycles. One ran against a traffic light at Wood 
Dale and Irving Park and another 5-year-old riding a bike was hit 
at Wood Dale and Montrose Avenue. 


A 14-year-old student was also hit that same year while riding 


a bicycle on Addison Road south of Gilbert Drive; a 13-year-old 
was injured by a hit and run driver on Commercial and Oak 
streets, and in the 300 block of Hemlock Avenue another teenager 
ran into the path of a motor vehicle. 


POLICE RECORDS show there were three injured children, 


all 10 years of age, who were riding bicycles in 1967. 


Again in 1968 three more children were added to the list of 


traffic accidents by Wood Dale police. These included a 6-year-old 
crossing Irving Park at Catalpa Ave. who was catching a school 
bus. 


In Roy Oaks subdivision, which does not have sidewalks, a 


girl was struck by a passing motorist. That same year a 13-year- 
old girl was hit by a passing vehicle on Walnut Ave. and Com- 
mercial while walking with her back turned to traffic. 


For this four-year-period, out of 711 traffic accidents reported 


by police, 14 children- were injured. Fortunately none were fatali- 
ties. 


As for the first two months of 1969, police records reveal 43 


accidents to date with one being listed for a 10-year-old girl. She 
was injured by a motorist while crossing Wood Dale and Division 
Street. 


The proposed sidewalk tax program offered by the village 


council at least is a start to alleviate a pressing problem. Un- 
doubtedly the council has hopes in the future for a complete 
sidewalk program. 


AT THE SAME TIME it is bugged continually for help in 


stemming the perennial traffic bottleneck for motorists at the 
intersection of Wood Dale and Irving Park. 


You can't do everything in a day and both the sidewalk and 


the widening projects are recognized as priority items. 


Each in its own way requires a considerable outlay of village 


funds, recognizing that the widening program will be financed 
predominantly in the beginning from motor fuel tax funds (MFT). 


It is true that Mr. taxpayer will have to foot part of the cost 


for the sidewalk project — on his own or under a sidewalk tax. 


The fact that residents indicated they had no objection to a 


50-50 share of the cost for a community-wide sidewalk project is 
in itself commendable. 


BUT WHERE DO you draw the line? 
Like Comr. Dino Janis commented at a recent council meet- 


ing when confronted by a packed house of property owners — 
"The only time we have an audience like this is when something 
happens that affects the residents. Then it's damned if we do and 
damned if we don't." 


Sometimes you just can't win for trying! 


If you want to see some of it for yourself, try this! 
Check your home for the still useful but 
-10 longer 


used items that are currently filling UD your storage 
areas. Many of these things, things like outdoor 
furniture, bicycles, baby equipment and record play- 
ers are the things other people are seeing TO buy 


row. 
Tell these people that you have them with a 


Padaoclt Pub'icatiors Want Ad. 


It's so easy *o do. Just dial and let a pleasant Ad- 
Taker help you wcrd yot,r ad. Once it rurs. you'll see 
FAST ACTION! 


PADDOCK 


PUBLICATIONS 


WANT-ADS 


fc '' 
? 
' «. v 
-,V * 


Paddock Publications 


WtSFCAMPBtLL SIRttr 
t Adi 3*4 MOO - Cftuwwn 


APUNiVON H("",HT(; UMNO'S 


. THE ACCEPTED INF1UENCE IN THE NODTHWEST SUiUfllS 


REGISTER 


68th Year—21 
Bensenville, Illinois 60106 
FRIDAY, MARCH 7, 1969 
52 Pages 
$12.00 a year — 15c a Copy 


EXAMINING iguana for parasites is Dr Jo- 
seph Kuiuer of Addison The lizard will be 
one of several exotic pets including a young 


lioness on display at Sunday's open house at 
the animal hospital in Bensenville. 


BIDS SCHEDULED 


ON YORK RD. WORK 


Bids are expected to be let this spring for the widening of 


York Road from Memorial Road south to Interstate 90, a 2.7-mile 
stretch from Bensenville to north Elmhurst. 


Construction is scheduled to begin during the summer months 


and last for about four months, according to Ronald A. Dold, 
DuPage County superintendent of highways. 


The $1 3-million project repre- 


sents a joint effort by the vil- 
lage, county, state, and federal 
government. 


THE PROJECT includes wid- 


ening of the two-lane highway 
to four 12-foot lanes, a four-foot 
w i d e , 
IVfe-inch-high 
rumble 


strip, curbs, gutters, and storm 
sewers 


In addition there will be a 


raised barrier for channel and 
left turn lanes at York Road 
and Grand Avenue. 


A traffic control signal will be 


installed at York and Memorial, 


Dold said, replacing the present 
manually operated school cross- 


near 
Chippewa 
i n g 
signal 


School 


Dold said the engineering 


plans for the project are being 
completed by the state highway 
department in Elgin. 


He added that negotiations 


are still unde- way for obtain- 
ing the right-of-way. 


"Seventy-seven - per cent of 


the right-of-way has been ob- 
tained," Dold said. 


County officials are seeking a 


A POLICE DOG attacks Tony Selch, of 424 S Mar- 
ion, Bensenville, as if he is a burglar or thief trying 


to make a get-a-way. Demonstration in the effec- 
tive use of dogs in police work will be given Sunday 


at an open house at the Bensenville Animal Hospi- 
tal, 1032 W. Irving Park Road. 


Teacher Pay About 
Same in Diocese 


Elemenlar) 
and secondary 


lay teachers in the Johet Dioc- 
ese will continue on much the 
same salary schedule next year 
as they had during the current 
school venr 


Beginning teachers with 
a 


bachelor's degree will start at 
WOOD as they had last year, 
while beginners with a master's 
degree will start with $8,600 — 


a $100 raise over last year's 
base 


The revised salary schedule, 


effective next September, was 
announced after a recent spe- 
cial meeting of the board of 
education 


LAY TEACHERS in the Chi- 


cago diocese will start with the 
same beginning salary sched- 
ule, but are guaranteed at least 


Tree Planting 
Plan Pondered 


Itascfl property owners may 


be asked for comments by vil- 
lage officials concerning a tree 
planting prournm on a 50-50 
sharing basi.s 


Such a proposal was offered 


by Trustee Roy Johnson this 
week during the regular meet- 
ing of the village board 


Itasca has lost some 250 dis- 


e.ised tree.s the past few years 
and an additional 38 trees are 
bfinq cut down in the village at 
the present time, according to 
Johnson 


JOHNSON presented his plan 


to sound out board members, 


explaining that such a replace- 
ment program could offset the 
loss of trees in the village. 


"If the people would be recep- 


tive to sharing the cost of re- 
planting the new trees, it might 
be well for the board to consid- 
er implementing such a pro- 
gram." he said. 


Itasca has a master tree- 


planting plan prepared by John 
DeKamp, village forester 


The plan throughout the vil- 


lage suggests 25 different tree 
varieties which could assist 
property owners in the type of 
program suggested by Johnson. 


a 7 per cent increase beginning 
in September, 1970 


According to a release from 


the Joliet Catholic Schools Of- 
fice, the newly adopt edschedule 
is built on an index-ratio basis 
to provide incentive to the 
teachers for undertaking ad- 
vanced study. 


While the difference between 


the beginning for bachelor's and 
master's degrees is a "relative- 
ly modest" 10 per cent, the size 
of 
the differential increases 


each year, the release said. 


By the tenth year, when the 


teacher with a bachelor's de- 
gree is making 138 per cent of 
the base salary, the teacher 
with the master's degree is 
making 160 per cent ana the 
teacher with a master's degree 
plus 30 hours is making 183 per 
cent. 


THE HIGHEST salary per- 


missible on the schedule is $10,- 
980 for a teacher with a mas- 
ter's degree plus 30 hours on 
the tenth step. 


The schedule will be reviewed 


again next year. 


"We would love to be able to 


raise the base at that time," 
Supt. Fr. Nales Gillen said, 
"and, hopefully, some form of 
outside aid will enable us to do 
just that." 


DR. JOSEPH KUNZER treats a friendly looking dog for an 
ear ailment. See story inside today's Register. 


(Staff Photos) 


right-of-way of from 80 to 100 
feet. - 


NORTH OF, Memorial, York 


is not scheduled to be widened. 
However, improvements are un- 
der consideration by village of- 
ficials, if financial help from 
the county and state can be ob- 
tained. 


Mrs. Mildred Richter, village 


trustee, said this is the only 
way tie roadway could be im- 
proved this year. 


Mrs. Richter said York Road 


should be improved north of 
Memorial and that she would 


like to see it done at the same 
tune it is being widened south 
of Memorial. 


It is a "top priority" item, 


she said, but the village does 
not have the funds to finance 
the project by itself. 


Last March 21 the village 


board approved by a 5-to-l vote 
an agreement with the county 
calling for the widening of York 
south of Memorial. 


The bqard opposed the widen- 


ing of York Road north of Me- 
morial because residents ob- 
jected to having trees and park- 
ways removed with the road- 


way coming closer to their 
homes 


COUNTY AND state highway 


officials insisted that a median 
strip accompany any widening 
project. This was necessary if 
federal and state funds were to 
be obtained. 


The Bensenville board dis- 


approved of the median strip 
and thus relinquished the pros- 
pect of obtaining federal and 
state aid for widening York. 


Now, according to Mrs. Rich- 


ter, aid may be sought for the 
improvement ot York, but not 
for its widening. 


More Juvenile 
'Rights' Coming 


"The time is coming when 


juveniles will have more legal 
rights than adults," Thomas 
Benda, DuPage County public 
defender's office, said Wednes- 
day. 


"They will get the 
same 


rights to jury trial and police 
questioning only in the presence 
of their attorney soon," he said. 


"They deserve as much and 


more legal rights to protect 
them in the legal process of ar- 
rest and courts as aoults." 


Benda is a public defender as- 


signed to juvenile court cases in 
DuPage County. He spoke to the 
I l l i n o i s Welfare Association 
Dist 2 meeting, at St. Andrew's 
Country Club, near West Chi- 
cago. 


COURT DECISIONS in 1966 


set up the procedure for having 
a public defender for juveniles, 
he said. 


This was not done previously, 


he added. 


"The probation departments, 


police and courts will have to 
stop and think more in the fu- 
ture on what is the proper way 
to handle a juvenile case," he 
said. 


"It will be harder to get at a 


kid and take him away from his 
home," he said, "to place him 
in a better situation, 
even 


though it would benefit the 
child." 


There will have to be a com- 


bined push on state legislatures 
to get more money and more 
foster and detention homes, he 
said. 


The effort to help the repeat- 


ing offender with state aid must 
be made, he added. 


"WE IN THE public defend- 


er's office try not to win the 


case and lose the child," he 
said. "In other words, get a kid 
off on a technicality when some 
court control may do him more 
good 


"We protect the rights of the 


child, but also try to help him 
find his way back into society." 


Benda referred to county de- 


tention homes as a place for 
helping youths in trouble. 


The DuPage County Board of 


Supervisors is expected to re- 
view plans for a county deten- 
tion home in the next two 
weeks 


Tentative groundbreaking for 


the home is set at Sept 1 this 
year. 


"There is no such thing as no 


detention home experience; ei- 
ther it's 
bad or good, not 


neutral," Marian Tevis, super- 
intendent of the Kane County 
youth home, said at the meet- 
|ing. 
1 
"TIME SPENT in the deten- 


tion home, no matter if three 
days or three months, will ei- 
ther hinder or help the youthful 
offender. 


"Illinois municipalities must 


hang their heads in shame for 
! the lack of juvenile facilities in 
| this state," he said. There are 
nine communities which have 
homes for juveniles, he said, 
and fewer than that have recog- 
nized programs of rehabilita- 
tion. 


Last year, 400,000 juveniles 


were confined by authorities, he 
isaid 
| Of this, 90.000 stayed in jails 


S of which only 20 per cent were 


i considered adequately equipped 
or kept, he added. 


The average cost to taxpayers 


for each 45-year-old man in- 
volved in a life of crime is 
$125,000, he said. 


"It is cheaper to help and 


(Continued on Page 4) 


18 Protest 
R-4 Zoning 


Eighteen residents on Diana 


Court in Bensenville are pro- 
testing 
R-4 (multiple-family) 


zoning and annexation of 4 9 
acres to the village. 


The homeowners are object- 


ing to apartment buildings lo- 
cated near their single-family 
dwellings north of Diana Court 
and near Addison creek. 


Code Bans Use 
Of Chemicals 


An ordinance prohibiting the 


spraying or the application of 
chemicals on village property 
was approved Tuesday by the 
Itasca Village Board. 


Restrictions set forth in the 


code are directed principally to 
persons or firms where they 
have sprayed or applied chem- 
icals to and on village owned 
streets, shrubs, and vegetation, 
without prior authority from the 
village 


According to the provisions of 


tho ordinances, the preventive 
measures called for prohibiting 
"double spraying," to 
offset 


possible injury to trees and 
shrubs, including wildlife 


HOWEVER, permission may 


be requested of the village for 
spriying 
and 
application of 


chemicals by individuals or 
firms on village property. The 
board of trustees may then act 
on the request for possible ap- 
proval. 


Requests to the village board 


must contain statements con- 
cerning the area and place, the 
chemical to be used and in what 
proportion 


Other information to be pro- 


vided would explain the type 
and manner of application or 
spraying, who will conduct the 
operation, and the 
proposed 


date of the operation 


Violators of the ordinance are 


subject to a fine of not less than 
$25 or more than $100 


IN PRESENTING the ordi- 


n a n c e to board members, 
Trustee Roy Johnson said the 
village will continue to spray 
trees "but not committed to 
what chemical the village will 
use " 


Johnson's comment reflected 


a recent plea by Itasca resident 
Watson Tucker for the village to 
ban the use of DDT as a pesti- 
cide in spraying diseased elms 
in the village. 


Bensenville 
builder 
Ralph 


Cantrell has sought zoning and 
annexation of the unincorpo- 
rated tract south of George 
Street. 


A PUBLIC hearing was held 


Jan 24 before the zoning board 
of appeals As yet no recom- 
mendation has been made to 
the village board 


The zoning board is allowed 


90 days to make a decision. 


A letter of protest to Eugene 


Sullivan, chairman of the zoning 
board, states 


"Not being aware that public 


hearings were being held on 
this matter, we therefore wish 
to go on record at this time that 
we are opposed to any zoning 
other than single-family dwell- 


, ings in our neighborhood 


"One of the motivating fac- 


i tors in our decision to build our 
homes in this area was the 
'single-family' pattern that ex- 
isted 


"Any multiple dwelling con- 


struction would certainly sub- 
stantially alter the residential 
nature of our neighborhood We 
further feel a corresponding re- 
duction in our property values 
would occur " 


Several of the residents met 


I last Saturday with village offi- 
cials to discuss sewer problems, 
land filling operations in Brent- 
wood East (being constructed 
by Cantrell) and the section 
north at Diana Court, south of 
George Street. 


12th Year—120 
Elk Grove VUlago. DM** 60007 
FRIDAY, MARCH 7, 1969 
5 Sections, 96 Pages 
.$12.00 a year — 15c a Copy 


40 ACRES ANNEXED, 
MUST BE UPGRADED 


FROLICKING THROt'GH "Barefoot In the 
and Jeff McKlevy, above. The play will be 


Park," are three Elk Grove high school stu- 
presented tonight and Saturday night at 8 


dents. The play, to be presented at the high 
p m , and on Sunday, at 2.30 p m. 


school, features Dean Bastounes, Cindy Andre 
(Staff Photo) 


Answer on Annexation 


, 
0 


Hoped For in 10 Days 


H a v i n g responded to a 


request for detailed cost infor- 
mation about annexation of the 
Forest View Homeowners Asso- 
ciation area, Elk Grove Village 
trustees are hoping to get an 
answer In the next 10 days. 


If no response comes, said 


Trustee 
Richard 
McGrenera, 


another letter will be submitted 


setting a deadline for a decision 
of the group on the question of 
annexation. 


McGrenera reported to the 


board that the homeowner's as- 
sociation had asked for cost in- 
formation relating to special as- 
sessments and taxes to consider 
when deciding the issue of an- 
nexation 


18 Protest 
R-4 Zoning 


Eighteen residents on Diana 


Court in Bensenville are pro- 
testing 
R-4 
(multiple-family) 


zoning and annexation of 49 
acres to the village 


The homeowners are object- 


Ing to apartment buildings lo- 
cated near their single-family 
dwellings north of Diana Court 
and near Addlson creek 


Bensenville 
builder 
Ralph 


Cantrell has sought zoning and 
annexation of the unincorpo- 
rated tract south of George 
Street. 


A PUBLIC hearing was held 


Jan 24 before the zoning board 
of appeals As yet no recom- 
mendation has been made to 
the village board 


The zoning board is allowed 


90 days to make a decision. 


A letter of protest to Eugene 


Sullivan, chairman of the zoning 
board, states. 


"Not being aware that public 


hearings were being held on 
this matter, we therefore wish 
to go on record at this time that 
we are opposed to any zoning 
other than single-family dwell- 
ings m our neighborhood 


"One 
of the motivating fac- 


tors in our decision to build our 
homes in this area was the 
'single-family' pattern that ex- 
isted 


"Any multiple dwelling con- 


struction would certainly sub- 
stantially alter the residential 
nature of our neighborhood. We 
further feel a corresponding re- 
duction in our property value* 
would occur." 


Forty acres belonging to Walter and Louis Sass has 


been annexed to the village of Elk Grove Village with 
the warning that housing on th eproperty for migrant 
workers is below municipal standards. 


The brothers were told to bring the housing up to 


standards within 10 days. 


They are planning industrial 


and commercial 
development 


on the tract, located on the 
north side of Higgms Road, east 
of Bond Street. 


In addition to bringing a 


house and trailer under the 
standards of the village, the 
property-owners were told that 
the structures must be removed 
by Nov 1 That date was set 
after it became clear that they 
had already contracted for farm 
labor, and planned to farm the 
land this year. 


NOV. i, IT was agreed, is suf- 


ficiently after the growing sea- 
son to allow removal. 


The petition of the two had 


been under consideration for 
s l i g h t l y more than three 
months, and the prearmexation 
agreement specifies the time 
limit on repairs and removal of 
the housing. 


At Tuesday's village board 


meeting, the owners said they 
were agreeable to the time limi- 
tations, although it was made 
known that repair woujd not be 
inexpensive 


The preannexation agreement 


was signed, and the land an- 
nexed by ordinance; it was then 
zoned light industrial, with the 
exception of a 333-foot strip 
fronting on Higgms to be devel- 
oped commercially. 


The price of annexation was 


$14,000, to be used for traffic 
lights in the area. Elk Grove 
V i l l a g e , when 
planned industrial 


considering 
and com- 


mercial development for annex- 
ation, charges $350 per acre for 
traffic signal purchase and in- 
stallation. 


Last week the board estab- 


lished a separate account at the 
Bank of Elk Grove for control 
of traffic signal fees. 


IN OTHER business, the vil- 


lage board deferred for another 
week decision on sale of $1,040,- 
000 in municipal building bonds 
lo finance construction of a pro- 
posed municipal complex at 
Biesterfield Road and Well- 
ington Avenue. 


The decision to defer followed 


a request from Village Atty. 
Edward Hofert for time to dis- 
cuss documents related to bond 


sales with financial consultant 
Paul Speer. 


Trustee George Coney told the 


board that a single sale, with an 
11-year retirement schedule, is 
recommended. 


Hofert, responding to ques- 


tions 
from 
Trustee 
Eugene 


Keith, said that if any money 
from the sale is left after speci- 
fications for the proposed two 
buildings are met, it can b* 
used for related purposes 


That could include interior 


furnishings, or abatement of a 
tax levy. 


In related action, the panel 


agreed to spend $500 to get a 
Standard and Poor's credit rat- 
ing, which is expected to be 
good and of assistance in selling 
the bonds at a favorable inter- 
est rate. 


E X T R A 
LAND 
at the 


Biestsrfield - Wellington s i te, 
being saved for School Dist. 59's 
new administrative offices, is 
expected to be surveyed soon. 


The village is planning to pro- 


vide 1% acres, which Coney felt 
to be sufficient for a 15,000- 
square-foot building. He added 
he thought it would be appro- 
priate for the district to pay for 
the survey, since the village 
will probably sell the land for 
the token sum of $1. 


In the meantime, the land will 


be made avilable for Boys' 
Baseball league use, since the 
district will probably not be 
building the administration cen- 
ter for at least another two 
years. 


A number of streets were ac- 


cepted for permanent mainte- 
nance, with the exception of 
Lively Boulevard between Oik- 
ton and Landmeier roads. 


Trustee Ronald Chernick ob- 


jected to the acceptance of the 
street, and he called for the 
matter to be tabled for two 
weeks. The motion to table lost 
by a 4-to-2 vote, with Trustee 
C h a r l e s Zettek 
supporting 


Chernick 


The motion to accept the 


streets was withdrawn and it 
was decided to meet with Cen- 
tex Corp officials on the matter 
before further action. 


SEVERAL THOUSAND students and towns- 
people from the Northwest suburbs heard one 
of the nation's rising black leaders, the Rev. 
Jesse Jackson, "tell it like it is" during a 


lecture Wednesday in Elk Grove High School. 
His appearance was sponsored by Harper Ju- 
nior College. (See story inside today's paper) 


(Staff Photo XEF&aH 


'Suspicious Auto' 
Leads to Arrests 


Two burglary suspects were 


a r r e s t e d early Wednesday 
morning 
following 
an initial 


complaint of a suspicious auto 
in Elk Grove Village 


Investigating village police 


apprehended Tony Garcia, alias 
Corky Ely, and Mario Cichocki, 
alias Frank Diamond. Both list 
several Chicago residences. 


Initially charged with posses- 


sion of burglary tools, the in- 
vestigation 
by 
officers 
Ray 


Marinec, William Kohnke and 
Jon Scharpenter soon led to the 
d i s c o v e r y that Garcia was 
wanted in connection with an 
October burglary in the village, 
and Cichocki was identified as 
his alleged accomplice. 


Garcia, under indictment for 


the Oct. 12 burglary of the Hi- 
Low Food Store, Elk Grove Vil- 
lage, was sent to Cook County 
Jail after he was unable to post 
$20,000 bond. 


CICHOCKI could not make 


bond 
of 
$25,000, 
has 
been 


charged with burglary, and is 
also confined m Cook County 
Jail. 


Investigation of the matter is 


continuing. 


The pair were found parked 


on Devon Avenue about 200 feet 
west of Ridge at 2'30 Wednes- 
day morning, and when police 
asked what they were doing be- 
came evasive, police said. 


Further investigation revealed 


a variety of burglary tools m 
the car, registered to Frank 


Diamond, as well as $22.50 in 
'small coins and Armored Ex- 
1 press Corp com wrappers, po- 
lice said 


They were arrested, and fur- 


ther investigation led to the dis- 
covery that Garcia had jumped 
bail and was under indictment 
for burglary by the Cook County 


j Grand Jury, according to 
lice. 


LATER, CICHOCKI was id 


tified as the man who esca 
when police captured Garcia 
ter the October burglary in 
Grove 


Both have previous arrest 


r e c o r d s , and Cichocki had 
served three years in prison for 
the attempted murder of a Chi- 
cago policeman 


AFTER SOME delay, the in- 


formation was compiled and 
mailed to association 
Pres. 


Wesley Kentzel. 


The village board's Judiciary, 


Planning and Zoning Committee 
is hoping for an answer "in the 
middle of the month." If none is 
forthcoming it will set the dead- 
line for a decision from the 100- 
home 
area 
completely 
sur- 


rounded by the village. 


While the village board is not 


in the habit of seeking annexa- 
tions, and opposed to forcing 
unincorporated areas to join, 
the question has been undecided 
fw several years in the Forest 
View case, and the board would 
like to have it resolved. 


At last report, the area was 


evenly split, and Kentzel had 
said there would be no annexa- 
tion unless more than 80 per 
cent of the affected homeowners 
want it. 


THE AREA currently con- 


tracts with the village, at a rate 
of $3,000 annually, for fire pro- 
tection service. On two occa- 
sions, including the current situ- 
ation, the matter of payment 
and fee negotiation has been 
suspended pending a decision. 


On Tuesday night, Village 


Mgr. 
Charles Willis said that 


$500 of past-due fee payment 
and one-third of the 
current 


year was paid by the Forest 
View Fire Protection District. 


Willis added that agreement 


on fire protection costs had 
been reached, 
and that he 


would report further on the 
matter next week. 


AHHHHGGHHH! The human wishbone writhing in 
the grip of two tormentors is a Northwest Police 
Academy recruit undergoing a vigorous limbering 
up session before proceeding to an even more 


strenuous session of hand-to-hand combat 
The 


classes are held m the gym at John Hersey High 
School, Arlington Heights. The academy trains po- 


lice recruits from Arlington Heights. Mount Pros- 
pect, Rolling Meadows, Palatine. Wheeling, and 
other communities in the suburban Northwest 


(Staff Photo by Mike Seeling) 
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SIX PKKSONS were injured in a chain accident on 
Algonquin Road in Rolling Meadows Wednesday af- 
ternoon Bernard (iiTftoin. Hoffman Kstates. and 
his wife, t'aulvtte. suffered face and head injuries 
when tlu- r.ir (It-rstem wa.x driving plowed into the 
rear of a stopped westbound car driven by Ronald 
Lucar/ who lives in the nearby Three Fountains 
apartments Luciitv, told police he was waiting to 


make a left turn onto Newport Ave. and his wheels 
were turned, so the impact pushed his car into the 
path of an eastbound cement mixer truck. Lucarz 
suffered leg injuries, his wife, Dorothy, head in- 
juries, and his mother, Mrs. Florence Tomusiak, a 
broken leg and head injuries. The driver of the 
Vulcan Material Co. truck, Peter Christensen of 
Chicago, complained of chest pains when he 


climbed out of his Vehicle, which rolled over in the 
ditch as he swerved in an attempt to avoid the 
crash. Gerstein was cited by Rolling Meadows po- 
lice for failure to reduce speed to avoid an acci- 
dent, although he claimed he did not see brake 
lights or flashing turn signals on Lucarz' car. Fire- 
men hosed down spilled gasoline until all the cars 
were removed. 
(Staff Photos) 
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Between the Lines 


Open-Occupancy 
Stand Cheered 


by PAT GKRI.ACH 


Three my loud cheers for Schaumburg village offi- 


cials for their polite refusal last week to be pressured 
into passage of an open occupancy law' 


The aggressive and positive stand of Village Pros. 


RnlM'rf i) Atrhrr and his trustees in shelving the Clergy 
CiMiniil s piuposal will hopefully set a bright example for 
their rmmterpaitt in Hoffman Estates — that is, if it 
isn't tc><> Inle 


'mloubU'tlK. SchaumburgV action may have been 


easier in view of the uncontented election of 


three trustees next month. 


On the other hand, in Hoffman Es- 


tates, where a hot race for the village 
presidency and three trustee posts ha.s 
just begun to pass the brewing point, 
board members had an opportunity 
three weeks ago to squelch the Issue. 


Such action probably would have 


prevented a rash of emotionalism from 
clouding many resident's feelings to- 
ward all of the 13 candidates. 


S( II U'MBl R<; HAS BKEN openly proclaimed by 


ist elected leaders as a "free and open community into 
which .my person feeling good will toward his fellow 
men is welcome ' 


In Hoffman Estates, too. a very similar feeling has 


prevailed for nearly a dozen years with members of a 
number of so-called minority groups living and working 
totifther happily and willingly without the forced control 
i>l local state nr national laws 


Since several of the local clergy have openly in- 


troduced the fair-housing proposal to the present admin- 
istration, it would appear that in calling for a morato- 
rium cm further discussion of the subject until after the 
election. Trustee Howard ".lack" Noble may be attempt- 
ing a stall 


NKARI.Y TIIHKK months ago Noble, running for 


village president on the Hoffman Estates Party (HEP) 
ticket told this reporter he personally does not tend to 
favor passage of a local fair housing law but fears the 
consequences of turning it down. 


Unfortunately the subject has now l>een opened to 


the village board and the community and Noble says he 
favors public hearings and much discussion — but only 
after April 1.1 when he hopes to occupy the president's 
chair 


Unfortunately, too. open occupancy is a very small 


i-sue compared with others facing the village such as 
/inning action, fiscal integrity, professionalism of elected 
officials, and of course, the big hooker — just where is 
Hoffman Estates going in the future and how will it get 
there 


In all fairness to the voter, he should hear from each 


candidate on all of these topics before April 15. 


M.THOl'dll TIIK fair-housing ordinance is suppos- 


edly in preparation now by the village attorney, current 
Village t'res Roj Jenkins .say.s there is no possibility of 
action In the Iward before the election 


Since the issue, and all of the other problems facing 


the village will Iw up to a new administration, all the 
more reason wr should hear from all candidates on ev- 
erything within the next month. 


LAUGH TIME 


. k. I'M » ,M,, 


Ryan 3rd Candidate For Dist. 214 Board 


James T. Ryan, of 2006 Rose- 


hill, Arlington Heights, today 
announced he will be a candi- 
date April 12 for a one-year 
term on the High School Dist. 


Otoituaries 


John P. \leagh«*r 


John P. Meagher. 76, died 


I Tuesday in DuPage County Me- 
' morial Hospital. Elmhurst. 


He was born Oct. 15, 1892, in 


I McComb. Miss., and lived at 
14N619 Church Road in Ben- 


senville 


Visitation is today at Geils 


Funeral Home, 180 S. York 
Road, Bensenville. Funeral ser- 
vices will be held tomorrow at 
10:30 
a.m. from the funeral 


j home to 
St. Alexis Catholic 


Church in Bensenville, for 11 
a.m. mass. Interment will be at 
St. Joseph 
Cemetery, River 


Grove. 


Surviving 
are 
his widow, 


Irona: two daughters, Mrs. Vir- 
ginia Davies of Bensenville. and 
Mrs. 
Alice Furlan of Harwood 


Heights, III; four sons, Tom of 
Tampa, Fla., Jack of Jackson- 
ville, Fla., Robert and Henry, 
both of Bensenville; 14 grand- 


17 great-grand- 
a sister. Maggie 


c h i l d r e n 
c h i l d r e n 
Rausa of Scrttle, Wash.; three 
brothers, Harry Rausa and Nick 
Rausa, both of Chicago, and 
Frank Rausa of Hartsville, Ala. 


214 board. 


Ryan, who had been one of 


five persons weighed for two 
school board appointments 
made last month, said he was 
encouraged to run and had con- 
sidered the matter for a long j 
time before deciding to take out 
candidate petitions. 


He said he wanted to assure 


himself that he could give the 
school board the proper time 
and without shorting the Arling- 
ton Heights Plan Commission, 
on which he serves. 


In a statement released to the 


papers he explained, "I specif - 


Deaths Elsewhere 


Donald L. Bach, 51. of Whea- 


ton, died suddenly Feb. 21, in 
Central DuPage Hospital, Win- 
field. Funeral services 
were 


held Feb. 24, at the Wheaton 
Evangelical Free Church in 
Wheaton. The Rev. LaReau 
Thorwall officiated. Interment 
was at Memory Gardens Ceme- 
tery in Arlington Heights. Sur- 
viving are his widow, Doris; 
three 
daughters, 
Carolyn at 


home, Mrs. Virginia Sandsmark 
of Wilmette, and Annette Bach 
of Chicago; two sons, Marvin 
and Donald at home; his moth- 
er, Mrs. Martha Bach of Arling- 
ton Heights; two sisters, Mrs. 
Dorothy Carleston of Dundee, 
and Mrs. Marlyn Culton of 
Springfield, Mo.; and a brother, 
Harold Bach of Elgin. 


ically announce my candidacy 
for the one-year term so that 
each and every voter . .'. will 
have the opportunity to review 
my record in one year." 


RYAN 
ALSO 
made 
Ll.ese 


points in his statement: 


—That it is "vitally impor- 


tant" to achieve close coopera- 
tion between the various plan 
c o m m i s s i o n s and the liigh 
school districts." 


—That the main prerequisites 


for a school board member are 
"a willingness to serve and a 
sense of objectivity . . . I be- 
lieve I have sufficient objectiv- 
ity to serve the students, the 
parents of the students and the 
taxpayer 
at-large. 
A 
board j 


member must have a feeling of ] 
responsibility to each." 


—That he would do his best to 


insure "that, dollar for dollar, 
this district will have the best 


Mrs. Mary Jane Mead, 59, of 


Park 
Ridge, 
died 
suddenly 


Tuesday in her home. Memorial 
services will be held tomorrow 
at 2 p.m. at the Church of the 
Good Shepherd, 301. Ridge (cor- 
ner of Ridge and Landmeier 
Road) in Elk Grove Village. 
The Rev. Lloyd Weber will offi- 
ciate. Surviving are two daugh- 
ters, Mrs. Nedra Morbeck of 
Elk Grove Village, and Mrs. 
R a d a h Repel of Arlington 
Heights; a son Hal Mead of Chi- 
cago; seven grandchildren; and 
two sisters. 


Officials 
to Discuss 


Highway Relocation 


educational system that it col- 
lectively cares to afford " 


RYAN TOLD Paddock Publi- 


cations he felt he could serve as 
a bridge between the Arlington 
Heights Plan Commission and 
the high school 
district. He 


pointed out that board member 
Mrs. Leah Cummins holds a 
similar position with the Elk 
Grove Village Plan Commission 
while board 
member 
Frank 


Bergen serves on the Mount 
Prospect Plan Commission. 


Ryan called for using "lead- 


ership, direction and a willing- 
ness to listen to legitimate, le- 
gally presented student propos- 
als" as the answer to the trend 
of student "rebellion for rebel- 
lion's sake." 


Ryan, when he files his peti- 


Frost PTA Will 
• 


See Bear Films 
: 


John Johnson, tackle for the' 


Chicago Bears has been sched- 
uled as guest speaker at the 
March 18 meeting of Robert 
Frost Junior High PTA. 


Johnson plans to show a film 


detailing highlights of the 1968 
Bear season. 


Parents are urged to bring 


their children to the meeting 
which is scheduled to begin at 8 
p.m. 


tion, will become the third 
name on the list, a list of candi- 
dates for the one-year term. 
The others are Don McGlotnlin 
of Wheeling and John M. Cos- 
tello of Mount Prospect, now 
holding a seat on the board by 
appointment. 


"I certainly told that gny what I think of him. Did 


you get it all down, Mitts Clark?" 


Sometime late this month offi- 


cials of all communities along 
Route 19 (Irving Park Road) 
will be invited to meet with Illi- 
n o i s Department of Public 
Works and Buildings personnel! 
to discuss alternate alignments j the 
now under consideration for re- 
location of the highway. 


At that time community offi- 


cials will have the opportunity 
to express their opinions con- 
cerning the most acceptable lo- 
cation, according to information 
contained in a letter received 
by The Herald recently from 
Sigmund C. Zie.jewski, district 
engineer of the highway depart- 
ment. 


"Approximately 
one 
month 


after this meeting, the state di- 
vision of highways will arrange 
to hold a public hearing at 
which time all persons affected 
by the alternate locations under 
study will be given an'opportu- 
nity to express their views," 
Ziejewski's letter explained. 


NEITHER meeting date has 


been set as yet, although Zie- 
jewski said both will be widely 
publicized as soon as time and 
meeting places are established. 


For the past year, Ziejewski's 


E l g i n office has been in- 
vestigating 
several 
alternate 


alignments for relocation of the 
state highway. 


Routes under study lie within 


a two-mile corridor bounded on 
the north by the existing high- 
way and Wise Road, and on the 
south by the Chicago, Mil- 
waukee, St Paul and Pacific 
Railroad and U. S. Route 20. 


The portion of the corridor 


under the jurisdiction of the El- 
gin office extends from the east 
end of the Elgin by-pass easter- 
ly to Illinois Route 83, Ziejewski 
said. 


Portions east of Illinois Route 


83 are under study by the high- 


way department's district 10 of- cussions have dealt only with 
fice in Chicago. 


DURING THE last year high- 


way department officials have 
met with representatives of sev- 
eral municipalities adjacent to 


proposed route but dis- 


tentative plans. 


Principal objectors to plans 


presented during the study were 
voiced by Schaumburg Pres. 
Robert 0. Atcher and Stream- 
wood Pres. Nick Kosan. 


Mrs. Marie Julia Georgen, 73, 


of Pompano Beach, Fla., died 
Tuesday in Holy Cross Hospital, 
Fort Lauderdale, Fla. Funeral 
services will be held tomorrow 
at 10:30 a.m. from Lewis Funer- 
al Home, 7600 W. Grand Ave., 
Elmwood Park, to St. Cyprian 
Church in River Grove, for 11 
a.m. mass. Interment will be at 
St. Joseph 
Cemetery, 
River 


Grove. Surviving are her hus- 
band, Louis J.; two daughters, 
Mrs. Marion Bedore of Ohio, 
and Mrs. Florence Williams of 
Texas; two sons, Richard J. of 


Bunny 
Home 
Safely 


An injured rabbit was re- 


turned safely to its Hanover 
Park home this week. The pet 
rabbit is owned by the Walter 
Demings family of 1825 Ever- 
green. 


The bunny, out for its daily 


exercise, was injured, perhaps 
by a child. Unable to move, the 
rabbit sat on Hollywood until 
police picked it up. 


The Demings family claimed 


it Monday. 


Train Hits Car 
-Teacher Dies 


Carol J. Berry, a teacher at 


Ridge School in Elk Grove Vil- 
lage, 
was killed Wednesday 


when the car she was driving 
was struck by a train in Villa 
Park. 


Miss Berry, 31, of 515 


Ardmore Ave., Villa Park, was 
fatally injured when a westi 
bound freight train struck her 
car at the Illinois Central rail- 
road crossing at Addison Road, 
South of North Avenue. 


A SECOND grade teacher at 


Ridge School, Miss Berry had 
been teaching in the district 
since September, 1965. Previous 
district 
assignments 
included 


R u p 1 e y 
and 
Grant 
Wood 


RYAN, 
A LAWYER, 
is a 


partner in the Chicago law firm 
of Morgan, Halligan, Latioff and 
Cook. 


He is a former director of the 


Arlington Heights Jaycees, for- 
mer president of the Arlington 
Vista Home Owners Association 
anc general counsel for the Illi- 
nois Young Republicans. 


Mount Prospect, and Robert J. Schools, and had prior experi 
of Chicago; 19 grandchildren j ence in Seattle, Wash., and El- 
and two great-grandchildren. 
j gin school systems. 


Habit- 
forming. 


fashion 


"They complained about us 
using thin paint . . . wait 
'til they try to open these 


windows!" 


vlf you want 


what g 
want 


when you 
WANT IT. 


then 
.. 


arefor-gott! 


05 YEARS AGO 


Cook County Herald, March 4. 1904 


Over $2,000,000,000 will be poured into the pockets of the 


people of the United States because of the war between Russia i 
and Japan. Of the sum, over half will go into the pockets of the 
farmer. The man behind the plow in the Middle West now stands 
as dictator to Russia and Japan. The wheat he raised, the corn he 
plowed, the cattle he owns are needed in the Far East and when 
the victor comes to figure up the war indemnity, he will find that 
the bulk of the expense has gone to the American farmer. 
: 


50 YEARS AGO 


Cook County Herald, March 7, 1919 


The regular meeting of the Arlington Heights Village Board , 


was held Monday, March 3, 1919. 


The finance committee reported favorably on bills and pay' 


roll amounting to $252.60 which were ordered to be paid. 


A petition signed by property owners abutting north Dunton 


Avenue from the end of the paving to the village limits pledging 
$200 to have the road fixed up by putting on crushed stone, was 
referred to the street committee. 


The treasurer's report, showing a balance of $467.74 was read 


and referred to the finance committee. 


25 YEARS AGO 


Arlington Heights Herald, March 3, 1941 


An A&P super market ad reminded shoppers to bring their 


ration stamps and listed the following prices for food- Pork roast, 
25 cents a pound; bacon, 25 cents a pound; smoked ham. 29 cents 
a pound; link sausage, 39 cents a pound; ground beef, 25 cents a 
pound; and chuck roast, 25 cents a pound. 


Other food prices included three pounds of coffee for 59 cents. | 


four pounds of cabbage for 10 cents, a pound of fresh peas for 15 • 
cents, and two bunches of fresh beets for 11 cents. 


10 YEARS AGO 


Arlington Heights Herald, March 5, 1959 


The death sentence, as it is applied in Illinois, is arbitrary, 


rare, haphazard and useless as a deterrent to capital offenses So 
concludes a survey released last week by Eugene S. Zemans, 
executive director of Chicago's John Howard Association. 


The study was made in connection with a proposal in the 


Illinois legislature to establish a six-year moratorium on the use 
of the death sentence. 


When you stack one U.S. Sav- 
ings Bond on top of another, it 
becomes a habit that's tough to 
break and hard to beat. That's 
because it's so painless. Just tell 
your employer or banker to set 
aside a regular amount from 
your paycheck before you have 
a chance to spend it. Sign up 
today. 


NOW—Higher Rates! 


Savings Bonds now pay 4.25% 
when held to maturity — and 
Freedom Shares (sold in com- 
bination with E Bonds) pay a 


full 5%. The extra interest will 
be added as a bonus at maturity. 


And now you can buy the 
Bond/ Freedom Share combina- 
tion any time — no monthly 
commitment necessary. Get the 
facts where you work or bank. 


U.S. Savings Bonds, 
new Freedom Shares 


U.S. Govimmrmt *w» not 


pay lor tAu aa*v«rtu«i*«itt. /t 
it pri«n(«f «« a pnolfc wrvi« 
in <»0f«ratu» wit* T»« Df 
parlmnt t1 «*• Trttnrr a*4 
Tin Adttrtittng Conntfl. 


Arlington Heights Community 


CONCERT 


bringing 


to the Arlington area 


the world's finest musical artists 


IN PERSON 


PRAGUE CHAMBER ORCHESTRA 


plus 3 or 4 other splendid performances during the 1969-70 season 


Only $10.00 membership fee 


Students $5.00 


admits member to entire series 


>o admissions available lo individual concerts 


MEMBERSHIP DRIVE MARCH 10 thru MARCH 15 


ASSOCIATION 


l\<'IUHCn<'(l 


CHAMBER ORCHESTRA 


I .1 J 


St VIRTUOSO MUSICIANS IN MATCHLESS ENSEMBLE WITHOUT CONDUCTOR 


The following 


BUSINESS ESTABLISHMENTS 


hove sponsored 


ARLINGTON HEIGHTS 


Arlington Beauty Service 
106 S. Arlington Heights Rd. 
The Rank and Trust Co. of Arlington Heights 
•owen Hardware Co. 
Day Publication* 
Dunton Court Cleaners 
First Arlington National Bank 
Gatehouse Antiques, Ltd. 
123 Davit St. 
Mr. Gus' Restaurant 
1123 S. Arlington Heights Rd. 
Hake Funeral Home 
Thomas H. Hanlon 
Annen and Hum Rtaltori 
Harris Pharmacies 
Heights Cleaners 
403-403 S. Arlington Heights Rd. 
Howlond's Meat Market 
Evergreen Shopping Center 
The Jewel and Osco Stores 
Charles Klehm and Son Nursery 
Robert L. Nelson Realtors 
300 E. Northwest Highway 
Monaco Drugs 
1121 N. Arlington Heights Rd 
OHvo's Reality Salon 
Paddock PubKcotions 
Persbi and Robbin Jewelers 
Rekhardtdeaners 
1930 N. Arlington Heights Rd 
State-Pork Plaza Service Station 
443 S. Arlington Heights Rd. 
Swedish House Smorgasbord 
203 N. Evergreen St.. Arlington Heights 
7100 Golf Rd., Morton Grove 
U9 W. RooMttlt Rd., Glen Ellyn 


this page 


Sylvia's Flowers 
United Rent-Alls 
Webber Paint Co. 
214 N. Dunton 


MT. PROSPECT 


Basse's Flowers and Gifts, Inc. 
The Carter Music Shop 
Haberkamp's Flowers 
Wilkins Music Center and School 


PROSPECT HEIGHTS 


Fred's Finer Foods 
Rr. 83 and Camp McDonald Rd. 
Jewel Food Store 


9 Camp McDonald Rd. 
Prospect Heights Meats 


Rt 83 and Camp McDonald Rd. 


PALATINE 


Byhring Jewelers 
First Bank and Trust Co., Palatine 
Fox Cleaners 
Nelson's Flowers 
Zimmer Hardware 


ELK GROVE VILLAGE 


Elk Grove Barber Shop 
Drs. S. A. Halperin and M. A. Hoffman 
Optometrists 


ROLLING MEADOWS 


Amling's Flowerland 
Holiday Inn 
22nd Season 


OFFICERS 


MR. RUDY P. (CASPAR 


Prtsidtnt 


MRS* HARRY J.JENKINS 


Firtt Vice President 


MRS. EDWARD R. VOGENEY 


Second Vice Prtsidtnt 


MRS. FRANCOIS N. PALMATIER 


Recording Secretary 


MRS. HAROLD B. WENZEL 


Corresponding Secretory 


MR. ARTHUR H. FRANZEN 


Trecnurer 


MRS. DONALD L. EVERHART 


Publicity Chairman 


MRS. OLIVER E.AUER 


. Artist Screening Chairman 


MRS. RICHARD B. DUNLOP 


Concerf Chairman 


DIRECTORS: 


Mr. George F. Bochum 
Mr. Thomas O. Grise/l 
Mrs. Thomas O. Gratlt 
Mrs. W.M. Moor* 
Mrt. Marvin L. Niche/son 
Mrs. Charles Opefa 
Mrs. William £. Kttz 
Mrs. Clayton H. Saueri 
Harry O. Swenson 
Mrs. K. H. Siedentop 
Boyd White 
Mrs. towrence W. Zonsiui 


CAMPAIGN 
WORKERS 


HOFFMAN (ESTATES 


Mrs. Ethel Green 
529-91IO 


ROLLING MEADOWS 


Mrs. James Young 
255-3885 


Mrs. Anthony Muselin 
Mrs. William Bailey 


LAKE ZURICH 


Mr. Jerome Pugsley 
431-6706 


DESPLAINES 


Mr, Harry Swenson 
437-4966 


PROSPECT HEIGHTS 


Mrs. William Foran 
537-4587 


Mr. Carl Stehman 
Mrs. John Chrislensen 
Mrs. Ray Dietrich 


MT. PROSPECT 


Mrs. George Bochum 
Mrs. E. Townsend 
Mrs. John Cawley 
Mrs. Ed Croyne 
Mrs. Marvin Nichelson 
Mrs. Gilbert Spencer 


PALATINE 


253-5932 


259-9448 


358-6168 
Mrs. William Xietz 
Mrs. George Rasbach 
Mrs. James (lark 
Mr. Corlyle Chiddister 
Mrs. H. V. Haog, Jr. 
358-4491 


Mrs.UillelGomoron 
Mrs. David Halliday 
Mrs. K. H. Sedentop 
Mrs. L. J. Jorgenson 
Mrs. George Mown 
255-785! 


Mrs. Robert Long 


BUFFALO GROVE 


Mrs. William Puryear 
537-3756 


ELK GROVE VILLAGE 


Mrs. Henry Earnest 
437-0524 


Mrs. Ken Holste 
Mrs. Jim Holmes 
Mrs. William lonner 
Mr. Paul Rekhenbacher 


ARLINGTON HEIGHTS 


Mrs. Lawrente Zensius 
253-6377 


Mrs. Arthur Franzen 
Mrs. Donald Hruby 
Mrs. Warren Walkley 
Mrs. Roy Carson 
Mrs. Clayton Sauers 
253-0731 


Mrs. Raymond Erickson 
Mrs. Walter Hiddmg 
Mr. A. T. Hoff 
Mrs. Thomas Grisell 
Mrs. Donald Everhart 
259-0841 


Mrs. Henry Riechers 
Mrs. Joseph Pickord 
Mrs. Phil Newman 


Mr. ond Mrs. William Fritke 
Mr. and Mrs. Boyd White 
392-0397 


Mr. Fred Schnrayer 
Mrs. khn Allen 
Mrs. Robert Hoar 
Mrs. Doug Peterson 
Mrs. Charles Opela 
253-5255 


Mrs. Thomas Smith 
Mrs. Holder (arisen 
Mrs. Will Wright 
Mrs. William Corns 
Mrs. E. R. Vegeney 
259-4425* 


Mrs. David Redenbaugh 
Mrs. William Weisent 
Mrs. Harvey Locker 
Mr. Mel Kasen 
Mrs. Harold Wenzel 
259-2119 


Mrs. Robert Dallstreom 
Mrs. Kenneth Brown 
Mrs. Kenneth Kuenstler 
Mrs. Thomas Touhy 
Mrs. Frank Polmatier 
253-7992 


Mr,. Warren West 
Mrs. Harold Jenkins 
Mrs. Dole Galloway 
Mrs. Jack Hoy 
Mrs. Harry J.Jenkins 
259-1766 


Mrs. Walter Nyslrom 
Mrs. Frank Schiel 
Mrs. Muriel Hogorty 
Mrs. N. Solovo 
Mrs. John Sarbough 
Mrs. Karen Houghton 
Mr. Jack Sullivan ' 
Mrs. Richard Ounlep 
253-8384 


Mrs. George Wheeler 
Mrs. Edward KHfoy 
Mrs. Robert C. Cook 
Mrs. J. Foloon, Jr. 
Mrs. C. C. Auer 
255-9189 


Mrs. J. A. Zimmerman 
Mrs. James Krozowski 
Mrs. Charles Jenkins 
Mrs. G. E. Staahl 
Mrs. William Moore 
255-8389 


Mrs. William Wilkox 
Mrs. Anthony Muselid 
Mrs. William Bonner 
Mrs. William Otto 
Mrs. James McElhose 
253-5076 


Mrs. John Rinello 
Mrs. Merrill Clark 
Mrs. Donald Frees 
Mrs. Alroy Aschoff 
Mrs. Rudy Kospor 
Mrs. Marvin Suehler 
Mrs. Lillian Woodworth 
Mrs. H. M. Pettit 
Mrs. Paul Slrohl 


259-3104 


Arlington Heights 


Community Concert Association 


CAMPAIGN 


HEADQUARTERS 


Arlington Theatre Lobby 


115 N. Evergreen 


Phone 


392.9770 
392-9771 


Make checks payable to 
Community Concerf Asm. 


First Presbyterian 


Church 


JH5.>) 


302 N. Dunton 


ARLINGTON HEIGHTS 


Sunday, March 9 


TWO SERVICES 9:30 and 11 a.m. 


"Our Bounds" 
S*qu«l to "Our Bonds" 


Girl Scouts - Special Gueiti 


SPKIAL IENTIN WORSHIP - WEDNESDAYS 8P.M. 


S«r»«» on "Characters about the Cross" 


March 12. No. 4: "The Outlaw Who Was Lost" 


MINISTERS 


I'jtul l.nui* "Mtimpf. )>.)>. 


Jimn— r'b> 


l.rnn Hiring 


CHRIST LUTHERAN CHURCH 


11 s. KohUinu Koiul — 1'iilutinr — .(.">»- >(><N) 
Wr WcUonie You l'n Share In The Warm 


Kflluw-hi|) lit Our Church Kamily 


Announcing Time Change for Worship 


Srnirf, Sunday School & [Nursery dare 


<>:00 and UhilO a.m. 


I. Ms run I . n u l l ) , < > i n P.i-inr 
U. I.. •liTciniah, Assistant 


Christian 


FIRST KB Illinois Blvd.. Hoffman 
rmol Estates. Fred Gilbert, pas- 
tor. 894-3666. Sunday church school, 
9:30 a.m.; worship service. 
10:30 
a.m. (Nursery); Evening study, 7 
p.m. 


Bible 


DAI ATIMC 312 E Wood St. Emll C. 
PALAIINt Wittig. pastor. FL 8-1150 
or PL 9-1363 Sunday school, 9:30 
n m . ; worship services, 10-45 a.m 
and 
7 p.m. Wednesday, prayer 


meeting and Bible study, 7:30 p.m 
MOUNT PROSPECT gg^ &,°Unt' 
Prospect. Dr. John Booth 439-3337. 
Sunday 
school, 930 a.m.. 1045 
n m . morning worship sen Ice and 
Junior church 
(Nursery) 
7 p m , 
"veiling service 
Wednesday. 7 30 


p m 
midweek prayer meeting 


Ann Sullivan School. 
n..i...t|ne and Schoen- 
bcck Roads. Prospect Heights Sun- 
day school 9 3(1 a m 
11 a m . Ivor- 
ship si-nice. 6 30 p 1:1 
communion. 


Knr Information 
call C E Fors. 


J-il-8013 or H VaiiRvn 25.1-3886 


' NORTHWEST SUBURBAN 
! tntfs Jim Bi-rndt. pastor 
8<J4 1995 


Dlble study. 8 p m . first and third 
Thursday at 
251 HIKhland 
Blvd 


Family 
night 
(Slnaarama), 
7:30 


I p m first Saturday of the month at 
I Hlllcrest School. Fremont and Hill- 
! crest. 


Wesleyan 


ELK GROVE VILLAGE ™&*3f. 
Elk Grove Village. David L). Crall. 
pastor HE 7 4'IHT or HE 7-0974. Sun- 
day school. Id a m : worship service 


i nnd beginner's c h u r c h , 11 a.m. 
I (Nursery ) 6 p m . youth service: 7 
1 n m , eventiiK service. Wednesday. 


I 7 30 P m . Bible study and prayer 
! .service 


Covenant 


! CPUAIIMQI IDT l i l a i ' k h a w k 
Ele- 


i oUHAUIVlDUKb ,r,.marv 
Si-luiui 


I Sch.uii'ih.ii': HIP, ul .-Hid tillnols Filvd 
I l l n r i n i n i - Kst.iti's 
\Krcd I.nnMi:. 


, pastor. 52!i 38I« Sundnv school, 9 30 


10 -15 a m 


Church Services 


Lutheran 


TRINITY 3201 Meadow Drive. Roll- 
1 mm 11 ing 
Meadows. (Missouri 


Synod.) Carl F. Thrun, pastor. Sun- 
day worship services, 8 nnd 10-30 
a.m.; 
Sunday school. 9:15 a m 
(Nursery). 


CROSS AND CROWN 1122 W. Rand 
Road, Arllng- 


1s. 
ton 
Heights 
Kenneth L. Roui . 
pastor. 394-0342. Family worship, 
10 a.m. (Nursery); Sunday school, 
10 45 a.m 
AIWFNT 1220 Irving. Park Road, 
HUVCNI Hanover 
Park. 
Donald 


Koepke. pastor. 837-8050. S u n d a y 
school, 8:45 and 10.30 a.m.; worship 
services, 9 and 10:30 a.m. 
RFTHFI 
W. Frontage Rd. at Brlar- 
DtmLL W00d Lane, Palatine. E. 
W. Slmonsen, pastors. FL 8-2335. 
Sunday school and worship services. 
9:30 and 10:45 a.m (Nursery), 
a.m. (Nursery). 


CHRIST THE KING 
burg 
Road, 
SchaunTburg. 
Dennis 


SchVect. pastor. 
529-4134 and 529- 


6858 Sunday worship services, 8:30 
and 10 45 a.m.; Sunday school, 9:30 
a.m. (Nursery available.) 


A r l i n g t o n 
Heights Road 
across from Grove Shopping Center. 


5 0 6 
Park- 


Catholic 


ST. JOHN THE EVANGELIST, __ 
side Circle. Streamwood. John M. 
Kyle, pastor. 837-2973. S u n d a y 
masses: 8, 9:30, 11 a.m., 12:15 and 
7 p.m. Holy days: 9 a.m., 6. 7 and 
8 p.m. Weekdays: 8 a.m. Saturday: 
6:30 and 8 a.m. Confessions: Satur- 
day, and eve of Holy days, 4 to 5 
and 7 30 to 8:30 p.m. 
Tefft J u n i o r 
High School, 
Irving Park Road. Jerome Ktordan, 
pastor. 289-1204. Sunday manei: 8, 
9:30 and 11 a.m. 
IMMAC. CONCEPTION SUST 
Palatine 
(Ukrainian.) Rev. Joseph 


HANOVER PARK ggg 


S h a r y. 
10 30 a m 


. 
. 
5-4805. Sunday mass. 


LADY OF WAYSIDE gn. " 


CHRISTUS VICTOR 


Elk Grove Village 


hopping 
437-2606 
David 


Peterson, pastor 
437-4564. Sunday 
8 a.m , Holy communion: 9:30 a.m., 
Sunday school and adult B i b l e 
' 
study; 11 
(Nursery ) 


• ( N u r .s 
- t 
ind 


Wrdni'hda> 8 P m , 
'll- vtmlj at 11^5 W. 


Sec and Hear 


WCIU- 


Ch.26 


12:30 p.m. 


• dch 


Herald of Truth 


and tflcimwn 


AM.FM 


Des Plaines CHURCH of CHRIST 


a.m . worship service. 


9200 Milwaukee 
Ave., Nlles. Wis- 


consin synod. Howard Honke, pas- 
ST. MATTHEW 


. 
ton Heights. Harold T. O'Hara, pas- 
tor. John W. Tapper and Edmund 
Schrelber, associates. 432 W. Park. 
CL 3-5353. Masses: Sundays, 6, 7:15. 
8:30, 9:45, 11 a.m. (with nursery), 
12 15 and 5 p.m. In church. 8:30, 
children's mass, and 11:30 a.m. In 
auditorium. 
Weekdays, 6:30, 7:30 
and 8:20 a.m. Saturdays, 7 and 8:20 
am. Holy days: 6, 6:30, 7:16. 8. 9 
and 10 a.m., 6:30 and 7:15 p.m. 
Novena: Tuesdays, 8 p.m. 
Confes- 
sions: Saturdays, 4 to 5:30 p.m. and 
7:30 to 9 p.m. 


ST. ALPHONSUS 
Burke, pastor. 
Sunday masses: 7, 
„ „., -I-. -. 
8:30. 9 pastoi 
:45, 11 
12;15 
, 
B 


tor. 
827-4360. Sunday school. 9-15 
a m.; worship service. 10 30 a.m. 


FAITH 431 S 
Arlington 
Heights 
rrtl I n Road, 
Arlington 
Heights. 
(Missouri Synod—English District.) 
_ _ . . 


Vernon R Schrelber, pastor. C Da-1 pin, pastor; Eugene 
J. Faucher 


Id Stuckincyer, assistant. CL 3-4839. and Hugh J. Murtaugh, assistants. 


p.m. Holy day masses: 6:30, 8, 9 
and 10 a.m. and 6:30 and 8 p.m. 
Weekdays, 6:30 and 8 a.m. Confes- 
sions: Saturday, 4 to 5 and 7:30 to 
8:30 p.m. 


M e a d o w 
T ITI! FTTF 390° s- M 
l. IjULtllt Drive. R 
. 
Meadows. CL 5-9222. James F. 


- 
o l l i n 
- 
l i n g 
. Hal- 


Should ho pray for 


things in sight? 


or for the light that will, 


in turn, give him all he needs:' 
to learn, to have and to be... 


Help your child learn 


th.it "the ettectual fervent prayer 


/• 


t a righteous man availeth much" |)as. 5:16). 


I le is welcome at the 


CIIKISTIANSCIKN'CK 


SCXDAYSCIIOOL 


pupils up to the age oi 20 


FIRST CHURCH OF CHRIST, SCIENTIST 


1 South Rohlwing Rood 


Palatine, Illinois 


• 
FIRST CHURCH OF CHRIST, SCIENTIST 


401 South Evorgrton Avenue 


Arlington Heights, Illinois 


302 
N. 
Elmhurst. 


Mount P r o s p e c t . 
CL 5-4671 Jerome Engseth, pastor. 
Sunday school, 945 n m . ; worship 
service. 11 a m (Nursery). 


SEVENTH DAY AOVENTIST 


1 CflPPQT PI FM -3l>7 N 
Qucnim 
rUKtOl fcLtN Road. Palatine. 
Arthur N. Patrick, pastor. 358-7614 
or 742-2527. Saturday worship ser- 
vlci\ 9 a.m.; nll-iigt* sabbath school. 
10-15 a.m. Midweek services. 2nd 
and 4th Tuesday. 7 30 p m 


United Church of Christ 


Pll fiBIM (formerly Congregational) 
rlLUKIIYI 531 p a r k s I d e Circle. 


i Strramwoort. John 
E. 
Klngsbury, 


pastor 289-1474 Sunday school and 
worship services. 9 nnd 10:45 a m 


I (Nursery) Church school, grades 7 
land S. Tucs . 6-30 p m : grades 5 


j nnd 6 
S;<t . 10 a.m. 


;GOOD SHEPHERD RTd"1ccr 
ETk 


Cnivi- Villa«o t.lnyd P Wober, pns- 
tor 
437-26-16 or 437-0425. S u n d a y 
school 
( n u r s e r y through high 
school) 9 .TO and 11 am.; worship 
services. Sundnv, 1-30 and 11 a.m. 
anil Wednesday. 8 p m : prayer fcl- 
Imvshlp. S u n d a y, 7 p.m.. and 
Wednesday. 9 3d a m. 
MACTCD 
'f*~i 
'. 
t uiitral R o a d . 


IYIHOI CR Mount Prospect. Keith A. 


I I >iiv Is 
Minister. 
827-3890 
Sunday 
worship service and church school, 
in i:> a m 
<M-.:r-;rv.: 


CONGREGATIONAL 
Inn Heights. W 
Rowland Koch, 


minister CL 0-3967. Sunday school. 
Bth grade thioujjh high school. 9 
a in . worship service and Sunday 
school, nursery to 6th grade, 10:30 
I m 
PAPTI CTT 
Devon A v e 
William 
D H K I L t l l 
N-(,ny, pastor. 289-1320 


Sui'ilay school. 9 a m , worship serv- 
liv 10 3!) a m 
QTRFAWHA/finn Schaumburg a n d 
31 KtJWIWUUU Harrington Roads, 
Stivannvood. Paul Rucker, pastor. 
•JS'l-3334. Sunday school, 9 a.m.; wor- 
ship service. 10 a m. 
I flNP RRfWF L™*1 Grove Road. 
LUNb bKUVL Michael Pnull, pas- 
tnr G34-363!> Sunday school. 9 a.m.. 
thru fith xnidc: 1030 a.m. 7th 
Ki.'idi- only Worship services, 9 and 
in ,!0 a m (Nursery) 


K l m h u r s t and 
Willow R o a d s . 


Donald S Hobbs, pastor. CL 3-2772. 
Sundav school, t 30 a.m , worship 
S'-rv in-s, !) 30 and 11 a.m. 
QT 
IfiHN Algonquin and Roselle 
Ol. JUnl'l Koads c, Edwin Houk. 
Intrlm 
pastor 
358-3753. 
Sunday 


school. 9 30 a m , 10 45 a m., wor- 
ship sen ice. (Nursery.) 
QT 
IflHN Algonquin and Roselle 
Ol. JUnN RoSds 
Rev. Lorin Har- 


rison .158-3753 Sunday school. 9:30 
.1 in 
in 15 a m . worship service 
(NurS'Tv ) 
QT K/iARK Jenkins Court and Elm- 
01. IVIHRrV |,lirst R,)nd. Wheeling. 


I |,R 7-1791. William N. Bender, pas- 
tor 
Sunday worship service, 10-15 


;i nl. 
QT Pilll 
144 E 
['nlatlr.o Rond, 
Ol. 
THUL p n | n t l n e 
KL 8-0399 


C'.lcnn G 
Gumm 
pastor. 
Joseph 
F.irccaro. assistant. Sunday school, 
930 am.: worship services, 9:30 
and 11 a.m 
(Nursery.) 
itazarene 


MOUNT PROSPECT 


Sunday worship services. 8 and 10:45 
am. (Nursery at 10:45 a.m.); Sun- 
day school for till iws, 9 30 am.: 
10 45 a.m , for ages 3-7. 
PDftPC "30 Bnrtlctt Road. Stream- 
Ul\n\jt wooci 
James Habcrkost, 


pastor ATwater 9-3916. Sunday wor- 
ship services. 8 and 10-45 a m. (nurs- 
ery) 
9 15 a.m . Sunday school (at 
church) for prc-klndergarten. kin- 
derqnrten and Junior high classes- 
9:20 
am. 
at Hnnovor School for 


grades one through S!N 
IMM&NI IFI 
N. P 1 u m Grove at 
IIYIMrtlNUtL wood 
( M i s s o u r i 


Synod). 
Theodore Braem, pastor, 
359-1549. Sunday worship services, 


T FPNi 
1. tUIItt 


Sunday masses: 6:45, 8. 9:15, 10:30 
ind 11:45 a.m. and 1 and 6 p.m. 
Holy day masses 
6, 6:30, 7, 8 and 


9 a.m. and 6:30 and 7:30 p.m. 


z525 N- A r l i n g t o n 
Heights Road. Arlington 
Heights. 392-9700. James J. Doherty, 
pastor; Edward D. Grace, associate 
pastor. Sunday masses: 7:30. 10-30 
a m and 12 p.m. Confessions Sat- 
urday, 4-5 and 7-30-8:30 p.m. 
QT 
EMU Y 140° «• Central Road, 
Ol. tlYIILI Mt. Prospect. 824-5049. 
John A. McLoralne, pastor. Harold 
P Voss, Richard Fassblnder, assist- 
ants. 
Sunday masses 
6 15, 7 30, 


8-45. 10 and 11:15 am., 12:30 and 


730 845 10 and 1130 a m B i b l e 8 P m?,In chGrchl 10:15 and _.. 
classes* and Sunday "school, 10 a m. ! a.m , In halL 
Holiday masses 6 


(Nursery at 8 45 and 10 a.m.) 
7. 8, 9. 10 am. and 6 and 7 p.m., In 
.......,..i-. i, 
, A.,., 
i<i,.»k»nii 
church, 6 15 pm.. In hall. 


LIVING CHRIST 


HT5 
nlO. 


offi? 
Daniels, pastor. 
439-341)5. 
Sunday 
school. 9-30 am : worship service, 
10 .10 a.m , gospel h o u r . 7 p.m. 
(Nursery ) 
Wednesday, prayer and 


.studv. 7 30 D m 


Orthodox 


PPAPF 
ilnnover Park Field House. 
UlWOt J«mes Bosgraf, 
minister. 
837-1699 
Sunday school. 9 15 a m : 
worship service, 10:30 a.m.; Bible 
•My in private homes. 8 p.m. 
CT 
IflHN -'35") Dempster St , Des 
01. JUrm n,.,ines Rev Demetrius 
N 
Treantnfrlis 
827-5519 Sunday, 


.) 30 n m . orthros 
Sundnv school, 


u) 15 a m : divine liturgy, 10-30 a.m. 


Ecumenical 


& PiMFGA Elk Grove VII- 
& UIVICbH ingc. Charles R 


Fisher, pastor 437-3037 or 439-8626. 


Conf(n'f>ntional 
J..H Church of Christ 


Church School 


9 and 10:30 a.m. 


Morning Worship 


10:30 a.m. 


1001 W. Xirchoff Rd. 


Arlington Heightt 


i. H . 


Phones: W- 


AMBULANCE 


IMIUIflMIFI 
I'evon Ave. lilacktop, 
IIVllVlHlNUtL Bartlett 
( M i s s o u r i 


Synod.) Edw A Ln/arz. pastor. 837- 
li66 or 837-5671 
Sundnv school. 9 


n m : worship service. 10 20 a m 


625 W Dundee Rd . 
Rd., Buffalo Grove 


Kenneth R. Schorer. pastor. 255-3500 
or 537-8419 Sunday worship servic- 
es, 8 and 10-30 » m.; Sunday school. 
9 15 a.m. (Nursery. 10 30 am.) 
CHURCH OF CROSS g^Vf;".!" 
Arlington Heights 
Lnrrv D C.irt- 


£ord. S.T M.. pastor. 437-5141 or HE 
9-1322 
Sundav \\orshlp service and 
church .school 9 and 1030 a m 
(Nursery ) 
GOOD SHEPHERD 
Prospect Heights Dennis A. Ander- 
pastor. LE 7-4353 or 537-0664. Sun- 
day worship, 8:30. 9:45 and 11 a m ; 
church school, 9:45 and 11 a m. 
(Nursery). 
Hill V QPIRIT (*R !;lk Grove 151vd . 
nULT OrlKII Fjk 
Grove 
Village. 


43!)-3.rfl7. Roger D Pittelko, oastor. 


CT 
141IDFPT 
126 Grand Canyon 
Ol, nUBtKI st.. H o f f m a n Es- 
tates 
Fr 
Leo Wlncek. 894-6677 
Sunday mosses: 7:30, 8.45, 10, 11:15 
a m. and 12 30, 6 p m . Holy days: 
6 30, 7 30. 845 and p m. 
10 a.m. and 6:30, 


MEADOWS 


PALATINE 


Baptist 


Kirchoff and Oriole, 
Rolling 
M e a d o w s . 


Michael F. Green, pastor. CL 5^64 
aunday school. 9:30; worship. 10:45 
a-m.; 7 p.m. midweek 
service. 
Thursday, 7 p.m. (Nursery). 


1023 E. Palatine Road, 
Palatine. 
Charles L. 
Chaney, pastor. FL 8-4224. Sunday 
school. 9:30 a.m.; worship service, 
10.30 a.m : evening worship service, 
7 p.m ; Wednesday, midweek serv- 
ice. 7.30 p.m. 
PROSPECT HTS. 
Wheeling Roads. 
Rev. Robert E. 
Rushing, pastor. CL 5-1394, Sunday 
school. 9:30 a.m.; and Junior church 
worship, 
10-45 a.m. Evangelistic 
service, 7 p.m. (Nursery) Wednes- 
day, 7:30 p.m 
CHI ITU 501 S Emerson St.. Mount 
OUUIn prospect. Community Bap- 
tist 
(American Convention). 
CL 
3-0501. Edwin I. Stevens, Paul L. 
Sandln, Jack E. Frohn, pastors. 
Sunday w o r s h i p services and 
church school, 9:30 and 11 a.m. 
(Nursery.) 
Ull I Al"T Joyce Kilmer School, Buf- 
VILLMut fafo Grove. Philip Peter- 
son, pastor. Sunday morning wor- 
ship service. 11 a.m.: Sunday school. 
10 a.m.: evening service. 7 p.m. 
TUUIM PDfiVF Alcott School, 530 
IVYIN bKUVt Bernard Dr., Buf- 
falo Grove. Arthur Garling, pastor. 
537-6947 Sunday school, 9:30 am.; 
worship service, 10:45 a.m. (Nurs- 
ery). Midweek praper and Bible 
study, 8 p.m., at members' homes. 
TRI VILLAGE (SBC) 
Field House, Catalpa near Walnut 
Street, Hanover Park. John Wise- 
man, pastor. 837-8099. S u n d a y 
school, 10 am.: worship services, 
11 a.m. and 7 p.m. 


Episcopal 


HOLY INNOCENTS g» 
Estates. Rev. Russell J. Ford. 529- 
6131 or 894-5142. Sunday, 8 and 9:30 
a.m.. 
Holy Eucharlst; 9-15 a.m. 
church scnooi and nursery; 9:30 
a.m.. morning prayer and Holy Eu- 
charlst. Tuesday, 6:15 a m.: Wednes- 
day, 9:30 a.m.; 
Thursday, 6:30 
-™>'' . «_..• 
A AA _ 
- «_» 
» 
ay, 
: 
. . ; 
, 
.m.: Friday. 9:30 a.m.; Saturday. 
8 a.m. Evening prayer, 7:30 p.m. 
dally, except Monday. 
QT 001 1 IMRA Irving Park Road 
01. WJLUIYIDH (just west ot Har- 
rington Road), Hanover Park John 
R. K. Stleper, vicar. 837-1904 
Sun- 
day: morning prayer, holy eucharlst 
and church school for infants thru 
10 years. 9 30 a.m. : Wednesday, 
holy eucharlst, 9 a.m. at the vicar- 
age, 314 Berkley Place, Streamwood. 


PresDytertaB 
800 E. Palatine Roaa. 
Palatine. John C. Tai 
bot pastor. David J. Fairchlld. as 
slstant 
FL 8-4650 Sunday worshlu 
services, a 30 and 11 a.m.; Sunda> 
school, 9 30 for all ages. 11 a m . 
through <=th grade. (Nursery ) 
CHURCH OF THE CROSS M8: 
Hoffman Estates. Thomas C. Trus- 
cott, pastor. Sunday ichool, 9-30 
a.m., all ages, 11 a.m., nursery thru 
6th grade; worship services, 9 30 
and 11 a m. (Nursery). Thursday, 
7:30 p.m., family vespers. 
puplCT 680J Pine Tree St., Hanover 
UrmlOl park 
Charles H Bartleti 
pastor 289-5411 or 837-6037 Sundai 
family worship, 10 30 am. (Nurs- 
ery): church school following wor 
snip service 


I 


QT Ull ACV At United Church ol j f l U RDfiVF Grove Junior H i g h. 
Ol. nlLMKT C h r i s t on Jenkins tLrv UKUVC. E l k _ G r o v e Village 
• - • - - • 
Court, Wheeling. 
R 
N 
Warren. 


vicar 537-6977. Sunday euchanst and 


DES PLAINES 
ese, pastor. 439-0276 of 439-4555. 
Sunday school, 9:45 a.m.; worship 
tervlces, 11 a.m. and 7 p.m. Wednes- 
day. 7:30 p.m.. prayer meeting. 
CIDQT Tonne and L a u r e l , Elk 
F InO I Grove Village. L e o n a r d 
Baker, pastor. 4374)770. Sunday 
school, 9:45 a.m.; worship services, 
11 a.m. and 7:30 p.m. Midweek serv- 
ice, 
Wednesday. 8 p.m. (Nursery ) 


RFTHEI 
Roselle Road and Walnut 
OCmtL st., Schaumburg Town- 
ship. Frank Bumpus, pastor. TW 
4-3949 
Sunday school, 9:45 a.m.; 
worship service and Junior church 
for children through age 10, 11 a.m ; 
evening service, 8 p.m. (Nursery); 
Wednesday. 7:30 p.m.. Bibls study 
and prayer service. 


609 Dempster St, 
Mount Prospect. 
James R. Hines, pastor 
296-6704. 
Sunday school, 9-.45 a.m.; children's 
service and worship service, 11 a.m.; 
evening service, 7:30 a.m. Wednes- 
"ay prayer service. 7 30 p.m. 


Campanem 
School, 
Sprlnglnsguth 
Road, 


BRENTWOOD 


CALVARY 


<5T 
liH/IFS 
01. JMIYILO 


7:30 p m 
Confessions: Saturdays 
4-5 p m nnd 7-8 p.m. 


8a> N 
A i 1 1 n g t o p 
Hou!hts Road Arling- 
ton ileights. Edward J. Laramie. 
pastor; Edward J. Hughes, Robert 
A 
Strzelecki. Raymond Dcvercux, 
associate pastors. Sunday masses : 
6:45, 
8, 9 15, 10:30. 11:45 a.m., 1 
p m. (all in church) , 9. 10:15 and 
11 30 a.m 
in 
St 
Viator High 
School 10:30 nnd 1 1 :45 a m., base- 
ment of St 
James School. Daily 


mosses-. Monday through Friday. 
6 30 and 
8 n.m ; Monday 
and 
Wednesday, also 9 30 a.m. : Tues- 
day. Thursday and Friday, 7.30 
p m. ; Saturday. 7, 8 and 9 a.m. Holy 
day masses: 5.30. 6, 7, 8, 9, 10 a.m 
rid 6 and 7 p m . Confessions 4 to ^ 
and 7 30 to 8:30 p.m., Saturdays. 


sg 
Eu 


Charles Ruhnke, assistant. 
Sunday CT 
IflQFPH lsl w- Dundee Road, 
school and worship services: 8:15, '"•• JUOtrn Wheeling. Fr. George 
9:30 and 11 a.m. (Nursery.) 


MARTHA AND MARY 
Prospec 
392-2611 
Prospect. 
W. E. Bartell, 
pastor. 
392-2611 Sunday worship services. 
!) and 11 a.m. (Nursery); Sunday 
school. 10 n m. 


CHURCH of the LIVING CHRIST 
Hanover Highlands School. Cypress 
at Highland, 
H a n o v e r Park. 
(Lutheran). David A. Hugh, pastor. 
837-5352. Sunday worship service, 
9:30 a.m (Nursery); Sunday school, 
10:30 a.m. 
DCnCCMCD 
Palatine and Schoen- 
nCUCHIVILn heck Roads Prospect 
Heights. (Missouri Synod ) Herman 
. 
C. Noll, pastor 
LU 7-4430 or CL 9- 


2071 
Sunday worship services. 8 and 
11 a m. : Sunday school, 9-30 a m. 
flllR CAl/milP 1234 N. Arlington 
UUK OHVIUUK Heights Road, Ar- 
lington Heights. Donald D. Prltz. 
pastor. CL 5-8700. Sunday school 
and worship services, 9 and 10:30 
a.m. (Nursery). 


PRINCE OF PEACE ZWRO^: 
Hoffman Estates 
(ALC ) 
E 
D. 
Paapc pastor 
8SM-6728 or 894-6002 
Sunday worship services 8-15. 9 30 
nnd 11 n m : church school, 9-30 
and 11 a.m. (Nursery at 11 a.m ) 


' J Mulcahey LEh'fgh"7-274o" Sunday 
masses 
630. 8, 9-30, 11 am. and 
12-15 pm. 
Weekday masses 
630 


and 8 a m.. except Saturdays. Sat- 
urday mass 8 a m. Confessions 4 
to 5 30 and 7:30 to 9 p m. 


<5T 
IvIflRPFIIINF Robert Frost 
01. IVIHRUtLLINt jr. High School. 
Wise Road west of Roselle Road, 
Schaumburs 
Charles Diemer, pas- 
tor 
529-4129. Sunday masses: 8 30, 
9:30, 10 45 o.m. and 12 noon. Week- 
day masses: 8 n.m. in rectory. 609 
S. Spnnginsguth Road Confessions: 
Saturday, 4 to 5 p.m. and 7:30 to 
8-30 p m in rectory 
*sT MARY Buffalo Grove. Edward 
01. IVIHKl j 
Morgan, p a s t o r . 


Lawrence F. Springer, associate. LE 
7-1456 Sunday masses: 6 a.m, in 
church; 8. 9:30, 10-45 a.m. and 12 
noon in chapel: Holy day masses: 6. 
8 and 10 a m., 7 and 8 p.m. Weekday 


- 
., 
.. 
masses: 6:30 and 8-30 a.m. 
ST RAYMOND 
01. n.mi»IUIHU 
. 


CL 3-2444 
Leo P. Cogglns, pastor. 


?°° s 
Elmhurst, 
Mount Prospect. 
. 
Donald J. Fenske Cog 
and 
, 
. 
Ronold N. 
Kalas, assistants. Sunday masses: 
630. 7-30. 8:45 and 10 a.m.; low 
mass. 11-15 nnd 12:30. Chapel, 8:50, 
10 05 and 11-20 a.m. Confession, Sat- 
urday from 4 to 5 30 and 7:30 to 9 
p m 
'ST. 


N 
Pala- 
. 


tlne FL 8-7760. Rev 


ST JOHN i,100 Ll"nrola" R°{»<1. ' Jame* A Dolan pastor Rev James 
'• 
° l n t r s p c W a l d o - Grace Rev. Stanley KozloWsun 
_'rospcct Waldc- 
mar B Streufcrt. Th D , pastor 439- 
0412. Sunday worship services. S and 
10 30 a.m.: Sunday school. 9 15 a.m. 
QT 
PAI II 100 S. School St.. Mount 
01. rflUL prospect. CL 5-0332. 
E. 
A. Zelle, Clifford 
Kaufmann, 
John Gollsch and Nathan Castcns. 
pastors. Sunday worship service, 8. 
9:30 and 11 a.m. Sunday school, 
9-30 a.m. (Nursery ) 


41 S. Rohl\vinK Road. Pal- 
atine. 358-4600 L Myron 
Llndbom, pastoi, 358-0335 
R 
L 
Jeremiah, assistant. 358-9589. Sun- 
day school, worship services and 
nursery care, 9 and 10:30 am. 


Euclid a n d Wolf Roads. 
Prospect Ilelphts 
Albert 
W 
Weldllch, pastor 
824-7408 and 


259-4890. Sunday school, for ages 3 
through 6th grade, and worship 
service, 9 and 11 a.m.( Nursery) 
Classes for 7th, 8th, freshmen and 
adults. 10 a.m. 
QT 
IflHN 3020 Milwaukee A v e , 
Ol. junil Northbrook. James Bach, 
pastor. 296-5727 or 299-5996. Sunday 
.school. 9 30 am.; worship service. 
11 a.m 
German services, 8 a m., 
2nd and 4th Sunday. 


... . M o u n t 
Prospect 
( A m e r i c a n 
Lutheran.) CL 3-0631. David J. Quill, 
and Nolan A. Watson, pastors Sun- 
day worship services and Sunday 
school for 3-year-olds to grade 12: 
8-30, 9.45 and 11 a.m. 
CT PETER HI W Olive. Arlington 
01. rCICn Heights R o b e r t O 
Bartz. pastor: L Martin, assistant 
CL 9-4114 or CL 9-3431 Sunday wor- 
ship services 7 30, 8-30, 9:45 and 11 
a m 
Bible classes. 8 30 and 9 45 
a.m 
Sunday s c h o o l , 9-45 a m 
(Nursery at 11 a m.) Thursday, 7-30 
p m 
CT DtTTCP Schfiumburg. (Missouri 
01. rtltn Synod ) John R Stern- 
berg, pastor 
LA 9-1394 
Sunday 
church services. 8. 9-30 and 11 a.m 
Fourth Sunday also 7 p.m. Sunday 
school and Bible classes, 9:30 am 
(Nursery — 10:45 to 12:15) 


Christian Science 


HOFFMAN ESTATES jH 
u 
e 
nf0 
n 
r *$£ 


School, Bode Road. Sunday service 
and Sunday s c h o o l . 10:30 a m, 
Wednesday. 8 p.m., testimony meet- 
Ing. 


— 
- E v e r - 
green Ave Ar- 


lington Heights 
CL 3-3366 Sunday 
school 
9-30 and 11 a m : Sunday 


day masses: 7, 8 15, 9 30. 10:45 and 
12. Weekdays: 6 and 7:30 a.m., ex- 
cept Saturdays, 7:30 and 9 a.m ; 
Holy days 
6, 7, 8. 9-15 and 10-30 


a m , 7:30 p m ; Confessions: Satur- 
day from 3 30 to 5:30 and 7:30 to 
8 30 pm 
QT TMflMAQ 1138 E. Anderson 
01. mUlYIHO urlve. P a l a t i n e . 
James J. Rowley, pastor. John T. 
McEnroe and Eugene C. Sordyl, as- 
sistant pastors. 
Rectory, 358-6999. 
Sunday masses: 6:30, 7:45, 8-45, 10, 
}1:15 a.m 
12:30 p.m. (Church hall. 
10 and 11:15 a.m.). Weekday 6-30 
and 8 a.m. Confessions, 3:30 to 5:30 
and 7 30 to 8-30 p m., Saturday. 


rove 
Elk 
QUEEN OF ROSARY B 
5Yv 
El, 
kGr§yi 


QT MARK 20° s 
01, IVIHKtX pros 


ARLINGTON HTS, «» s 


service. H a m 
mony 
meeting, 
Wednesday 
tostf- 
8 p m. 
Readlnj 


• RADIO DISPATCHED 
• LATEST EQUIPMENT 


• COMPLETE FIRST AID 


• 24-HOUR SERVICE 
• OXYGEN RUSUSCITATOR 
• CLEAN LINENS 


Lauterburg & Oehler 


2000 E. NORTHWEST HIGHWAY 
. 
ARLINGTON HEIGHTS 
253-5423 


AMBULANCE 


SERVICE 


Koom. 8 E. Northwest Hwy 255-4853 
PAI ATINF 1 s Kohlwlng K o a d , 
rnLHIINC P.Uatlne 
Sunday serv- 


vlce. 10:30 a.m. Sunday school, 10-30 
a m. Wednesday testimony meeting, 
8 p m . Reading Room. 1 N. Plum 
Grove Road FL 9-0605 


Assembly of God 


EVANGEL GOSPEL $ 
Estates 
824-6607 


Grove Village. HE 7-0403 J."Ward 
Morrison, pastor. Robert J 
Lutz 
and S Mangan, assistants 
Sunday 
masses- 7. 8:15. 9:45, 11 a m , 12:15 
and 6:30 p m (in room O. 9:45 and 
11 a.m ) 
Holy days 5:45. 7. 8:15. 
9 30 n m . 12 10. 6:30 and 7-45 p m 
Weekday masses, 6 30 and 8 15 a m 


UNITED METHODIST 


ROQ.FI I F 20S s- Rush St.. Roselle, 
£ , «, 
Frcd H Conger, pastor. 
Earl Olson, associate. 529-1309 or 
529-5382. Sunday school and wor- 
ship services, 
9 30 and 
ship services, 
9-30 and 
(Nursery) 
INCARNATION P9rr 
1 2 00 S. 


ll a m. 
11 a m 


School, 
Dunton. 


STREAMWOOD 


. 
church school, 9am. 


200 N 
pros 
T 
IflHN 
1. JUnll 
Main. Mount 
Richard L. 
Lehmann, rector, 253-2511. Raymond 
L. Holly, curate, 392-8255. Sunday 
services: 8 a.m., holy communion; 
9 a.m., parish eucharlst and church 
school: 11 am. 
holy communion 


(2nd 
and 4th Sundays, 
morning 
prayer). Wednesday, 9 30 a m.. holy 
communion. 


1072 
Kldxe Ave., 


Elk Grove Village 
439-2067 or 437-2082. Stephen D. Matt- 
hews, vicar 
Sunday services 7 30 
and 9-30 a.m.; Sunday school and 
nursery, 9.30 a.m. Tuesday and Fri- 
day, 6:30 a.m.; Wednesday, 9 30 


ST. NICHOLAS 


PHII IP 
rnlLIr 


ST. SIMON 


W o o d and Schubert 
Sts . Palatine Sheldon 


B Foote. rector. 358-0615 or 358-3649 
Robert W. Locke, curate. Sunday: 
8 a.m., holy communion; 10 am., 
famllv eucharlst and full education 
program. Weekdays: Tuesday and 
Thu.-sday. 9 a m , holy communion: 
Wednesday and Friday, 6:15 a.m., 
holy communion. 


717 Kirchoff Road. Ar- 
lington Heights. 259- 
2930. Samuel N Keys, rector; Joel 
P. Henning, assistant. Sunday wor- 
ship services. 8, 9 and 11 a.m.; Sun- 
day school. 9 and 11 a m. 


Christian 


ARLINGTON HTS. K™xy!' 
William R Robertson, pastor. 259- 
0059. Sunday school. 9:30 a m : 
worship service, 10 45 a m. (Nurs- 
ery). 
FIRST 
tor 894-3666 Sunday church «ch.iioi. 
9 30 a m ; worship serv i-e 
10 3U 
am. (Nursery), Evening sLudv, / 
p.m 


30.! E. Euclid .a*e 259 


Robert G Long, minister. 437-287S 
Sunday, 10 a.m., worship service ann 
Sunday school 


1U2 Ill.n. us Bhd . Hoflman 
Estati'i 
Fred CJilh< r: pas 


. 
. 
, 


j72 prospect Heights I 
rt-w Donald Marshall, uastur 
S 


PAI VIM Indian Grove School. Lee 
UMLVIPI st 
(between Euclid and 


McDonald). Prospeect Heights. Wil- 
liam D. Tupper. pastor. 827-4336 
Sundav school, 9:30 am.; worship 
services. 9:30 and 11 a.m. (Nursery) 
SOUTHMINSTER 
._... 


ton Heights 
William 
T. Jones. 


D.D., 
minister. Roger A. Boeken- 
hauer asst minister. 392-1060. Sun- 
day worship service and c h u r c h 
school, 9-30 and 11 a.m. (Nursery) 
MOUNT PROSPECT 
nect. 392-3111. Gilbert W. Bowen 
and Thomas A. Phillips, pastors 
Sunday school and worship services, 
8-15 and 10 a.m. (Nursery) 


« 196 E Highland Ave 
- Wheeling. George M 
Ekstrom pastor. 
LE 7-4449 or LL 
7-4409. Sunday worship sc vices. 9 
and 10-30 a.m.: Sunday school. 9 
a m.. all ages. 10:30 a.m., through 
3rd grade. (Nursery.) 


and 
Ar 
Imston Heights. CL 3-0492 
Minis- 
ters Paul Louis Stumpf. D.D.: Leon 
A. Harlng Jr, James D Eby Sun- 
dny worship services and church 
school. 9 30 and 11 a.m. (Nursery-.) 


Unitarian 


COUNTRYSIDE 
tales, Palatine. Rupert Lovely min- 
ister 394-3344. Sunday school and 
worship service. 11 a.m. 


Latter Day Saints 


Jack Ixmdon Jr. High 
School. Dundee Road, 
lust west of Elmhurst Road. (Mor- 
mon) 
George L. Naylor bishop 


Sunday- priesthood, 8 30 a m.: Sun 
day school, 9:55 am.; lacrament 
meeting. 11-10 a.m. 


Prospect 


ARLINGTON HTS. 


, 


hts I RFflPPiNI7Fn M u u n t 
E 
im- I ".turUlrtllli-CU Country Clu 


day worship and communion, 10 A bonee Trail at S. See-Gwun, Mount 
a.m ; Bible school. 9 3u a rr • eve 


- 
0£ g JB 
and 10 30 a m ) 


. 
m d i. -SOIAJVIS Suiu 
Prospect 
Oavid 
Nelson, 
pastor. 
358-3873 Church school. 9-30 a.m . 
Sunday worship service. 10:50 a.m 


CUMBERLAND 


Fl U 
tLf\ 


Schaumburg. (GB). Eugene West, 
pastor 837-3456. Sunday school. 9-45 
a.m.; worship services, 11 a m. and 
7 p.m. (Nursery.) 
HOFFMAN ESTATES Stf'lsBc/ 
W. D. Mlllican, pastor. 529-1920 
Sunday school. 9:15 a.m.: worship 
services. 11 a.m. and 7 p.m. (Nurs- 
ery.) Wednesday, 7:30 pm. prayer 
meeting. 


500 Streamwood 
Blvd., Streamwood. 


Rev. 
Harold Barker. 289-1358. Sun- 
day school, 9:30 a.m.: 10:45 a m , 
worship service; 7 p.m.. evening 
service. Wednesday, 1 and 7:30 p.m . 
prayer service. 
(Nursery for all 
services.) 


Hlllcrest School. Hill- 
crest a n d Fremont 
Roads. Hoffman Estates. John M. 
Wendel, pastor. 529-2223. 
Sunday 
school, 9:45 a.m.; worship service, 
11 a.m.; praise service, 
7 p.m. 
Wednesday, 7:30 p.m.. prayer and 
Bible study at parsonage, 223 North- 
view Lane, Hoffman Highlands. 


1500 E. 
Central 
Koad, Mount Pros- 
pect. E l m e r A. Fischer, pastor. 
296-3242. Sunday: 9:30 a.m., Bible 
classes for all: 10:45 a.m., beginner 
and primary church; 10:45 a.m., 
morning worship service: 7 p.m., 
Gospel Hour. Wednesday, 7 45 p.m., 
midweek service. 


19W625 Devon Ave. <% 
mile west of Arlington 
Heights Road), Elk Grove Village. 
Edwin Colson, pastor. 773-9056. Sun- 
day school, 9:45 a.m.; worship serv- 
ices. 11 a.m. and 7 p.m. (Nursery). 
Wednesday, 8 p.m., prayer meeting, 
588 Maple Lane. 
WUFFI IMP Elmhurst at 
Edward, 
WHttLINb Wheeling. Stanley H. 
Dill, pastor. LE 7-6263 or 537-6265 
Sunday school, 9:30 a.m.: worship 
services, 10:30 a.m. and 7-30 p.m. 
Wednesday, midweek service. T 30 
p.m. 
ARLINGTON HTS. 
Heights. 
Albert A. Lucchl, pastor. 
392-1712. Sunday school, 9:45 a.m. 
Morning worship service, 10:60 a.m. 
(Nursery). 7 p.m. evening service. 
Wednesday, midweek prayer service. 
7:30 p.m. 


Non-Denominational 


CHURCH OF CHRIST ?»*• g£ 
Plaines. 296-2160. Raleigh E. Wood, 
minister. Sunday worship services, 
9 and 11 a.m., 6 p.m. (Nursery) 
Bible ichool. 10 a.m. Midweek serv- 
ice. Wednesday, 7:30 p.m. 
CHURCH OF CHRIST 
Rec. 
Bide., 530 S. Williams. Pala- 
tine. Goudon Pennock. 253-8117. Sun- 
day school, 10 a.m.; worship serv- 
ices, 10:50 a.m. and 6 p.m. Wednes- 
day. 7:30 p.m.. midweek service. 
I IFF QPIFNPF 
22(T Cardinal Dr., 
Lift Ol/ltlllyt Rolling 
Meadowi. 


Gordon L. Crulkshank. minister. 
259-1445. Humanistic services. 
CHURCH OF CHRIST "".."„.. 
Grove Village. Milton Reed, minis- 
ter 
437-2217 or 437-0309. Sunday 
Bible classes, 10 a.m.; worship serv- 
ices, 11 a.m. and 6 p.m. Wednesday 
Bible study. 7:30 p.m. 


Kirchoff Road, 
R o l l i n g Meadows. 


William H. Herman, pastor. Sunday 
worship services, 9:30 and 11 a m. 
Sunday school, nursery thru 6th 
grade, 9 30 and 11 a m.; senior high, 
9:30 a.m.; 7th and 8th graders, 11 
a.m, 
GOOD SHEPHERD 
Des Plaines. William R. Woofenden. 
pastor. 827-4188 Sunday school. 9 30 
a.m.: worship service. 1045 a.m. 
(Nursery ) 
MISSION MEXICANAH 
nM0 
aoT 
588 Dara James. Des Plaines 
Es- 


cuela Dominical, 9:30 a.m : Culto 


COMMUNITY I™, 


. 
(Nursery 1 
KINGSWOOD 
Noel Clark Holt, pasfor. 
21 
For information, please call 


813 E Dundee Koao, 
Arlington Heights. 


Q-AVIflllR 
OHVIUlm Golf Road 
of Roselle Road), 
Hoffman 
Estates. 
James 
Houff, 
pastor 
TW 4-6546 or LA 94479. 


Sunday worship and church school 


, through sixth grade, 9-30 a.m. (Nur 


I (Nursery) 


Howard 
Nelson, 
pastor, 
Sunday school. 9-30 a.m.; 


morning worship, 10-45 a.m.; eve- 
ning service, 7 p m 
Wednesday 
Bible study and prayer hour. 7:45 
p.m. 


Northwest Suburban 
YMCA. 300 North- 


. „. 
. Des Plaines 
E. D. 
Howe, pastor. 299-2400. S u n d a y 
school, 9 30 a.m ; worship services, 
10 35 a m. and 7 p m . 


I HI NOHTHWEST SUBUHBS FOH A HALt-CENTURY 


west Hwy , 


PAI ATINF Rand. 
- 
- 
r«LHIIIiC Arnold F Bruwn pastor. 
253-9712 Sunday school, 9 45 a.m. ; 
morning worship, 10:45 a.m.; evan- 
gelistic service, 7 p.m. Midweek 
•ervlce, Wednesday, 7:30 p.m. 


PRINCE OF PEACE tT 
(at 
Devon), Elk 
Grove Villa 
E. Maynard Beal. pastor, 439-O__ 
or 439-0055 Sunday school for 4th 
grade through 8th grade, 9 30 a.m ; 
11 a m., worship service and Sunday 
school 
for nursery through 
3rd 
grade 
TRINITY 
imilllT 
605 W Golf Road, Mount 
Prospect 
HE 9-0950. 
Robert E. Matthews, pastor. 392- 
6346 
Sunday school and worship 
services. 9:30 and 11 a.m. 
(Nur- 


flllP 
RFDFFMFP Si-rmumburg Civic 
Ulm ntUCtlVltK Center Wayne B. 
McArthur, pastor. 894-5577 
Sunday 
school, 9-45 a.m.; morning worship, 
11 a m (Nursery) 


PEACE 


lington Heights. William R. Miller, 
pastor 
Sunday school, 9-30 am • 
worship service, 10:30 a.m. (Nuri-1 
ery) 
NORTH NfiRTHFIFI H Sarders and I Dominicali" 10:45 a"m 
i,J.,,. J 
Dundee Rds i IIMITY IS"1 E- Palatine Koad, Ar- 
Phillip Burke Jr.. pastor. 272- 22501"1''II ungton Heights. 
Dorothea 
or 272-3712 Sunday worship service, I Fowler, minister 255-6040 
Sunday 
8.30 and 11 am.; Sunday school, service and Sunday school, 11 a m 
9-45 a.m. 
: Wednesday. 8 p m servl"? 


Reformed 


600 E Golf Road. Arlington 
Heights Sherwln J. Broer- 
sma. pastor 439-0039 Worship serv- 
ice 9-30 a.m.; Sunday school, 10 45 
am. (Nursery); evening service. 7 
D m 


Christian t Missionary Alliance 


DCQ PI AINFQ Mount Prospect Rd.. 
UtO rLAINtO soutn of Golf Rd.. 
Mount Prospect. Joseph H. Beck. 
pa»tor. 824-9497. Sunday school. 9 45 
a m.; worship service, 11 a.m ; 7 
p.m , evening evangel. 
Wednesday. 
7:30 p.m., prayer service. (Nuraery.) 


Evangelical Free 


ARLINGTON HTS. s 
Nt. 


ARLINGTON HTS. i?u3 E,rl 
Heights. CL 5-5112. Charles S Jar- 
vis, pastor. Gerald B. Robinson, Jay 
P.- Walklngton and C. Edward Mix- 
on, associates. Sunday worship serv- 
ices and Sunday school, 9, 10:20 and 
11-40 am. (Nursery) 


PAI ATINF N PIum Grove at WI1- 
rnuii'.it gon paiatine. C Albert 
Chambcrlm. pastor. FLanders 9-1345 
or FLanders 8-2227. Curtis M Rolfe, 
associate 358-4216. Sunday worship 
services, 9 30 and 11 am.; church 
school. 9:30 and 11 a.m. for begin- 
ners through juniors 9 30 for inter- 
mediate. high school and adults 


The Southminster United 


Presbyterian Church 


Central Rd. & Dryden. Arlington Height* 


Ministers: Dr. William T. Jones 


Rev. Roger A. Boekenhauer 


Church School and Morning Worship Services 


9:30 and 11 a.m. 
Nursery care provided 


Sunday, March 9 


'Getting Down to Fundamentals" 


Lenten Service — Wed.. March 12. 8 p.m. — "How Free Am I?" 


"This chwch sttks t* mokt reli- 
giwi as i*tf lli9«M « stitKt, •« 
oppttling n tit, of vital « Iht 
My S W9f K« M MttllMtC • 
and as i*s*iri*4 is Uvt." 


St. John 


United Church 


of Christ 


N. Evergreen at E. St. James, Arlington Heights 


Friday, March 7,130 p m — World Day of Prayer, first UmKd Mtthodnt Church 


Sunday, Match 9,9:15 and 10 45 o m —Worship services with child care 


"How For is For'" 
9:15 o m. — Church school for all oges 
4-6 p.m: — Jr. Hi Youth Ministry 


Man., Tuts. Wed., Mar. 10,11 & 12, 8-30 a m.—Lenten devotions in (hopei 
Wed., Mar. 12,7:30 p m —lenten Service: "The lody of Christ" 
It.btrl S. McDtmU, Pasnr * EujeM liriiiiijlni>, Asioc. Nit.r 
<l S4U7 


Ungton Heights. Eugene O. Ongna, 
pastor. 255-0794 or 392-4840. Sunday 
worship services, 9 and 11-05 a m 
Sunday school. 10 a.m . evening 
worship service, 7 p.m (Nursery) 
Wednesday. 7.30 p.m.. 
midweek 


service 
FflPFQT RIVFP 137 Morrison Ave, 
rUKtOl KIVtK Mount Prospect. 
Gordon Kemble, pastor. 299-5633. 
Sunday school for all ages, 9:45 
a.m.; morning worihip, 11 a.m.; 
evening vespers, 7:30 p.m. Wednes- 
day Bible study. 7:30 p.m. 
WHFFI INft Carl Sandburg School, 
WnttLINu schoenbeck Road. Clif- 
ford Branson, pastor. 537-1180 Sun- 
dav school. )0 am.; morning wor- 
ihlp. 11 a.m. (Nursery); evening 
•ervice. 7 p.m.; Wednesday. 7.30 
p.m, prayer service. 


Jehovah's Witnesses 


i PALATINE M"10-" st- palaune- 


seer 
255-2761 


- 
Erlckson, 
over- 
Sunday 
9 a.m. 
public talk; 10 a.m, Watchtowcr 
study. Weekday lervtces- Tuesday, 
8 p.m.; Friday, 7:30 and 1:30 p.m. 


OINT /*• MBLEM 


"Illinois" Most Beautiful Cemetery" 


Site of the 


OLD DITCH HULL 


Built in 1850 


MODESTLY PRICED LOTS 


• All Sizes Available 
• Attractive Budget Plan 
• Exceptional Beauty 
• Unequalled Care 


On Grand Avenue 


One mile east ot York Road 


ELMHURST, ILLINOIS 


Elmhurst Phone: 
834-6080 


Chicago Phone: 
62ft-1332 


Schooling in the Slums: Any rogress 


By FREDERICK H. TREESH 


I'nilcd Prm International 


Oni- year ajjo. the National 


Advisory Commission on Civil 
Disorders asserted education In 
the 
slum.<< and ghettos is a 


failure 
It documented this in 


terms of student achievement, 
the effect of racial and class 
segregation, the experience and 
qualification level of teachers, 
overcrow ding, poor equipment 
and educational services, discri- 


minatory financing and growing 
hostility toward the schools. 


In the 


situation 


past year has 
gotten 
better 


the 
or 


and 
Urban 
America Inc., 


assessed the nation's response 
to the "crisis" described by the 
advisory commission on civil 
disorders. The new assessment 
concluded: 


"The indictment of failure 


passed on education in the 


body to do anything "about the i slums and ghettos is just as 
educational deficiencies it iden-1 valid and even more familiar, 
tided? 
But the ferment...accelerated 


Last week, a report "One! by the commission report has 


Year Later," prepared by the increased to the point where it 
staffs of the Urban Coalition is rocking-in some, instances, 


worse? Did the commission's 
jarring report on the widening 
gulf between the nation's white 
and black societies prod any- 


even 
toppling-the 
education 


establishment. 
Unlike 
other 


drives for change in the schools, 
this one looks as if it will not 
end with talk: 
there is a 


discernible shift to action- 
clarification 
o f 
strategies, 


heightened conflict, perhaps the 
beginnings of genuine change." 


But, the report cautions, not 


all of the turmoil is progress. 
The 
dilemma, 
it 
says, 
is 


whether changes that accen- 


First, Figure How To Stop 
Hijacking of Stagecoaches 


By PICK WEST 


WASHINGTON i UP1 )-Here's 


a partially completed scenario 


SAVE YOUR 
MONEY AND 


YOUR LIFE 


ASK YOURSELF 


THESE 


QUESTIONS??? 


Will mv inr pn<- thr 
infptv 
((•*(' Will 
mv 


wife and fmniU \iv *nfe 
while clrivmi!'' H;is it 
e\er nwirrprl to vim 


nuKum'tinn* <>t 
c.ir nnilrt itrnw 


ind> cnstU repair milt! 
Find 
imt 
hnw 
>,ifp 


vimr c.ir rrnllv i-! (inc 
vmirxrll 
this 
safetv 


rherk 
It M>II Ho nut 


«cnre I""' ' . Miur car 
nr other i.ir- in the 
fanuK need immediate 
attention 
D 


DOf, my cor ilort 
right o*oyp 


D 


How n my fron! 
whpcl alignment7 


| | Ball |Oinis worn7 


thai 
vimr 


Broke-, pull lO 
right or left7 


» too much 
a 
D 


I | Burning oil7 
D Oil \poh on 


qarciqc Moor7 


D 


How good u your 
engine' 


I I Condition of tire*7 


exclusively at 


Good Year 


Hav* your 
car 
tcwntificaH" 


<h«<lit4 tn tit •ntirtlyt 59« <?w 


IfO" ' «fl«jil>m«"l O"^!,!* Ovflf IOO 


Kitll *.)0fl.o" 
ot tnj' ^11' 
«l^r 


fr 'all, 
E'O'r fPI'h pluq 
r o l d^ 


tfih Ant coo *"p 'i (htc«»d t" 
q a f>n\ 5Y*1*1* lq«.lion [IftrrKdl 


"31 f«w 
Bfdhf, Cd'bu'^'O' 
ItQ") 


p«i« 


o' < 


I j' ; • ' » [ > ) ' b 1 
O"<J Q /i'«f PO>\> 


-.nk- 


ONE HOUR SERVICE 


nail.l 


Mhnfor 
OnlySQ95 


I IM >'" « ( IK 
ull^n^ 
lll^tut: 


for oppl phoiw tith«f 
mmibvr Itttvd below 


for a new motion picture, "Bad 
Day at High Noon," a Western 
frontier 
epic 
starring John 


Wayne, Ronald Reagan, Pierre 
Salinger and Spiro Agnew: 


Wells-Fargo Stagecoach No. 


22 is making a routine run 
between Cheyenne and Laramie 
with six passengers and a two- 
man crew. 


One of the passengers, an 


Indian who made his reserva- 
tion in the name of S. Bull, 
leans out of the door, points a 
tomahawk at the driver and 
says, "Take this stage to the j 
Little Big Horn." 
! 


"That isn't on our route," the 


driver says. 


"It is now," the Indian says. 


I 
The driver flags down 
a 


passing Pony Express rider and 
gives him a message to take to 
the 
Wells-Fargo 
office 
in 


1 Laramie. 


"Have been diverted to the 


Little Big Horn," the message 
says. "Please advise." 


The Wells-Fargo agent takes 


the 
message 
to 
the U.S. 


Marshal. 


"This is the third stagecoach 


that has been hijcaked to the 
Little Big Horn this week," the 
agent says. 
"What do you 


intend to do about it?" 


"That's out of my jurisdic- 


tion," the marshal says. "Why 
don't you take the matter up 
with Gen. Custer?" 


"I've already done that," the 


agent says. "He told me to get 
in touch with you." 


"In that case, you should 


write a letter to the Federal 
Stagecoach Agency in Washing- 
ton," the marshal says. 


Upon receiving the letter, the 


Federal Stagecoach administra- 
tor 
pays 
a 
call 
to 
the 


commissioner of Indian Affairs. 


"We've got a little problem 


Miami U. Announces 
Winter Dean's List 


The dean's list for the winter 


trimester at Miami University's 
Oxford, Ohio, campus includes 
the names of five area resi- 
dents. 


They are, 
from Arlington 


Heights, Mary M. Busse of 712 
N. Kaspar, Carol Arm Spomer 
of 222 S. Walnut and Janet L. 
Weber of 1306 Cottonwood Lane. 


Also included are Susan 3. 


Knechtel of 218 S. We-Go Trail, 
Mount Prospect, Scott Robert 
Sward of 411 W. Clarendon, 


I Prospect Heights, Mary Cross 
of 1311 Milton Lane, Schaum- 
burg, and Karen L. King, now 
of Cincinnati, Ohio, a graduate 
of Wheeling High School. 


CAR CARE CLINICS 


Rolling Meadows 
3007 Kirchoff Road 


255-3600 


Mount Prospect 


102 E Rand Road 


»,.,!. I'.-, t-f, I- 
' .K-);).!.-. 1 ' " 


392 8181 


ATTENTION: BOYS 
... IT TAKES A 
BOY TO FINISH 
A MAN'S WORK! 


• Arlington Heights • Mount Prospect 


• Palatine • Rolling Meadows 


• Elk Grove 


EARN EXTRA SPENDING MONEY 
BECOME A "HERALD" OR 
"ENTERPRISE" CARRIER 


Spend just a few hours a week delivering 
newspapers in your own neighborhood. 


Small routes - Excellent pay 


Plus wonderful prizes 


Plus trips all over United States 


Plus monthly awards 


We will file your application for the next 
opening near your home. 


I 
I 


.1 
I 


PADDOCK PUBLICATIONS 
FRI., MAR. 7, 1969 


ere that seems to be in your 
alliwick," the administrator 
ays. 
"Sorry," the 
commissioner 


ays. "The Indians along the 
Little Big Horn are hostile and 
my bureau doesn't have a 
reaty with them. 


About all we can do is ask 


he Royal Canadian Mounted 
'olice to intercede for us as a 
neutral party and arrange to 
h a v e the stagecoaches re- 
urned." 
"We appreciate getting the 
tagecoaches back," the admin- 
strator says, "but how do we 
top the hijackings?" 


That sounds like a job for 


the U.S. marshal," the commis- 
ioner says. 
(I'm running a little contest 


o see who can think up the best 
ending for this picture. The 
winner will receive a free plane 
icket to Miami). 


tuate, rather than 
mitigate, 


polarization are a necessary 
prelude to coming together of 
an equal footing. The focal point 
of the dilemma is community 
control of schools. 


The report contrasts exper- 


iments in community control in 
New York, where the Ocean 
H i 1 k - Brownsville experiment 


unleashed 
a 
bitter 
power 


struggle and surfaced a night- 
mare 
of ethnic 
and 
racial 


hatreds," and in Washington, 
D.C., 
where a 
lesser-known 


program "resulted in an upturn 
in reading scores despite a 
chaotic first year, and the 
school 
has 
settled 
into an 


innovative but orderly second." 


Elsewhere, the report said, 


decentralization 
was b e i n g 


much talked about but little 
tried. It said decentralization 
offers the hope of real change, 
responsibility and accountabili- 
ty. But it notes the dangers are 


equally obvious and asks: Will 
drawing 
new 
lines 
around 


communities, setting up local 
boards, 
reinforce 
the 
very 


segregation and isolation that 
the c o m m i s s i o n warned 
against? 


The 
report 
says 
efforts 


toward desegregation have gone 
on in the past year both on the 
federal level and in cities and 
towns across the nation—mostly 
in smaller and moderate-sized 
cities 
"where 
distance 
and 


numbers make for a more 
manageable game." Cited were 
desegregation plans adopted in 
Niagara Falls, N.Y.; Evans- 
ville, Ind.; San Mateo, Calif.; 
and Providence, R.I., and "the 
most dramatic, comprehensive 
integration plan" initiated at 
Berkeley, Calif. 


But 
the 
Urban 
Coalition- 


Urban America 
study 
says, 


"Progress is slow and resis- 
tance solidifying." 


FIBERGLASS COVERS for 
Basement Window Wells 


Keops out the WATER, TRASH AND 
COLD .. . prevents sills and frames 
from Rotting or Rusting . . . prevents 
stoppage of well drains. 
IT LAYS FIAT ON THE WELL . . . 
(Not a bubble) . . . snaps on well, 
opens up or can be removed . . It is 
SHATTER PROOF with 95% LIGHT 
ENTRY ... custom made for any siie 
or shape . . . REPLACE METAL 
GRATES and STORM WINDOWS . . 
. material and installation guaran- 
teed. 
WINDO-WELL COVER CO., 


P. O. BOX 46, 
255-2440 


PROSPECT HTS., ILL. - 60070 


WRITE or CALL 


THE ONE STOP 
CAMERA SHOP 
For all your camera needs. 


827-3290 


Photo Service 
Camera Shop 
Corner of Rand & Groceland 


Des Plaints 


For Your C*nv*ni*nct Wo Will lo OPIN THIS SUNDAY 


Tuesday through Saturday • 1 0 a.m. to 5 p.m. 


Jfmtse 


"Everything For Your Dog" 


3 Long Grove Road 
• 
Long Grove 


Phone 312-634-3060 


Headquarters For .411 Your Dog'* .Supplies 
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c«3 i «c Mc'w C* C . i - 


See all the fine cars at the show... 
then see the finest of them all. 


You'll discover striking new poise and beauty, for the 
1969 Cadillac is completely new In styling—with major 
Innovations in design, conveniences anddecor. Interiors 
are more luxurious than ever, and feature new concepts 
in Instrument panel design and front-seat comfort. 


Cadillac's 472 V-8 englne-the largest In any production 
passenger car-Is even smoother, quieter and more effi- 
cient, and front disc brakes are standard on all eleven 
models. See the magnificent 1969 Cadillac at the show, 
then drive one at your authorized dealer's. 


MEET THE 1969 CADILLAC AT THE CHICAGO AUTO SHOW 


MARCH 8-16 • INTERNATIONAL AMPHITHEATRE 


and at your local authorized Cadillac dealer's. 


White Suburbanites Get The Black Word 


by MARY SCHLOTT 


The Southern Christian Lead- 


ership Conference's Rev. Jesse 
Jackson gave Northwest subur- 
banitc.i 
some 
harsh 
lessons 


Wednesday on what it means to 
be a black man m America — 
and drew a standing ovation at 
its end. 


Alternating as prophet, moral- 


ist, instructor on black Amer- 
ica's points of pride and stern 
judge of a system that permits 
black children to starve while 
U. S. Senators draw agricul- 
tural subsidies (or not produc- 
ing food, Jackson flayed the 
Pentagon, politicians' dismissal 


of the Kerner report and what 
he called "pink-skin worship." 


I t w a s t h e s u b u r b a n 


Northwest's first look at a man 
whom many see as one of the 
coming leaders of the nation, 
and the liuge audience of stu- 
dents and townsmen responded 
warmly. 


His talk was punctuated by 


applause at a number of points. 


IT ALSO started late. Jack- 


son's appearance on the Harper 
Junior College lecture podium 
had been scheduled for 8 p.m. It 
was 8:45 p.m. before the Chi- 
cago "Operation Breadbasket" 
leader arrived from 
a city 


meeting and perched gingerly 
on one of the orange-backed 
chairs on a temporary platform 
in the Elk Grove High School 
auditorium to wait outran in- 
troduction by Dean of Students 
James Harvey. 


The delay Iqrt few of the au- 


dience, however. 


Jackson started out by giving 


the largely-white suburban au- 
dience a black man's view of 
American society. 


"Blacks," he said, "live in 


c o l o n i e s , classified as un- 
touchables, valued as cheap la- 
bor and as soldiers in time of 
war. 


THE MAN WHO MAY INHERIT the mantle 
of the late Dr. Martin Luther King laid it on 
the line to a suburban Northwest crowd of 
several thousand Wednesday at Elk Grove 
High School. The Rev. Jesse Jackson, nation- 
al director of the Southern Christian Lead- 
ership Conference's Operation Breadbasket, 


scored white racism, the undeclared Vietnam 
war, and a black capitalism movement that 
he said was pitting blacks against blacks. He 
said President Richard Nixon, in advocating 
black capitalism, has "dropped a dry bone on 
the nation." 


(Staff Photos) 


* 
* 
'Drink Joe Louis 
Milk' - It'll Help 


"There is not much spirit 


among us because we are not 
fulfilled spiritually. We do not 
build our own sidewalks, our 
own streets and it is because 
the trade unions will not let us 
in. 


"WE DO NOT control the 


stores. We do not control the ra- 
dio station in our colonies. We 
do not control the board of edu- 
cation that determines the qual- 
ity of education our children 
get. 


"We do not control our style 


of politics in any city in the na- 
tion. We do not control our im- 
age of what's beautiful, justice 
or evil on any colony. 


"Our backbones are corroded. 


We do not have the internal 
stress or the entrepreneural 
spirit necessary to change," he 
asserted. 


"But in a real sense," Jack- 


son warned, "the whole nation 
is in trouble because some path- 
ological killers . . . high up in 
the government make decisions 
that affect our lives." 


HE TICKED off names of a 


half dozen Southern-born U. S. 
Senate leaders, among them 
Ralph Yarborough of Texas, L. 
Mendel Rivers of South Caro- 
lina and James Eastland of 
Mississippi, "all white men over 
65 who received their seniority 
because of blacks who could not 
vote and 
poor 
whites who 


couldn't because the poll tax 
was set too high." 


Such men, charged the black 


leader, are investing public of- 
fice with "a myth of integrity." 


Speaking to the large "dove" 


contingent 
in the 
audience, 


Jackson asserted, "It isn't little 
boys in the ghetto who are dan- 
gerous — it is the Pentagon, 
Little boys in the ghetto don't 
have napalm. They don't play 
chess with powerless nations, 
But they receive their image oi 
how to get things done from the 
Pentagon." 


He called the U. S. a "sick 


nation" for spending billions on 
"killing programs" while devot- 
ing just 12 per cent of its budget 
for health, education and wel- 
fare "healing" programs. 


"WHITE racism" came in for 


its share of Jackson's anger. 


"We kind of think that racia 


prejudice is just an unfortunate 
reaction of some poor people 
down South," he pointed out 
Yet, he said, the Kerner Repor 
calling white racism the great 
est danger to America was 
"passed off to be argued with 
by politicians rather 
than 


analyzed by psychologists and 
psychiatrists." 


"There is something wrong 


with a nation that will wipe 
slavery out of its mind and . 
make no apology . . . in a kirn 
of self-righteousness, as if there 
were nothing wrong." 


"It is bad," said 
Jackson 


"that under pressure black met 
became niggers, servile 
an< 


smiling when they didn't fee 
like it, but it is even worse tha 
white America needed 
them 


that way." 


"Why does a white man think 


he has to stand on shoulders tt 
declare his height?" 


Jackson also turned his scorn 


on critics of welfare. He askei 
why welfare recipients shoulc 
be criticized for not working 
when "fanners are being pai< 
for not farming." 


MISSISSIPPI'S Sen. Eastland 


Somo advice on how to use 


their influence to support black 
America's growth was given to 
Harper Junior College students 
Wednesday by the Rev. Jesse 
Jackson. 


He did so in answering stu- 


dents' questions in a session 
that followed his appearance at 
Elk Grove High .School as part 
of the community college lec- 
ture series. 


"Drink Joe Louis (Milk Co.) 


milk here at Harper Junior Col- 
lege, invest your money in Sea- 
way 
National Bank. Let the 


next building built here be built 
by a black construction com- 


pany," Jackson urged. 
i 


HE SAID such selective usej 


of buying power can "break 
up" the institutions that keep 
blacks subservient to the white 
power structure. 


Jackson turned to SCLC phi- 


losophy in answering a question 
on student demonstrations. 


He said that students who 


turn to violence to pressure for 
college change are using tactics 
that can't work. 


The tactics are unworkable 


because the students don't have 
the energy and weapons to be 
successful. 


Campus protests, said Jack- 


son, 
"must remain nonviolent, 


moralistic and academically-ori- 
ented." 


THEN, HE said, if the admin- 


istration chooses to use violent, 
and immoral tactics, the stu- 
dents' hand is strengthened. 


He told the students, "Com- 


munism is not half the threat to 
this nation that racism is. 


"As for separateness, it's like 


looking at a cell under a micro- 
scope. Some of this division is 
bad and some of it good. 


"Independence precedes inter- 


dependence. Once we begin to 
control our share and you con- 
trol your share then you have 
reciprocity," he declared. 


BRfCE LADD (RIGHT), a former Arlington 
Heights resident, is congratulated by Presi- 
dent Richard M. Nixon on his appointment 
last week as special assistant to the under 
secretary. U.S. Department of Commerce. 
Ladd, who from I960 to 1964 was an editor at 
Paddock Publications, went to Washington. 
DC. in 1965 under the Congressional Fellow- 


ship Program of the American Political Sci- 
ence Association. From August, 1965 to the 
present he served as legislative and special 
assistant to Congressman Donald Rumsfeld 
(R-llHh). At left is Rocco C. Siciliano, under 
secretary of commerce, and second from 
right is Maurice Stans, Secretary of Com- 
merce. 


he said, "Says he doesn't wan 
federal interventions. Yet he re- 
ceives $13,000 a month not t 
farm. 


"Children 
on 
(Eastland's 


plantation receive $9 a month 
for food. And they 'escape' 
Chicago," he added. 


HE DREW a rippling laugl 


for noting more than 40 Texa 
farmers who also draw federa 
funds for keeping their land 
unfilled and 
uipping, "Som 


p e o p l e did have a Grea 
Society! 


"We say poor people are lazy 


They are poor because they ar 
p o w e r l e s s in a power-sic 
society. Some say if you giv 
them aid, they won't have an 
initiative. 


"These people live on the boi 


torn line between being half-ful 
and half-hungry — and you ex 
pect them to have initiative! 
Alcoholism 
Center in 
Open House 


Lutheran General 
Hospita 


Park Ridge, will hold a publi 
open house in its new Rehabih 
tation Center for Alcoholism o 
Sunday from 11 a.m. to 4 p.m. 


The center is located jus 


west of Lutheran General, 177 
Dempster Street, Park Ridge. 


THE $2.6 million structure 


the first of its kind to receive 
federal Hill-Burton Grant, 
has facilities for 73 patients in- 
cluding one floor devoted 
apartments so the spouse of ar 
alcoholic can live in the cente 
and participate in the treatmen 
program. 


THESE TWO LISTENERS were among several thousand, 
young and old, who turned out to hear the Rev. Jesse Jackson 
Wednesday night. The minister and civil rights leader told his 
Harper Junior College audience, "You cannot graduate from 
this institution — an all-white institution — and be educated. 
You are just trained." 


he thundered. 


TURNING teacher, the for- 


mer aide to Dr. Martin Luther 
King noted with pride some 
black men's contributions: 


—Dr. Christian Bernard, he 


charged, became famous by us- 
ing heart surgery techniques 
pioneered by black physicians 
in the Union of South Africa's 


aration," Jackson noted. "The 
South Side of Chicago is already 
separate and blacks didn't sepa- 
rate it. 


"We are separate and depend- 


ent," Jackson declared 
with 


emphasis, citing the lack of 
black control of their schools, 
the city services, the police pa- 
trols. He noted that Chicago's 
black districts have few black 
police commanders. 
Provident Hospital. 


—George Washington Carver,; "Some say blacks are not 


he said, devised hundreds of|qualified ^ ^ 
policemen," 


ways to use the peanut at ajjackson gibed. "Why do we 
time when the South's economy j make sucn good military police- 
was limping. 
! men jn Vietnam and such bad 


—A black man invented the i policemen at home?' 


gas mask that has been used to 
Jackson declared the United 


save men's lives in mining dis- 
asters. After it was tested suc- 
cessfully, the minister charged, 


States'a nation rooted in right- 
eous 
violence, 
backing 
that 


judgment by citing the Boston 


"the government took his pat-|Tea Party and tne Revolution- 
ent." Before that he had been I ary war. 
unable to register the patent 
"White America," he warned, 


'because he was black." 
j "don't expect black America to 


Jackson called for Afro-Amer- be u n - A m e r i c a n ( a n d 


ican courses in all schools and nonviolent) too long. Don't ex- 
colleges. To do less, he said, is | p^ us to hurt and you decide 
to ignore that America is a plu-! how we can holler, jf you can't 
ralistic society where all citi- fix ^ acning tooth> don-t teU 
zens need to know and respect us how to scream! 
each other's roots. 


"SOME SAY blacks want sep- 


Rolling Meadows Shopping Center 


Enjoy the long, lean Levi's look in a rugged 
homespun weave that never needs ironing. 
Great selection of groovy solid colors. Re- 
member, nobody makes Sta-Prest but Levi's! 


29 to 38 in. 


Waist 


Other Levi's $4.98 to $9 


CAMPUS SHOP . . . Downstairs 


Dr. Judd 
To Address 
GOP Women 


Dr. Walter H. Judd, former 


medical missionary to China 
and former U.S. Congressman 
from Minnesota, will speak to 


the Women's Republican Club 
of the Thirteenth Congressional 
Dist. on Monday. His subject 
will be "Prospects for Peace." 


The meeting of the organiza- 


tion will be held at the Glen- 
view Community Church, 1000 
Elm Street, Glenview. 


DR. JUDD HAS served 10 


terms as a member of Con- 
gress. He is nationally recog- 
nized as an authority on U.S. 
foreign policy and was a mem- 
ber of the Committee on For- 
eign Affairs for 16 years. 


Valuable 
—^— 


COUPON 
Celebrating 


line oi 


, Party Goods 
,Bows 
. Candles 
. Cards 


SKRUDLAND 


PHOTO SERVICE 


On« P«r Cuilomer With Thu Coupon Only 


COUPON EXPIRES April 30, 1969 


Carrier "Dudes' Enjoyed Savory Food at Woodside 


Reward: Fun at Camp 
The Snow Was Real, and The Skiing Fun 


I PADDOCK PUBLICATIONS 


The best of both winter and 


a 11-season 
outdoor 
activities 


were available to 34 Paddock 
Publication uirr.ei hoys at a 
dude ranch-winter resort in Wis- 
con'-in las' weekend 


The boys spent their time 


snowmobiling, learning to ski, 
horseback riding, roasting hot 
dogs ami going on hay rides and 
sleigh rides 


The fun began Friday when 


the carriers and chaperones 
boarded the train that took 
them to Mauston, a small resort 
community 20 miles northwest 
of the Wisconsin Dells. Wood- 
side Ranch is located a short 
five miles east of Mauston. 


The boys quickly unloaded 


their gear and headed for the 
ski slopes. There were at few 


Rolling Meadows Shopping Center 


NEW! 
for Spring 


Our Handsome 


Glen Plaid Suit 


You're looking at our two-button Glen, 
incorporating half a dozen ideas 


you've never found in a moderate 


priced suit until now! Extra-long 


vents . .. wider lapels ... slight 


waistband definition ... designer 


touches! Come in, try it on today! 


Sizes 38 to 46, regulars and longs. $85 


MEN'S CLOTHING . .. Main Floor 


early spills, but the young busi- 
nessmen were eager to improve 
their skiing ability Saturday 
and Sunday. 


"Some of our boys show a 


real talent for skiing," observed 
Harvey Gascon, transportation 
supervisor for the circulation 
department, and one of the trip 
chaperones. 


Snowmobiling was the other 


winter sport the youths particu- 
larly enjoyed. The snowmobile 
followed the bridle path that 
wound through hills and woods 
of the 800 acre ranch. 


Tarbaby and Dusty were two 


of the favorite horses for the 
boys. One carrier liked riding 
so much, he decided to buy one 
of 
Woodside's extra horses, 


though the horse didn't come 
back on the train. 


After the day's activities were 


finished, the boys spent their 
time at the trading post, where 
they played pinball machines 
and 
roasted 
hot 
dogs 
and 


marshmallows in a fireplace. 


The ranch also offered "good 


grub," 
with wholesome 
and 


plentiful meals served family 
style in the large dining room. 


The Paddock carriers won the 


trip by selling additional sub- 
scriptions on their routes for the 
Heralds and Registers. 


Read all About It! 


The "Liberator," first anti- 


slavery newspaper in America, 
was founded by William Lloyd 
Garrison in Boston in 1831. 


FRL, MAR. 7, 1969 


THURS.. Fftl. & SAT. 


H FW 
'" Arlington Heights 


at Busse & Algonquin Rds 


956-0515 


Palatine 


Rand & Dundee Rds. 


359-4255 


Where Deer and Buffalo 
Roam 


127 Named to Honor 
Lists at Harper 


A total of 127 students have 


been named to Harper College's 
three academic honors lists for 
the first semester. 


\ 
Eight students earned straight 


A's, a 4.0 average. They are 
Herbert Apelgren, Harrington; 


I Constance Hughes, Elk Grove 
'Village; Mark North, Cathy Pe- 
tersen, and Kenneth Ritzentha- 
ler, Des Plaines; Patricia Tene- 
rowicz, Mount Prospect; Verla 
Longhurst, 
Schaumburg; 
and 


Audrienne Mueller, Wauconda. 


These students headed the 


trustees' honor list, which in- 
cluded 26 students achieving a 
grade point average of 3.75 to 
4.00. 


On the dean's honor list, in- 


dicating a grade point average 
of 3.75 to 4.00, there were 49 stu- 
dents. Another 52 students were 
named to the honors list, with a 
grade point average of 3.25 to. 
3.49. 


T R U S T E E S honor list: 


Rose D. Ahern, Roger L. Aim 
Jr., Herbert Apelgren, Lyn A. 
Caradonna, Patrice Eisentraut, 
Thomas A. Gemmell and Ed- 
ward G. Goodrich. 


i 
Constance Hughes, Bruce L. 


| Lehmann, Verla J. Longhurst, 


i Paul McQuire, Thomas Mich- 


j alski, Audrienne Mueller, Patri- 
; cia E. Murphy, H. W. Neumann 
Jr., Mark H. North, Jerry R. 
Packard, Nancy A. Perry and 
Cathy A. Petersen. 


Kenneth J Reed, K. H. Rit- 


zenthaler, Thomas M. Seitz, Su- 
san Stefanik, James Stelljes, 
Donald C. Stelzer and P. L. 
Tenerowicz. 


DEAN'S HONOR LIST: 


Joann M. Abate, Timothy An- 
deen, Richard Anderson, Mari- 
lyn A. Baril, Jerry J. Bienke, 
Alice M. Black, T. C. Bresna- 
han, Linda C. Carlson, Sandra 
M. Chromik, James A. Cook, 
Mark F. Cooper, Thomas H. 
Day and Michael J. Druding. 


Conrad Faust. Maiorie Fla- 


psey, Michael P. Elwart and 
Drake S. Epple. 


Mindy S. Cass, B. Golem- 


biewski, James M. Guthrie, | 
Eric L. Hartley, Dorothy Her-, 
mann. B. J. Herrmann, Carmen 
Jacobson, 
Richard 
E. 
Kob, 


Mark C. Krebs, Robert Lauger, 
Christine Leake and B. I. Les- 
ter. 
! 


vin, Linda A. Fruhauf, Gerald 
D. Funk, Marion R. Fyfe, Ran- 
dal R. Gibisch, D. J. Girms- 
cheid, David Glowacki, Susan 
C. Hallett, Donald R. Jackson, 
Judy A .Knuth, John A. Koch 
and B. A. Lillegard. 


D. 
R. 
MacDonald, Martin 


McDonald, 
Tim 
B. Meland, 


Lawrence R. Moats, Linda M. 
Nohejl, Beverly E. Osmond and 
Daniel W. Owen. 


Arlyne N. Padberg, Maryann 


I Parker, Thomas Partaker, Bet- 
ty Reab, Judith A. Ressler, 
Ronald R. Rieger, Anna M. 
Ryan, Rena A. Sargis, Francis 
G. Shaw, Barbara A. Smith, Da- 
vid W. Smith, Roland G. Soorus, 
Brenda J. Swanson, Janis E. 
Wedyck, Fred Wood and Paul i P. Spear, Douglas Steinman, i 


Gay J. Mackey, Robert M. 


Meany, W. H. Muhlenfeld, Ka- 
ren L. Nelson, Barton Niemuth, 
Gail A. O'Neal, Donna Peter- 
man, James Pietroski, Thos. 
Ratcliffe, 
Joyce 
Richmond, 


John J. Riley, C. L. Ritzentha- 
ler and John F. Ryan. 


Michael Sedlak, Cheryl 
A., 


Skaja, Sandra J. Smith, William i 


D. Zander. 


HONOR LIST: Joseph Anda- 


lina, Barbara Beckwith, Cath- 
erine Bieber, Robert Browning, 
Patricia 
Burger, 
Robert G. 


Butcher, Donald H. Cannata, 
Harry L. Davis, Thomas Dem- 


Karen M. Sutton, Gerald Syp- [ 
neski, Karen Szafranski, Mi-! 
chael H. Tures. 


John S. Vanko, Carol I. Ve- 


zina, Gary G. Walker, Thomas 
J. Weirich, P. H. Winterroth, 
Berno Wolter, Gert Wolter. 


Sorority Pledges 


Twenty area co-eds recently 


pledged sororities at the Univer- 
sity 
of 
Illinois 
at 
Urbana- 


Champaign. 


They 
are, 
from 
Arlington 


Heights: 
Diane Culpepper of 


1515 S. Harvard, Kappa Delta; 
Pamela Evans of 1223 Woodford 
Place, Kappa Kappa Gamma; 
Mary Fischer of 1021 N. Race, 
Delta Gamma; Barbara J. Han- 
sen of 346 S. Burton Place, Chi 
Omega; Peggy D. Marks of 538 
S. Newbury and Lynda Norris 
of 723 S. Ridge, both Delta Del- 
ta Delta; Linda Mertz of 1439 
W. St. James, Bonnie Pomrenke 
of 309 N. Stratford and Kris 
Schott of 2607 Garden Walk, all 
Alpha Gamma Delta; and Ja- 
nice Miner of 421 S. Gibbons 
' Ave.. Gamma Phi Beta. 


Elizabeth Radosta of 165 Des 


Plaines, Hoffman Estates, and 
Kim Garrity of 2200 Bluebird, 
Rolling Meadows, pledged Phi 
Mu. 


Four Mount Prospect girls 


pledged: Jane E. Barnett of 610 
S. Louis 
St., 
Kappa 
Kappa 


Gamma; Kathleen Boland of 
404 Can-Dota Ave., Alpha Omi- 
cron Pi; Carolyn Morris of 101 
S. Edward, Chi Omega, 
and 


Toni Reimers of 617 Eastwood 
Ave., Gamma Phi Beta. 


Palatine residents are Lynda 


Kay Baker of 3 Winston, Alpha 
Gamma Delta; Cathy Crawford 
of 1418 Anderson Drive and Su- 
san Falkenthal of 1776 Beaver 
Pond, both Kappa Delta; and 
Peg Zojonc of 311 E. Norman 
Drive. Phi Mu. 


Now! Quarterly Dividends 


On Savings Certificates! 


on 6 or 12 
month 
SAVINGS 
CERTIFICATES 


PALATINE SAVINGS pays you 5'4r? 
per annum on 6 or 12 month Savings Cer- 
tificates of $10,000 or more with quarterly 
dividends . . . 5' < per annum on $5,000 or 
more. You get 4-W< on passbook savings 
(dividends paid semi-annually). Accounts, 
including Savings Certificates, insured to 
$15,000 by FSLIC. Dividend rates subject 
to Association rules. 


START TODAY TO EARN BIG! 


Qtcumcti 


PROTECT YOUR VALUABLK 
"A SSOC/A T,QN 


Rent a Safe Deposit Box 


100 West Palatine Road • 359-4900 


WHERE YOU SAVE TODAY -TO 
ENJOY A IETTER TOMORROW 


Doesn 't Look Like Much, 
But 'Place'Is the Place 


By RICHARD GAINES 


BOSTON <UPI> -"Place" is 


• 
rundown, 
offbeat, 
under- 


ground, understaffed struggling 
social service agency for kids 
who have no other place to 
turn 


Its drab four-story headquar- 


ters 
on 
a 
back street of 


Boston's South End acts as a 


sort of halfway house for teen- 
age 
runaways, 
youths 
on 


everything from marijuana to 
LSD. outcasts and dropouts — 
all of whom come looking for 
help 


They are met at Place by a 


core of resident theological and 
university students who have 
drawn together 
an 
imposing 


L"3—?' group of professionals from the 


' fields of law, religion, psycholo- 


HE! KIDS... 


WIN A TRI 
DISNEYLA 
WASHINGTON, D.C.Y 


and their kids to the various 
services available. Or it could 
be a person from the 'scene' 
who runs across someone who 
needs help." 


The full time residential staff 


OF Place—six to eight students 
from Harvard Divinity School, 
Andover - Newton 
Tehological 


School and Episcopal Theologi- 
cal School—expect and face a 
gamut of situations around the 
clock. 


ENTER. 


COLOR! N« 
CONTEST. • . 


WIN AM IXPINU-MIBTMtP 
KM you 4MB »OOR PWrtNT 


gy, psychiatry and medicine 
About 10 runaways a week 
| "Place's primary interest is find their way to Place's 31% 


1 overcoming alienation —recon- Dwight 
St 
address, 
while 


cilmg 
youngsters 
estranged innumberable others are assist- 


from home with their families,"'ed 
over 
the 
telephone 
or 


explained co-founder Peter A. | through 
field 
workers. 
In 


Callaway, 27. a Harvard Divmi- addition, four youths currently 
ty School student who lives in a live at Place, three from the 


I cluttered alcove at Place. 
{division of child guardianship 


"We have made our work and one with parental permis- 


with runaways central," Calla- sion. 
way said 
"This falls in linei 
Place also maintains a "bad 


with the guiding purpose 
of | trip" 
telephone 
number for 


Place — that it be an enabler persons on a bad LSD trip or 


to 


and protector of the 
young! those suffering from an over- 


community " 
I dose of drugs or poisoning The 


i 
For Place, with its limited callers' anonymity is guaran- 


, resources and the necessity to < teed. 


, remain outside the establish- • »if they're thinking of suicide 
ment, its existence becomes' Or are shooting heroin or speed 


, known to the young community (amphetamines) or LSD, and if 


i only 
through 
an 
effective its real bad," said Rick Zybert, 


i grapevine. 
' 21, a volunteer from Boston 


"People who know we're here, University 
w h o 
sometimes 


'come to us," a 
volunteer mans the "bad trip" phone, 


, explained "It could be parents' "we'll get someone over there 
concerned about their children 
and we are able to refer them 


, FSCi 6IFT 


Akk MMO BUT**. 
vwoviote HO* •«. 
CAO i* WIT* U4wl 


«tr vow* CNTM MAMK 


•AMD B»TML» AT — 
WALRO 
SHOES, Inc. 


tin Hmtl l 


S I. Northwest Hwy. 


Arlington Heights 


Cl 9-4374 
OetnM.Riin 


<«H»««T •»«• Ufa. > >H» 


and take them to a hospital 
where 
they 
can 
be trated. 


I They're 
afraid 
to 
call 
the 


I hospitals themselves because 


i lots of times they're runaways 


I and not older than 13 or 14." 


Scotts 


Early Bird 


SALE 


Another Place worker said, 


"We get the farthest type speed 
freak: to the straightest older 
women on that line." 


When medical or clinical help 


is needed, Place can draw on 
the services of Dr. David Lewis 
of Beth Israel Hospital, Dr. 
Alfred 
J. 
R. 
Koumans o| 


Massachusetts Institute of Tech- 
nology's psychiatric service and 
Dr. Joseph Herskowitz, among 
others 


Place also finds emergency 


accommodations in the homes 
of families of seminarians and 
other friends of Place when the 
cases call for it. 


With its diverse services and 


24 hour schedule, Place has 
taken on the aura of a youth 
hostel 
and 
an 
underground j 


police station 
combined. The 


lights never go out and workers 
are m o r e comfortable 
in j 


dungarees than in three piece i 
suits. 
! 


Callaway, 
who 
co-founded 


Place in the fall of 1967 with! 
David A. Andes of Andover- 


I Newton, 
said 
the 
relaxingly 


unkempt appearance of Place 
and its people is planned. 


'We 
are 
recognized 
and 


established but not crushed by I 
the establishment," the West-1 
port, Conn., native said. "It's 
important to these kids that 
we're a little sloppy." 


In spite of its appearance and 


the preponderance of "hippy- 
looking" types, Place has good 
relations with its neighbors and 


the local authorities. 


"The police are great as far 


as 
we're 
concerned," 
one 


resident said. "I think they 
realize we're doing something 
good. It's certainly more than 


live and let live.'" 


Until recently, a grant from 


the Anna B. Stearns Charitable 
Foundation and speaking en- 
gagements by Place workers 
barely provided the $1,200 a 
month — Place's subsistence 
budget. That situation meant all 
workers remained at Place on * 
volunteer basis. 


But after a highly active 


summer's 
work 
within 
the, 


"Boston Common Crowd" and1 
the summer underground com-1 
munity, Place's successes led to , 
a substantial grant from the 
Godfrey M. Hyams Foundation i 
and additional permanent chari-[ 
ty 
from 
area 
church 
and | 


religious groups. 


Nevertheless, even now sala- 
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ries of $25-$30 a week alone are 
hardly enough to motivate the 
seminarians in Place's South 
End mission. 


Callaway explained his satis- 


faction with Place: "Kids come 
back. They graduate, I guess 
you could say and they come 
back 
and say, "IM 
doing 


something now.' And it's good." 


PRE-SEASON SALE 


EXCELLENT 
QUALITY 


FAIRLY 
PRICED 


CENTRAL AIR CONDITIONING 


Gas-Fired Williamson "Five-in-One" 


"Five in One' split-half cabinet construction 


T h e 
W i l l i a m s o n 


1 Five in One 
has alt ill 


major components on liea* 
ing humidirication, cooling, 


IUCTRONIC dehumtdi* cation and el«c 
AIR 
tromc air cleaning com 
pletely enclosed in an at 
tfaclive, streamlined, com 
pact cabinet It is available 
in a wide range of capac 
ities to fit any size home 
— or ADD Wil- 
liamson central 
cooling to your 
present furnance 
system 
Today, 
summer 


without air condi- 
tioning is like win- 
ter without a fur- 
nace 


MASTER HEATING 


& COOLING, INC. 


Arlington Heights 
255-5220 


GRAND 


OPENING 


Monday, March 10 at 9:30 


Refreshmenls 


FASHIONS 


of Arlington Heights 


• Sportswear 
• Knils 
• Sweaters 


• Handbags 
• Scarfs 
• Costume jewelry 


IN THE EVERGREEN SHOPPING CENTER 


24 South Evergreen, Arlington Heights 


253-2290 
Daily 9 30 to 5 30, Friday 9 30 to 9 


Mary Agnes Kokei and Mori* Brouwer Proprietors 


;,- 
-'- ^ 
<M 
"RU 


••*<'•-; <">&|l '--wmi'i 


£a$t3 'Days 
25% OFF 
REED &. BARTON 


STERLING 


Featuring 


These Eight 


Favorite 
Sterling 
Patterns 


All Individual Items 
in these patterns are 


available at 


25% olf open stock. 


Sale Ends Saturday! 


R<er»in and Robtoln 


24 South Dunlon Court 
• 
Arlington Heights 


CLtarbrook 3-7900 


O|>rn ThumJay anil Friday to 9 p.m. 


srw 


Make \our lawn 
-parkle this yearl 


. . . Iced-, slowly & .steadily, 
keeps grass greener longer, 
too. 


Save $2 


15 000 sq. ft. bag, 
res: 1H.95 11.95 


SmoSI nn 10,000 sq. ft. 


bag. reg. 9.95 8.95 


Smr.-iOp on 5,000 sq. ft. 


bag, reg. 5.45 4.93 


Seed with Windsor 
for rugged beauty 


... the new improved varie- 
ty ot Kentucky bluegrass 
with magnificent green col- 
or. 


Save $ 1 


:>500sq. ft. box, 
reg. 11 95 I0.9> 


Sn\i-50con 1,000 sq. ft. 


box, reg. 4.95 4.15 


Blend -V%fntv 2,500 sq. ft. 


box, reg. 9.95 8.95 


Proonl crabgrass 


as you fertilize 


. . . sets up a barrier which 
stops crabgrass seeds as they 
sprout. Full-fertilizes good 
grass and grubproofs at the 
same time. 


Save *2 


5.000 sq. It. hac 
reg. M 95 I2<>.> 


AI«<i»Hti>81 on 2 500 sq. ft. 


bag, reg. 7.95 <>.95 
United 


Rut-Qfa. 
708 E. Northwest Hwy. 


Arlington Heights 


CL 9-3350 


GOOD? YEAR 


SERVICE 


PRICE BREAK SPECIAL 
Pi 
UJBWCM10N& 
OffER 


20-Gallon Trash Can 


Polyethylene 
Construction 
>J40 


Metal lock-lid handles pre- 
vent Spilling. Scrubs clean 
easily. No seams or'jomts to 
trap dirt and sand. Avocado 


Brake Adjustment 


Brike Siter 
uidsmoiktr 


Remove front ft rear wheels, 
adjust brakes,inspect front 
wheel bearings, inspect 
grease seals, add fluid, test. 


Includes 
Oil Grease 
& Labor... 
Our car care experts 
use only good quality 
oil and grease when 
servicing your car. Re- 
member, your car runs 
safer, smoother and 
quieter with regular 
servicing by experi- 
enced mechanics. Don't 
wait... bring your car 
in today and take ad- 
vantage of this low 
price offer! 


ADD $1 IF 
PREMIUM OIL 
IS REQUESTED 


Truck Tires for 


Pick-up and 
Panel Trucks 


The good-looking, tough-job tire built 
to tik< hard work in stride. 
• Buih of itrong tripl«.|imp.r«ci nylon 


cord 


• Tu/iyn rubbtr... tougheit rubbtr 


Coodyoar ever used in a tire 


NO MONEY DOWN on our Easy Pay Plan! 


WORKHORSE 


Priced at alow... 
19" 


Up to twice tf^ mileage 


OF OUR BEST SEI 
i TIRESI 


Othtr tint avulablt too 
at »lifhlly hlttitr pticn. 


E70-14 
E70 15 
G70-1S 


F70-14 
F70-15 
H70-15 


G70-14 


NO MONEY DOWN ON OUR EASY PAY PLAN! 


Take 
your car 
where 
the 
experts 


SfHVitSf 


MOUNT PROSPECT • 102 E. RAND ROAD ROLLING MEADOWS . 3007 KIRCHOFF ROAD 


Across from Randhurst Center 
So. Half of Rolling Meadows Shopping Center 


392-8181 
255-3600 


PARTB 


Arlington HtliMi H.r.W 
Cook County Htrald 
ProipMt Hf lints HtralA 
Kolllnx MMdowi HemMl 
Schaumburr Herald 
WhnllnK HtraW 
Elk Grov» Htrald 
Hof(m«n Herald 


DuPaiic County R«lit*r 
Mount Proipcct Hcnid 
Palatine Entcrprln 
Addlion Rexliter 
Bnurnvillf Rcgliter 
Itun Reitliter 
Roullt IU|IU«r 
Hanover Slrcamwood HcrMd 
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Regional Cage Prize At Stake Tonight 


Kfcfeiii' |f 
Abound 


North Shows 
Domination . . . 


There was a time when they 


talked about southern basket- 
bail as the class of Illinois 
schoolboy ranks. 


And with justification. 
The 


south took seven out of nine ti- 
tles over one stretch. 


You watched a Herrin, Mt. 


Vernon, Pinckneyvllle, Central- 
ia, and Collinsville march into a 


has changed — to everyone's 
benefit. 


It took only three field goals 


to win the 1933 state high school 
title in Illinois. 


That's all the famed Flying 


Clouds of Thornton needed to 
beat Springfield, 
14-13, but 


that game didn't set a record 
for the lowest number of 
points 
In 
a 
championship 


game. It Just tied It. 
Canton's Bulldogs, featuring 


Mark Peterman's famed slow 


j break, claimed the state's most 


Wildcats Earn 
Shot at Title 


by KEITH REINHARD 


It was a tale of two champions and it looked it. 
There was Mundelein, down to defend a Tri-County throne, 


fresh from a potent triumph over the district winners in their 
opening regional outing, and slapping in baskets like they owned 
stock in the Palatine gymnasium. 


There was Wheeling, owners 


of their second Mid-Suburban 
league title, shrugging off a 
Hersey uprising in their region- 
al opener, and scrambling like 
a squadron of F-86's at the 
Battle of Inchon. 


And then there was 
just 


Wheeling . 


Just Wheeling, a beat-up 


~ir^L'lsi'J£; ==<«•= »ts 
ering" West Aurora, 18-9, five 
years earlier. 


opposition, and you had to 
impressed. 
i 


Every year the polls would 


reflect the southern strength. 
| 


Times 
are 
changing. 
The 


southern basketball teams at 
state tourney time have been 
heard to squeal, "Yankee, go 
home." 


Thr northerners seem hap- 


py to depart the open plains 
of the south, hut not before 
they gather up IhrIr hardware 
to tote back with them. 
The north obviously got tired 


of listening alxnit southern su- 
premacy 
They respect 
the 


quality of basketball played in 
these cage hot-beds, but they 
certainly 
don't regard them 


with fear. 


It's the north that has been 


dominating. 


With Proviso East and Thorn- 


ton among the early favorites 
for the 1969 prize, it's possible 
the north will have something to 
shout about again. 


L a s t year Evanston and | 


Crane Tech of Chicago went 
home with the first and third 
place prizes in Illinois. Not one 
southern school was in the final 
four. Carbondale and Effingham 
were the south's only chances in 
the Elite Eight in Champaign 
and they were both eliminated 
on the first day. 


The north (Chicago and sub- 


urbs) has won five of the last 11 
state crowns, and when they 
win, they win big. 


Evanslon. 
regarded 
by 


many as the finest team In 
state history, racked up 70 
point* In each of Its state 
tourney bouts, and the closest 
anyone got was 12 points. 
Remember those thunderers 


from Thornton in the 1966 tour- 
nament? They beat New Trier 
59-44. Decatur 67-45, and Gales- 
burg 7-1-60 in three games at the 
Assembly Hall. 


When Chicago Marshall gave 


the north the top prize in 1960, 
they were never contested ei- 
ther. 
With All-Stater George 


Wilson leading the way, the 
Commandos belted Monmouth 
55-38, Decntur 74-62. and Bridge- 
port 79-55 to win the title. 


Will it be Proviso East in 


Oddly, the very first state fi- 


nale in 1908 set no pattern for 
low 
scoring. 
Some winning 


scores in that inaugural tourney 
were 60 for Hinsdale, 58 for Oak 
Park, 50 for Rock Island. Peo- 
ria took the title, 48-19. 


Only once in the next 30 years 


was Peoria's total surpassed, 
however, in the title game. 
While the majority of champion- 
ship scores did not plunge to the 
level of those 1928 and 1933 de- 
fensive duels, most of them 
were in the 20s and 30s. 


In the 1940s the tempo of 


scoring. In keeping with the 
limes, began to pick up. By 
1150 the record score of 85-61 
was posted by the great Mt. 
Vernon Rams as they cap- 
tured their second straight 
stale crown. The total of 146 
was tied In the 1954 final 
when Mt. Vernon, again, beat 
DuSable of Chicago, 76-70. 


brown loafer, and 
fans who stormed 


about 1,500 
down from 


the sidelines after the Wildcats 
had earned their first regional 
final berth in five years by cor- 
raling the Mustangs 57-54 at 
Palatine 
Wednesday. 
They'll 


play tonight at 7:30 for the title. 


THE WILDCATS: They were 


elated. Behind Don Wright's 
gargantuan performance they 
had battled uphill for three long 
periods before even seeing day- 
l i g h t and then 
skirmished 


through a breathtaking final 
stanza en route to the conquest. 


The shoe: It was compliments 


of 
an irate Mundelein fan, 


tumbling to the floor during the 
hectic last 60 seconds of play af- 
ter Wheeling had finally as- 
sumed the driver's seat. 


The fans: They had to return 


to their seats even though their 
countdown of the final exciting 
moments had reached zero. A 
v a i n M u n d e l e i n timeout 
prompted the replay and only 


Rules 
changes, 


played their part 


of 
in 


course, 
the in- 


1969? Or Thornton? Or Lockport 
Central? Or Ualesburg? 


Or maybe the south will rise 


up with clubs like touted Ed- 
wardsvllle and Carbondale and 
crack the northern domination. 
Edwardsvillc's toughest prob- 
lem until the Super-Sectional 
may be getting out of the re- 
gional tonight. 


The elimination process con- 
tinues. 


Only sixty-four high school 


trams 
will 
remain 
tonight 


when those final buzzera have 
ooimded at regional tourna- 
ment sites throughout Illinois. 
Only sixteen will remain after 


action next Friday. 


The Elite Eight will convene 


in Champaign-Urbana on Fri- 
day and Saturday. March 21-22. 


If you're a betting man, stick 


with the north. It looks like our 
year again in the Rose Bowl of 
Midwest high school basketball. 


Scores Reflect 
Changes in Game 


The kids just keep gttting bet 


ter and better and the game 
does too. 


When you look back over the 


history of the state basketbal 
finals in Illinois, it's dramatical 
ly illustrated just how the game 


creased scoring. Elimination of 
the center jump after each 
score (in 1936) was the first big 
step toward shifting the philoso- 
phy of the game from defense 
to offense. 


Soon, the 10-second rule was 


conceived to prevent stall-mind- 
ed teams from lurking behind 
the center stripe. It proved even 
a more drastic boost to the of- 
fense. 


Overshadowing the rule alte- 


rations, though, was a great 
transformation in the game it- 
self. That was the advent of the 
unguardable jump shot. As it 
grew in popularity, the shooting 
werages of the preps zoomed. 
So did the scores. 


In the 1930s a team that 


shot .300 or better from the 
floor was having a hot night. 
Today a team can lose shoot- 
ing .500. 
Some idea of how the jump 


shot has improved the marks- 
manship of the game can be 
gleaned from the statistics of 
the 1944 Illinois tournament, 
The average team shooting in 
those 16 games was .261, and 
one club —Kankakee — shot 81 
times in a first round game 
against West Rockford and only 
made eight baskets. 


Who's complaining about the 


changes 
in 
this 
fascinating 


game of basketball? Very few. 
The players like the scoring, the 
fans like them, and most of the 
coaches do, too. 


d e l a y e d an inevitable con- 
clusion. 


GRANTED, Mike Owens' gus- 


ty 'Cats netted a few important 
breaks. They picked up one 
bucket when a long, missed 
Jack 
Bastabie 
jumper 
was 


allowed because of Mustang 
goal tending. 


Another Mundelein two-point- 


er was voided by a hastily 
called time out and yet another 
crucial Mustang shot from the 
floor with just a dozen seconds 


remaining swooped in and out 
and kept Wheeling's four-point 
bulge on the Scoreboard that 
many waning moments longer. 


But Wheeling also made more 


than just a few breaks go their 
way with simple pressure tac- 
tics and cool play under fire. It 
was really the first time this 
whole season that Owens saw 
dividends evolve from the pour- 
it-on-in-the-clutch style of ball 
he preaches. 


AND AMAZINGLY enough, 


the Wildcats did it all without 
their number one scorer and re- 
bounder. In fact; Jim Millay at 
just a shade over six-foot was 
big man in the Wheeling lineup 
as they staged their surge from 
a 10-point deficit just before in- 
termission to a 41-40 lead at the 
offset of the fourth period. 


Wright, the tallest 6-0 pivot- 


man in the state Wednesday, 
finished off with a game-pacing 
28 points. But that was just a 
third of the story. 


Wright moved into the center 


s l o t t o 
relieve 
the still 


a-mending MSL scoring cham- 
pion Carl Fricke. And while he 
was baffling Mundelein's big 
men underneath on offense with 
his board strength and shooting 
effectiveness, he was stymieing 
their playmaker guard Don Ma- 
jercik on defense. 


MAJERCIK has been aver- 


CAT CALL. "HEY, come back," Mundelein's Jim D'Amoria 
(41) seems to be saying. Wheeling's Jack Bastabie apparently 
didn't heed the call however, following up a steal with this 


fast break layup during the regional semi-finals Wednesday. 
Bastabie went on to record 14 points and his Wildcats went on 
to win over the Mustangs 57-54. 


(Staff Photos by Tom Grieger) 


aging 19 points a game in the 
TCL. Wright allowed him to get 
off only two shots Wednesday 
and the flustered Mustang final- 
ly fouled out in the last instant 
of play. 


Wright also stuffed in the 


game's four most significant 
points. But that was long after 
a deadly accurate quintet had 
been stunned into a blitz-rav- 
aged trauma. 


Prospect High grad George 


Morris, carrying the Univer- 
sity of Illinois colors, finished 
third and Palatine product 
Rill Bahnfleth. a Wisconsin 
soph, placed fifth in the 440 
yard dash at the Big 10 track 
and field meet In Champaign. 
Morris had a 48.8 and Bahn- 
fleth a 49.0 in the indoor at- 
traction. 


Ten Years Ago 
This Week . .. 


Maine edged Arlington 60-55 


for the regional basketball title 
. . . George Bork had 17 for the 
l o s i n g Cardinals who had 
reached the finals with a 63-43 
win over Palatine and 53-43 con- 
quest of Glenbrook. . . Thornton 
won the state wrestling title in 
Arlington's gym. . . The host 
Cards scored three points. 


In the beginning Mundelein 


looked like a team no mortal 
foe could surpass. They con- 
nected on their first four tries 
from the floor, moving from 
middle range to long range and 
were up 8-3 at 5:39 of the first 
period. 


EVEN WHEN the Mustangs 


s t a r t e d f o u l i n g Wheeling 
couldn't keep pace. By the end 
of the opening period Mundelein 
had struck on nine of 12 occa- 
s i o n s ; the Wildcats hadn't 
pierced within 15 feet for a 
bucket and had about as many 
rebounds as Van Gough could 
count on his ears; and even 
with a batch of free throws the 
MSL champs trailed 19-14. 


The second period continued 


along a similar vein. Mustang 
S c o t t Atwood recorded his 
fourth straight jumper at 6:48. 
It was the team's llth — still 
against three field goals for 
Wheeling — and Atwood's 10th 
point and now Owens and com- 
pany trailed by 10. 


Atwood remained a nemesis 


even when the 'Cats began find- 
ing the mark. A pair of long 
jumpers by Kevin Barthule anc 
Wright's 15 footer had the mar- 
gin down to 30-24 with 2:53 left 
but Atwood zapped in a turn- 
around juniper and a fade away 
from close in. 


WITH LESS than 40 ticks be- 


ore halftime Mundelein was up 
14-24 and coming down to set up 
'or a last-second shot. 


What might have been a 12- 


point mid-game bulge quickly 
dissipated however. First Bas- 
;able worked a steal and a fast 
break layup and then Wright 
pilfered the ball again. Although 
W r i g h t ' s inside shot was 
blocked, he netted a pair of free 
throws, made one and the half- 
time gap was quickly trimmed 
to seven. 


In period three buckets from 


the side and the key by Bas- 
tabie and a 12-footer by Wright 
allowed Wheeling to keep pace. 
With 1:51 left Wright was bot- 
tled up underneath by three tall 
d e f e n d e r s but broke loose, 
flipped one over his head from 
straight below the hoop and the 
ball arched high over the net 
and right down in. 


HALF A minute later Wright 


canned a rebound and Munde- 
lein carried a precarious one- 
point advantage out of the third 
stanza. 


Millay, with a stinging assist 


from Bastabie, hit from beneath 
to give Wheeling their first leac 
of the game at 7:37 of the fina 
quarter. Five times the leac 
changed hands during the next 
two minutes and at 5:13 a 


Wright gratis toss forged a 46-46 
deadlock. 


Wheeling pressed and Munde- 


lein broke a man loose all alone | 
under the net to regain a 48-46 
spread. At 4:07 on a two-on-one 
break, Bastabie took the perfect 
pass from Wright and stroked it 
in for a 48-48 standoff. 


ATWOOD CARDED his llth 


field shot at 3:39 but Bastahle 
countered with a 17 footer at 
2:02 and the Scoreboard read 50- 
50. Majercik then recorded his 
only pointage of the night and 
had to go 18 feet outside to get 
it. 


At 1:07 Bastabie struck again 


from 15 feet out. Mundelein took 
the ball out, Bastabie 
and 


Wright hounded Majercik into 
yielding control and with 51 sec- 
onds left, below the piercing 
yell of the Wildcat fans, Wright 
dashed 10 quick yards to score 
and give the 'Cats their first 
two-point lead, 54-52. 


The Wheeling roar had no 


reason to subside. Millay inter- 
cepted Mundelein's long pass 
down court moments later and 
the 'Cats then had the lead and 
ball control. 


AFTER A timeout Wright was 


fouled and cool as an autumn in 
Fairbanks he swished in two 
free throws at 0:19 to jet Wheel- 
ing out of sight, 56-52. 


With eight seconds to go, af- 


ter the one Mundelein shot had 
swooped in and out, the whistle 
blew on another Mundelein at- 
tempt from in tight that rolled 
off the outside edge of the rim. 


The 
two Mundelein 
free 


throws were also unsuccessful 
but with five seconds remaining 
they finally bagged their field 
goal to slim the margin to 56-54. 


Wheeling quickly threw in the 


ball and held on as the last sec- 
onds slipped away. But as 'Cat 
fans swarmed onto the floor, of- 
ficials acknowledged a Munde- 
lein timeout back at 0:04. 
' That was enough time for a 
final personal for Majercik and 


i Barthule pocketed a free throw 


i just before time ran out. 


WHEELING (37) 


Millay 
Wricht . 
Barthule . 


Frii-ke .. 
Lemler . 
Bastabie 
Pitt 
Kawell 


MfNDELEIX (34) 


Majerrik 
Tangorra .. 
Hopkins 
. . 
Seeds 
JurKens . .. 
Atwood 
D'Andria 


26 
2-11 
16 


SCORE BY QUARTERS 
1 


Wheeling 
14 15 12 18—571 
Mundelein 
19 13 
6 14—Ml 


Return of Buttenob Helps 
Send Cards Past Palatine 


midway through the second pe- 
riod. 


Palatine coach Norm Jones 


, 
„ . 


TRADEMARKS SHOWING. Don Wright (22), Wheeling guard 
whose mouth and efforts are both wide open whenever he 
plays, demonstrates a little of both to Mundelein's Bob Tan- 
gorra during Wednesday's regional game. The Mustangs had 
their mouths open too — in awe — as Wright led Wheeling 
right by them to the finals 57-54. 


(Staff Photo by Tom Grieger) 


ability to cop the Mid-Suburban 
League crown — led the Arling- 
ton effort with a big 17 points. 
His clutch shooting from inside 
and out kept the Pirates off 
guard. 


AND DONAHUE? Well, the 


fine Pirate guard found out he 
couldn't buy a basket Tuesday 
night, no matter where he shot 
from. And on top of that, the 
Pirate speedster suddenly found 


himself saddled with four fouls 


by CHUCK WILLOUR 


Tuesday night was the answer to a lot of questions. 
, 


Like, just how valuable are Chris Buttenob and Phil Donahue t 


to Arlington and Palatine basketball fortunes? Or, would the; 
Cards and Pirates ever again be able to equal their best outputs j 
of the season, Palatine's a 49-48 thriller over Forest View and • 
Arlington's a 56-55 squeeker past Wheeling? 


The answers to those ques- 


tions and many more came 
Tuesday night when the Cards 
took on the host Pirates in first 
round action in the Palatine Re- 
gionals and strode proudly off 
the court at the final buzzer 
with a 64-52 victory. 


THE WIN MEANT a berth in 


the regional semi-finals last 
night against cross-town rival 
St. Viator. 


The answer to the first ques- 


tion, the value of Buttenob and 
Donahue to the two squads, was 
apparent immediately. 


Buttenob, who has been held 


under seige by a throat in- 
fection for the past three weeks 
— and whose absence was a 
prime factor in Arlington's in- 


wisely pulled Donahue then, but 
w i t h o u t him Palatine was 
unable to move the ball. In the 
third period, with Donahue rid- 
ing the bench, the Pirates found 
themselves being held to six 
points. 


And even when Donahue re- 


entered the tilt in the fourth pe- 
riod, he was unable to work up 
to snuff, and the Cards bagged 
the victory. 


AS FOR THE answer to the 


second question, well, you can 
look at it two ways. The Pirates 
were, of course, not up to the 
peak they enjoyed a week ago 
against Forest View. Arlington, 
on the other hand, looked like it 
was — for three periods, any- 
way. 


In the first period the Cards 


shot out immediately ' to an 
eight point lead and then held 
on to that margin to the end of 
the second stanza. In the third 
stanza, Coach George Zigman's 
charges doubled their output to 


(Continued on next page) 


NELSON 


AHIHOTOH MDCMTJ 
MOUNT MOSMCT 


6*OVt 


MOiMCTHTS. 


FORD IN MILES J\ 


TRUCK W 
CENTER 


BETTER 
IDEAS 


FROM FORD 


Visit Jack Heinger or 


larl Cosentmo and a 


• 
itaff el truck ipeckri- 
• tot* to onalyte your 
• 
every need! 


^ 9401 Milwaukee A ve 
\ 
NILES 


^V^ (opposite Golf-Mill 
A 
^k Shopping Cenler)^^ 


36 MONTHS FINANCING 


WE HAVE 


THESE UNITS 


FOR IMMEDIATE 
DELIVERY 


• 


Pickups 
Cob and Chassis 
I 


Dumps 
Stakes 
Econoline Vans 


• Wolk-lns 
• Rancheros 
™ Club Wagons 
• F-100('i Ton)Series 


Arlington Ousts Pirates 


• 


* 


— 
For Unbeatable Ford Buys! | *«M«0 (2 Ten) 


l e Thunderbirds e Muilangs e Galaxies e L.T.D.'s 
I 
Fairlanes e Mach I's e JOIN OUR FLKT CLUB 
WHITE &CRONEN INC. 


•401 MILWAUKEE AVE 
• 
NILES, ILLINOIS 40648 


at GoH-Mill Shopping Ctntor 


(Cont. from preceding page) 


increase their lead to 12, 42-30. 


In the final period, the Cards 


tallied 20 big points, while Pala- 
tine fought back with 22, as Pi- 
rate guard Scott Smith and for- 
ward Dave Hasbach suddenly 
found the range and raked the 
nets for 17 points between them. 


HASBACH ended up leading 


the Pirates and tying with But- 
tenob for game honors with 17, 
and Smith contributed another 
16 for the Pirates. 


Hitting 16 also was Arling- 


ton's Gary Anderson, whose 
deft baseline drives and sharp 
outside shooting broke the Pi- 
rate zone defense wide open 
time and time again. 


Equally vital to the Card win 


were guard Jim Baumgartner, 
who tallied ten points on the 
night, and forward Ken Jorgen- 
sen, who added another 13 — 
most of them on slick drives to 
the basket followed by short 
jumpers. 


The Arlington win was the 


third the Cards have registered 
over Palatine this year, and it 
hikes their season mark to an 
impressive 18-5. The Pirates, 
whose season is now ended, fin- 
ished the year with a 9-12 
record. 


ONLY 14 LEFT 


RAND NEW 1968 


CHRYSLERS and PLYMOUTHS 


EXTRA LARGE DISCOUNTS ON 
THESE LAST REMAINING 1968 
MODELS IN OUR STOCK FOR 


IMMEDIATE DELIVERY 


Our Lowest Prices Ever! 


'68 DODGE 
w -TON PICKUP 
:m 
$1995 


'67 BARRACUDA 
2-DR. HDTP 
m& 
M895 


'67 CHRYSLER 
NEWPORT 4-DR. SEDAN....:.-... M895 


'67 DODGE 
CORONET 440 2-DR. H.T JAM 
M975 


'67 CHRYSLER 
NEW YORKER 4 DR. HDTP.,.-.^ 
$2895 


'67 COMET 4 DR. WGN. vs 
.l*?.. 
$1695 


'67 PLYMOUTH VIP 4 DR. H.T 
.?.**. 
$2195 


'67 CHRYSLER 
"300" 4 DR. H.T m 
$2395 


'66 BUICK 
ELECTRA CUSTOM 4-DR. H.T....A... S2375 


'66 RAMBLER 
AMERICAN WAGON.....-;,-.-.... M295 


'66 PONTIAC 
GTO 2 DR. H.T 
<.xm 
$1795 


'65 FORD 
CUSTOM 4 DR. SEDAN 
hi.. 
M095 


'65 CHEVELLE 
4-DR. WAGON 
»E. 
$1195 


'65 OLDSMOBILE F85 CUTLASS 442 ^ 
S1395 


'65 FORD 
FAIRLANE 4 DR. SEDAN 
/.I. 
$995 


'65 BUICK 
2 DR. H.T. ELECTRA 225....m^i^.... M595 


'64 PLYMOUTH SPORT FURY 2-DR. H.TJK&& M295 
'64 CHRYSLER 
"300" 4 DR. H.T 
m 
$995 


'64 FORD 
4-DR. WAGON 
:°..®.°. 
$1095 


'64 FORD 
GALAXIE "500" 2-DR. H.T M?..... $1095 


'64 CHEVROLET 
STATION WAGON & 
M075 


'63 CHRYSLER 
"300" 4 DR. H.T .......... 
........845 


'62 PONTIAC 
TEMPEST 2-DR. CONV ....... .«. ...... 
$595 


'62 CADILLAC 
SEDAN DE VILLE ........... a..,. ...... 
$995 


'61 FALCON 
WAGON .................... m .................. 
$395 


MARK MOTORS 


CHRYSLER • PLYMOUTH • VALIANT • BARRACUDA 


MERCEDES-BENZ • IMPERIAL 


CLOSED SUNDAYS 


2020 E. Northwest Hwy. 
Clearbrook 9-4455 
ARLINGTON HEIGHTS 


PALATINE <SJ> 


Husbaoh 
Zajonc . 
Farrcll 
. 
S Smith 
Donahue . 
Huffman 
Weyhenmeyer 
K. Smith 
Doyle 
Ciirr . 


FG 
. 6 
. 0 


2e2 
ooii 


FT 
5- 8 
0- 0 
3- < 
0- 6 
1- 2 
0- 0 
1- 3 
0- 2 
o- o 
0- 1 


PF 


233 
R0 
2 
21 


21 10-26 
21 
62 


ARLINGTON (64) 
Anderson 
Jnrnensen . 
Buttenob 
Buumniirtner 
Steele 
lirodnan 
Hult 
Shannon 


0- 1 
3- 5 
3- 8 
6-1(1 
0- I) 
!>- •! 
0- 0 
0- 0 


» 1442 21 64 


SCORE BY QUARTERS 


'Hlatlnc 
12 12 6 22—52 


\rlinRton 
30 12 14 20—M 


District Gym 
Site Changed 


The district gymnastics meet which was formerly scheduled 


for Elk Grove this Saturday, has been moved to East Leyden 
High School in Franklin Park. 


The change was made because it was felt the meet would 


interfere with the Grove's school play, which will also be held on 
Saturday. 


Although the meet will be held at Eas.t Leyden, Elk Grove 


will still be the hosting school. 


The session times have also been changed. The first session 


will begin at 1 p.m. to include side horse, still rings, tumbling unil 
free exercise. 


The second session at 7:30 p.m. will have trampoline, horl/on 


tal bar and parallel bars. 


The Arlington-hosted district will conclude tonight nt 7 [> M 


with competition in the tramp, parallel and high bar oviml.tt 
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It's economical to 


RENT 


A CAR! 


'69 cars available — 
any make, any model 


DAILY or 


LONG-TERM RENTALS 
(i 


• Kuntril rtilm nvrulnblff lor I day lo 3 years 
• 
Ale oinrlili'ino'l f nr« tivriilriblo 


To f«f«rv« yours, call 259-4700 
V.I.P. LEASING 


MORTON 
PONTIAC 
must clear out 


all remaining 


brand new '68's! 


r 
LEFT 


Bonnevilles, GTO's, wagons, 


Catalinas, etc. 


Examples: 


'68 Pontiac Catalina 


2-dr. hardtop. Full power, Cordova top, 
AIR CONDITIONING. 


'68 Pontiac GTO 


Full power, auto, trans., console, power 
steering & brakes, cordova top. 


'2495 


Huge savings on '69's 


LOOK what S200 down 


—cash or trade - W/U BUY! 


'69 Dodge Super Bet 
Hardtop Coup* 
Big V-8 ram engine, auto, 
trans., full power. Low, 
low around block miles 
with new car warranty! 


$2695 


'68 Dodgt Monaco 
500 2-Dr. Hardtop 
V-8, 
auto, trans., P.S., 


P.B., whitewalls. Very 
low miles and immacu- 
late! New car warranty. 
,-, „ , 
$2295 
67 Mustang 
V-8, 
auto, trans., R&H, 


whitewalls, "1-owner, low 
mileage. Beautiful 
glis- 


tening green! 
$1595 


'67 Opel 
Kodette 
2-dr., 
4-speed, 
R&H, 


whitewalls. Red with 
b l a c k 
i n t e r i o r 


Round-the-block miles. 


"67 GTO 
*"95 


Hardtop Coupe 
V-8, 
auto, trans., P.S., 


P.B., vinyl top. Immacu- 
late and low miles! j.1995 


'67 Plymouth 
Barracuda H.T. Cpe. 
Auto, trans., R&H, pow- 
er. Sharp in every respect 
at the low, low price of 


$1345 


'66 Plymouth Belvedere 
II Hardtop Coupe 
V-8, 
auto trans., P.S., 


P.B., R&H, whitewalls. 
Very sharp and priced 
just right! 
$1195 


'66 Pontiac Catalina 
9-Pats. Station Wagon 
V-8, 
auto, trans., 
full 


power. Room for your 


. whole gang! 
$1395 


'65 Olds Storfire 
2-Door Hardtop 
Loaded including factory 
air. 
Baby 
blue 
with 


matching bucket seats. 


$995 


'65 Tempest 
2-Dr. Sedan 
6-cyl., auto, trans., pow- 
er. Very, very sharp and 
priced real right! 
$650 


'65 Mustang 
2-Door Hardtop 
8-cyl., 
4-speed.. 
R&H, 


W W's, factory 
AIR 


CONDITIONING.S995 


'65 Cadillac 
4-Dr. Sedan 
Completely loaded, incl. 
factory air cond. Very 
LOW original miles. A 
real must. 
$2495 


'65ford10-Poss. 
Station Wagon 
V-8, auto, trans., P.S., 
P.B.,, 1 owner, low miles. 
Perfect family car! $895 


'64 Plymouth 
2-Dr. 
6-cvl., stick, real econo- 
my! 
$495 


'62 Bukk 
Skylark Hardtop 
Coupe. V-8, auto, trans., 
P.S., 
electric windows. 


Burgundy 
with black 


trim & roof. 
$645 


'62 Dodge 9 Poss. 
Station Wagon 
Auto, trans., R&H, 
whitewalls, Room for the 
gang! 
$495 


We will pay off your present balance 


Guaranteed Low-Low Financing 


NO PAYMENTS 'TIL APRIL 


666 E. Northwest Hwy. 


ARLINGTON HEIGHTS 
• 
392-6660 


CLOSED SUNDAYS 


Service 4*»t epe* 7:10 e.M. te t p.|H. MM. thru M. 


LADENDORF'S 
WIDCENTBAL 


WHAT IS A GOLD SEAL USED CAR? 


This is a Ladendorf automobile that has gone thru over 100 
checks and adjustments for your safety, comfort and value. It 
is backed by our Gold Seal Warranty 100% for 90 days or 
4,000 miles. Value like this has made our Gold Seal Used Cars 
famous because their owners have been so satisfied. You can 
be satisfied too, just stop in today! 


WEEKEND 
SPECIAL 


WEEKEND 
SPECIAL 


'66 PONTIAC BONNEVILLE WAGON 
This 9-pa»enger car is a perfect family car in 
superb condition. It has power steering, brakes, and 
windows! It is automatic with factory air condition- 
ing, black vinyl top and interior. This is a 
^_ 


Ladendorf Green Seal automobile. 
2145 


'66 OLDSMOBILE 98 LUXURY SEDAN 
This Ladendorf Green Seal automobile has power 
steering, brakes, windows and 6-way power seat. 
It is turquoise with a black vinyl top, till steering 
wheel and factory air conditioning. The *nim — 
World's Largest Olds Decler' Price. 
*ZZV5 


'67 CADILLAC SEDAN DEVILLE 
This is really a luxurious automobile that has full 
power including factory air conditioning, power 
steering, brakes, windows and 6-way power seat. 
This Ladendorf Gold Seal auto is bronze with an 
antique ivory top. The World's Largest t _ - _ _ 
Old* Dealers Price. 
'4495 


'67 COUGAR 2-DOOR HARDTOP 
This cor has power steering and brakes, automatic 
transmission, white walls and factory air conditioning. 
This green with black vinyl top car is also a Laden- 
dorf Green Seal Auto. The World' Largest «„„— _ 
Olds Dealer's Price 
'2395 


'66 PONTIAC CATAUNA 4-DOOR HARDTOP 
Some of the options on this Green Seal auto are 
automatic transmission, radio,' wH:Ie walls, power 
steering and brakes. It is royal oluewith *irAr 
low mileage and it's priced at. 
"595 


'68 OLDSMOBILE TORONADO 
This car is loaded with options including factory air 
conditioning, automatic, white walls, power steering 
and brakes. This car offers you a double vafue — 
Ladendorf's Gold Seal Warranty and 
«——— - 


the remainder of the factory warranty... 
3995 


'68 CHRYSLER TOWN & COUNTRY WAGON 
Options —this car has practically all of them includ- 
ing tinted glass all around, factory air conditioning, 
end full power. This car is almost brand new-it is 
white with gold interior. You also get double value 
warranty—Ladendorf's Gold Seal War- 
ranty & the- remainder of the fact. .„.__ 
Warranty. 
*3695 


'66 BUICK WILDCAT 4-DOOR HARDTOP 


It's Green with a black vinyl top, automatic trans- 
mission, factory air conditioning and white walls. 
This ladendorf Green Seal auto is loaded with 
power including brakes, steering and mine 
6-way power seat 
2195 


'67 FORD GALAXIE 500 4-DOOR H.T. 
Power Steering and Brakes, automatic transmission, 
radio. This Green Seal car n blue with o white 
vinyl top. The World's Largest Olds- 
*<»—— 


mobile Dealer's Price 
*2095 


64 CADILLAC SEDAN DEVILLE 
This Ladendorf car is loaded with power-brakes, 
steering, windows, and 6-wey power seat. It has on 
automatic transmission, and factory air conditioning. 
It'it white in color and is backed by La- «„•—_ 
dendorf's famous Green Seai Warranty.. 
2095 


Oldi 


RAND CENTRAL ROADS 


Between Des Plaines A Mt. Prospect 


Phone 827-3111 


Hours: 


Monday thru Friday 9:00 to 9:00 


Sat. 9:00 to 5:00 


This Sun. 1:00 to 5:00 


AT Hjftliffl 
START RIG 


CADILLAC YOU 


WITH OUR 


pre-owned 


'68 Cadillac 


De 
Ville 
Convertible. 


Fully equipped including 
factory air cond., and 
leather interior. 


'67 Eldorado 


2-dr. hardtop, 
famous 


front wheel-drive, flat 
floor model, factory air. 


'65 CADILLAC 


Sedan 
DeVille. 
Very 


good condition through- 
out. Full Cadillac op- 
tions, including Factory 
Air. 


'68 Cadillac 


Brougham. Only space 
limits the listing of all 
the fine equipment on 
this exquisite Fleetwood. 


'67 Oldsmobile 


98 
l u x u r y ' sedan. 


Six-way 
power, vinyl 


top, and factory air 
conditioning. Clean car 
inside and out. 


'64 Mercury 


2-Dr. Hardtop. Factory 
air 
conditioned, full 


power, 
unusually 
fine 


condition. 


'68 Oldsmobile 


9 Passenger Vista Cruis- 
er Station Wagon, fac- 
tory 
air 
conditioned. 


Rare Buy. 


'66 Cadillac 


Sedan DeVille. Fire en- 
gine red. black vinyl 
top, factory air. Out- 
standing Value. 


'64 Cadillac 


Sedan De Ville. Air con- 
ditioning, Prestige car, 
popular price. 


INC. 


200 N. NORTHWEST HIGHWAY 


PARK RIDGE 


Complete 


SAtES — SERVICE 
Body Repair Facilities 
825-6601 


HOURS: 


Optn Mon. thru Fn. 


9 AM. To 9 P.M. 


Sol. 


9A.M. To 3 Pita. 


DODGE - DES PLAINES 


ON MANNHEIM, NORTH OF OAKTON 


BRAND NEW DART 


WHITE HAT SPECIAL 


EQUIPPED WITH 


MANY MANY 


EXTRAS 


CHECK THESE 
EXTRA FEATURES 


• 2 DR. HDTP. CUSTOM 
• VINYL ROOF 
• DART WHITE HAT SPECIAL 
• BUMPER GUARDS 
• FULL FACTORY EQUIPPED 
. WHEEL LIP MOULDING 
• BELT MOULDING 
• MOUNTED TURN SIGNALS 
• WHITE WALL TIRES 


'61 CHEVROLET 
ONE OWNER. AUTO. TRANS., . ... 
RADIO, HEATER 
295 


'68 CHRYSLER 300 
4 DR. HDTP. LIKE NEW. 
WITH WARRANTY, FAC- 
TORY 
AIR., 
BUCKET...., 


SEATS 
*3395 


'67 ELECTRA 225 LIMITED 
F U L L 
P O W E R , 
A I R 


COND 
3 TO CHOOSE 


FROM 


FULL PRICE 
$239505 


• DELUXE WHEEL COVERS 
• REMOTE CONTROL MIRROR 
• SPORT STEERING WHEEL 
• UNDERCOATING 


'66 TRIUMPH 2 DR. 
RED 
'68 CORONET 4 SPEED 
440, RED, VINYL ROOF. . 
ONE OWNER 


65 MUSTANG H.T. 
WHITE. A DOLL FOR THE 
ECONOMY BUYER"#2005A . 


395 


2195 


'875 


'2995 


'65 DODGE CORONET 
4-DR. 
SON., 
6 CYl., 


AUTO , 
P.8., 
RADIO, 
.__ _ 


HEATER 
895 


'68 PONTIAC FIREBIRD 
2-DR. 
HDTP., 
GREEN, 


AUTOMATIC, ONE OWN- 
ER. 
LOW MILEAGE. . 


READY TO GO 


'62 OLDS STARFIRE 
RED, 
ONE 
OWNER, 


AUTOMATIC, FULL POW- 
ER 
'67 CHEVELLE MALIBU 
WAGON. LOW MILE- 
AGE CAR, READY TO „,__ 
GO 
M735 


2795 


'65 MONACO 2-DR HDTP. 
YELLOW, 
AIR 
CONDI- 


TIONED, BUCKET SEATS. «.,-_ 
LOADED 
M195 


'64 FALCON 2 DR. 
RED, 
ECONOMICAL 


TRANSPORTATION 
5695 


WAGON SPECIALS 


196 8 POLAR A 


9 PASS WITH AIR 


1968 MONACO 


WHITEWALLS AND AIR 


1964 DODGE 
"440" 


196 5 DODGE 
"440" 


1966 CORONET 
"440" 


1964 CHEVROLET WAGON 
1963 CHEVROLET WAGON 


DODGE - DES PLAINES 


ON MANNHEIM, NORTH OF OAKTON 


SUNDAY 


0 A M to A P M 


DAILY 


') A M lo ') J 


SATURDAY 


' A M to 6 P M 


PHONE: 824-7151 
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ALL IN THE FAMILY - A trio of Mid-Sub- 
urban league gymnasts have gone, one step 
beyond following in their father's footsteps. 
All sons of gym coaches, they now compete 
for teams other than those their Dads are 
associated with . . . a sometimes dubious situ- 
ation when they go against that school. From 
left to right, with sons in front of their own 
fathers, they are: Jeff Farris of Hersey, who 


won the conference frosh-soph all-around title 
and Rick Farris, former Prospect mentor and 
now Elk Grove assistant principal; Steve Von 
Ebers, who netted the conference tumbling 
crown on behalf of his Arlington team and 
Hersey pilot Don Von Ebers; and Mike 
Hughes of Wheeling, tenth place finisher in 
the conference high bar and Gay Hughes, 
Forest View coach. 


JACK GUNNELL'S 
RAND & ELMHURST RDS. (RTS. 12 & 83) 


MT. PROSPECT, ILLINOIS . CL 3-8179 


NEED PRACTICE? 


You 
Con 
Enjoy 
Open 


Bowling At Gunnell's Mon. 


Tues. • Wed. After 9:30 p m. 


Public Pantiac 


leads the way, again! 


PUBLIC 
PONTIAC, 
NOW in 


SKOKIE, having acquired the agency of Peter 
Epsteen Pontiac will continue as the "World's 
Largest Pontiac Agency" by offering solid value to 
the buying public . . . 


SEE THIS 


TODAY! 


YES: 
> 


IT'S AIR CONDITIONED 


PUBLICS PRICE 


'3324 


AIR COND., Hydra. Trans., 350 cu. in. V-8 Engine, 


Decor Group, Radio, Power Steering, Power Disc 
Brakes, Tinted Glass, Rear Speaker, Whitewalls. 


1969 CUSTOM S HARDTOP COUPE 


SOMETHING SPECIAL 


BRAND1968 PONTIACS 


'6( BonntviH* Convert 
Hydra Full Pwr Stock S J3268 
'68 CatoKna 4-Or 
Hydra full Pwr Slock B J3057 
'61 •onntvW* 4-Dr. Hdtp 
Hydra Full Pwr Stock 0 J363' 
'61 Firebird Convtrt 
Hydro Pwr Sletr Slock " Z7450 


S3290 
S2690 
S3290 
S2980 


SELECT from SEVERAL HUNDRED SUBURBAN TRADE-INS 


'68 .Pontiac Catalina Convt. FAC- 
TORY AIR. Power steering and brakes, 
hydra trans., radio, whitcwalls, decor 
group. 
«279S 


'68 Pontiac Catalina 4-dr. H.T. 
FACTORY AIR. Power steering 
and 


brakes, hydra, trans., whitewalls, radio, 
vinyl top, decor group. 
'2595 


'68 Chrysler Newport Cpe. FAC- 
TORY AIR. Auto, trans., power steering 
and brakes, radio, vinyl top; vinyl interi- 
or, whitewalls. 
'2765 


'68 Pontiac Grand Prix FACTORY 
AIR. 
Power steering, windows 
and 


brakes, hydra, trans., radio, buckets, 
console, vinyl top. 
'3195 


'68 Olds Delta "88" 2-Dr. Htp. 
FACTORY AIR. Hydro, trans, power 
steering and brakes, vinyl interior and 
top, radio, premium whitewall tires 


•269S 


'68 Bonneville 4-Dr. Hdtp. FACTO 
RY AIR. Hydra, trans., power steering, 
brakes and windows, radio, whitswalls, 
vinyl top, decor group. 
'2895 


1966 Toronado Auto. fact, air, p str, 
P Brk , P Wind , P Seats, P Door Locks, 
Rear Speaker. Tnt Glass, Disc Brake. 


??? 


'68 G.T.O. 2-Dr. Hdtp. FACTORY 
AIR. Hydra trans., power steering and 
brakes, bucket seats, console, radio, de- 
cor group, whitewalls. 
'2695 


'68 Buick Electro Custom Cpe. 
FACTORY AIR. Hydra, trans, power 
steering, brakes, seats, and windows, 
electric antenna, radio, whitewalls, vinyl 
•op. 
>3M8 


'67 Pontiac Catalina Pontiac's best 
selling 4-door! FACTORY AIR., hydra 
trans., power steering and brakes, ra- 
dio, whitewalls, decor group 
'1645 


'67 Pontiac Grand Prix Hydra. 
trans, power steering and brakes, ra- 
dio, whitewalls, buckets, console, decor 
group. 
'1S95 


'67 Chrysler Newport FACTORY 
AIR. Power steering and brakes, radio, 
whitewalls, auto trans. 
'1975 


'67 Pontiac Cotalina Wagon FAC- 
TORY AIR. Power steering and brakes, 
hydra, trans, radio, whitewalls, decor 
group. 
'1995 


'66 Bonneville 4-Dr. Hdtp. Hydra 
trans., power steering and brakes, ra- 
dio, whitewalls, decor group. '1195 


'65 Bonneville 4-Dr. Hdtp. Power 
steering and brakes, hydra 
trans., 


whitewolls, decor group. 
'(95 


'65 G.T.O. Convertible Automatic 
trans., power steering, brakes and top, 
buckets, radio, whitewalls. 
*995 


1964 Chev. Imp. Conv. v-e Eng. p 
St., P Brk , Auto Trans, Radio, W W. 


•79S 


'64 Rambler 9-Pass. Wagon Auto- 
matic trans., V-8, radio, hill factory 
power 
•Iff 


'64 Cotolina 2-Dr. Hdtp. Hydra. 
trans, power steering and brakes, ra- 
dio, whitewalls, decor group 
'695 


'64 Chevrolet Belair Wagon v 8 
Engine, Agfa 
Trons , power steering, 


radio heater, whitewalls. 
'695 


'63 Chevrolet Impala Coupe "For 
the young at heart!" 
Beautiful bur- 


gundy, with sharp contrasting interior 
Fully equipped Ready to go1 
'495 


GOLF 


DEMPSTER 


SERVICE 
HOURS: 


Day and Night 
Mon. thru Fri. 


7:30 a.m. to Midnight 


SALES 


DEPARTMENT 


Mon. thru Fri. 


9:00 a.m. to 10 p.m. 
Saturday till 6:00 p.m. 


Sunday 10:00 a.m. 


to 6:00 p.m. 


PUBLIC PONTIAC 


"WORLD'S LARGEST PONTIAC DEALER" 


7501 LINCOLN AVE., SKOKIE • OR 4-9000 


Ike A* Halfback 


WEST POINT. N Y (UPI) - 


On Nov 
9. 1912. a halfback 


named Dwight David Eisen- 
hower played (or a favored 
Army football team which lost 
to the Carlisle Indians 27-6. 
Playing his first game for Car- 
lisle in that game was the leg- 
endary Jim Thorpe. 


FV Advances 
With 55-43 Win 


RESERVE 


NOW! 


by PAUL LOGAN 


' 
It could have been called a grudge match, at least for those 


who remembered last year's regional basketball tourney game 
between Conant and Forest View. 


However, this time around the 


We> or* now accepting 
Wogu* r«Mrvcrtion» for 
next season and w« hovt 
a ftw openings for morn- 
ing and 
afternoon 


ItagtMi. Don't mill out 
— <oN now! 


BEVERLY 


LANES 


8 S Beverly 


Arlington Heights 


CL 3-5238 


key to the two teams' struggle 
was their second quarter shoot- 
ing. Playing before a very 
sparse crowd at the 
Maine 


South regional last Tuesday 
night, the Mid-Suburban League 
entrants were deadlocked, 13-13, 
heading into the second stanza. 


Conant could only manage an 


18 per cent reading from the 
field while Forest View was hit- 
ting at 38 to take a 26-17 advan- 
tage at intermission. The Cou- 
gars never really recovered the 
rest of the way losing 55-43. 


C O A C H CHIC Anderson's 


crew finished with a 4-17 record 
while Coach Ken Arneson's boys 
registered their 13th victory 
against nine setbacks. The Fal- 
cons' triumph gave them the 
right to meet Maine West last 
night in the semi-finals. 


The winner of this clash will 


take on Maine South in 
the 


championship game tonight at 
8:00. 


Last year, playing in the 


Prospect regional, the Falcons 


had a bad first half and trailed 
the Cougars 40-28. Conant ended 
up winning the game, 7445. 


THIS LATEST meeting saw 


both teams' offensive produc- 
tion much less, especially the 
Cougars. But in the first quar- 
ter it looked like the outcome 
might not be decided until the 
final minutes of the game. 


The lead shifted eight times 


in the opening eight minutes 
with two ties, the second com- 
ing on a gifter by Junior Boltz 
to end the quarter. 


It took 50 seconds in the sec- 


ond quarter before the advan- 
tage changed hands again — 
this time for good as Rich Olson 
hit a 20-footer from the baseline 
to put the Falcons out in front. 


THEN, ON THE Cougars' 


next trip down the court, Boltz 
tried a jumper and Kevin Gris- 
mer blocked it and Forest View 
took over. For the next five 
minutes Conant got off just 
three shots from the field and 
one free throw and missed all of 


DES P1AINES 


CHRYSLER . PLYMOUTH 
Where You Trade With 


INTEGRITY 


DELIVERY 
Come and 


See How Easily 
"Your Next Car' 
1 


Will 


Fit Your Budget 
*—^ 


1 60Brand New 


1969 Chryslers & Plymouth* 


including Road Runners 


and Station Wagons 


OVER 
BRAND NEW I 7 O O 


CHRYSLERS & PLYMOUTHS 


Save As Much As I Mm w w 


5 Year, 50,000 Mile Warranty 


StffcW&W^^^ 


SELECT FROM OVER 80 USED CARS 


ln the 


*495 to *895 Price Ranae 


'67 CHRYSLER 


NEWPORT CUSTOM 4-DR. 
Factory air cond , full power, 
ivy green finiih, thorp. 


•2,390 


196S PLYMOUTH 


SPORT FURY 


2 OR 
Hardtop V-8, auto, 


trans, power tieering, etc. 
Blue fmuh, controlling blue 
bucket seal* 


•1395 


'66 MUSTANG 


2-OR. HARDTOP 


V 8. 3 »p«ed. blue finiih, very 
desirable 


$1495 


'65 CHEVROLET IMPALA 


2-DR. HARDTOP 


V-8, outo. fan*., power steer- 
ing B«iq» fmnh, vinyl top. 
The right one1 


•1395 


1967 CHRYSLER 


NEW YORKER 4 DR. 


Hardtop, full power, factory 
air 
conditioning 
very 
low 


mileage. Balance of new car 
warranty 


'64 MERC. MONTEREY 


IREEZEWAY 2-DR. 


V-8, 
auto, 
trans., 
power 


steer., etc. Thii car is sharp. 


•895 


1965 CHRYSLER 
NEWPORT 2 DR. 


Hardtop, full power, gold fin- 
ish, black vinyl roof, like new 
throughout. 


•1495 


'65 MUSTANG 
2+2 COUPE 


4 speed transmission, ipotless 
black finnh, chrome wheels. 
Sharp! 


$1395 


'65 PLYMOUTH FURY II 


2-DR. SEDAN 


V-8, 
outo. 
tram., power 


steer., etc. Burgundy finish. 


$1195 


'67 PlYM. IELVEDERE 


6 PASS. STATION WAGON 
Air cond., V-8, auto, tram, 
power steer, etc. Balance of 
new cor warranty. 


•2995 
•1,595 


DES PLAINES 


1966 CHRYSLER 
NfWPORT 4-DR. 


Full powtr, factory air condi- 
tioning. Bronze finiih. V*ry 
desirable. 


•1795 


1965 DODGE 


9 PASS. WAGON 


V-8, auto, tram., power steer- 
ing, etc. Turquoise finiih. The 
right one. 


'1495 


1967 DODGE R. T. 
2-OR. HARDTOP 


Hemi 4-ipeed. "For the young 
at heart." 


•2495 


'66 FORD GAL. "500" 


CONVERTIBLE 


V-8, auto, tram., power steer, 
and brakes, red finiih, black 
""' $1695 


1966 PLYMOUTH 


FURY III 


2-Or. Hardtop. V-8, auto, 
transmission, power steering 
and 
brokoi. 
Gold 
finish. 


Sharp! 


•1695 


CHRYSLER 
PLYMOUTH 


622 E. NORTHWEST HWY. (Rt. 14) • DES PLAINES 


OPEN WEEKDAYS 9 


CLOSED SUNDAY 


them. 


Mtanwhile, the Falcons put 


through five points to open up a 
22-13 margin — three points for 
Grismer and one fielder by 
DougDahle. 


Finally, at 1:52, Boltz sank a 


Jumper,. It was followed seconds 
later by nifty layup by Scott 
Johnson but that was all the 
scoring the Cougars could mus- 
ter as they trailed at the half, 
26-17. 


LATE IN THE third quarter, 


Conant made its final move at 
overtaking the Falcons when a 
basket by John MacDonald cut 
the lead to 33-28. 


But Forest View got back on 


the beam and outscored the 
Cougars 8-1 in the three minutes 
to hold a commanding 41-29 
margin going into the final 
frame. 


The Falcons enjoyed as much 


as a 14-polnt lead during the 
last eight minutes before set- 
tling for the final 12-marker 
cushion. 


Conant finished the night 


shooting 38 per cent compared 
to Forest View's 40. 


Boltz led both teams in scor- 


ing witt 17. The Falcons got 
fine balance - Dahle (14), Rich 
Olson (13), Dave Long (10) and 
MikeKinneman(9). 


Grltmer 
SI 1- 2 
: J8L —::::::::::J U 
Klnneman 
4 1-1 
Olion 
5 
3- 3 
Shevell _ 
0 
0-0 
Meier 
» 0- 0 
33 
O14 


CONANT (41) 
FO FT 
Johnion 
2 0-1 
Fortmui 
0 0-0 
Boltt 
.« 6-7 
•>rton 
.1 1- 2 


-Jewnuui 
l 0-1 
Lloyd 
.0 o-l 
Button _ __._. 
.0 
0- 2 


14 
44 


TT tr 
I 
< 


4 
9 


...0 
0- I 


8COBX BY ( 
Foreit View U 
Conuit 
13 
4 


7-18 
12 
43 


12 
14—43 


Weekly Feature 


Zikes on Tour 


Les Zikes Jr., manager of Beverly Lanes in Arlington 


Heights, missed cashing by 95 pins in the $45,000 Greater Buffalo 
Open last week in Depew, N. Y. 


Zikes collected 4780 pins over 24 games in his fourth stop 


on the Professional Bowlers Association tour. He was slated 
to compete in the *60,OW Miller High Life Open this week in 
Wiuwatosa, Wis. 


Dick Ritger of Hartford, Wis. won the Buffalo Open in a 


nationally televised match with 19-year-old Steve Wallace of 
Houston, Tex. 


The top five finishers were Ritger, Wallace, Al Thompson of 


Cleveland, Ohio, Billy Hardwick of Louisville, Ky., and Ernie 
Schlegel of New York City. 


Visk Dazzles With 
4:18.9 Mile Run 


Mark Visk of Palatine turned 


in a sizzling 4:18.9 mile but the 
Pirate track team lost to Maine 
West 64-45 Tuesday. 


Palatine won seven events to 


Maine West's six but Maine 
West's depth provided the win- 
ning margin. 


Joe Camp won in the two-mile 


with a 10:07.4, Henry Schniepp 
won in the high jump with a 5-8, 
Jim Verburg won in the 50-yard 
dash with a 5.6 and Don Gian- 
caspro won in the 440 with a 


MARK VISK 


54.4. 


Palatine's four-lap relay team 


of Verburg, Jeff Olsberg, Gian- 
caspro and Tom Patch took 
first place. Schniepp was second 
in the shot put and Reed Jacob- 
sen was second in the 880 with a 
2:05.5. 


Palatine's mile relay team 


was clocked in 3:40 for first 
place. The relay was made up 
of Olsberg, Steve Bahnfleth, Ja- 
cobsen and Giancaspro. 


AS 


LOW AS 


Fremd Beats Grove; 
Track Marks Fall 


Three new fieldhouse records 


were recorded last Tuesday af- 
ternoon at Elk Grove but two of 
them were set by visiting 
Premd. 


Paced by these two by Craig 


Stitt and Ray Sommers, the 
Vikings defeated their hosts, 72- 
32. 


Stitt came home with a 4:34.4 


clocking in the mile run. Som- 
mers captured the 880 yard run 
with a time of 2:05.2. 


Elk Grove's Mel Greathouse 


put the other new mark on the 
books with a 12-3 effort in the 
pole vault. 


Grenadier Mike Michella was 


the only thinclad to register two 
victories in the meet. He cap- 
tured the long jump (19-5 1/2) 
and the 440 yard dash (7.6), a 
new school indoor record. This 
marked the third time this sea- 
son that he has won both these 
events. 


Pat Texidor took the only oth- 


er first for the Grove in taking 
the 60 low hurdles (7.6). 


The rest of the firsts for 


Fremd went this way: Bob 
Dolatowski (45.3) in the shot 
put, Wally Spiniglas (10:20.4) in 
the two mile run, Randy StoU 
(8.5) in the 60 highs, and Dave 
Wessener (5.7) in the 50 yard 


dash. 


The Vikings also captured the 


eight lap relay with a timing of 
2:37.8. The Grove was two and 
2/10 seconds behind. Both teams 
were disqualified from the four 
lap affair. 


Elk Grove's Bob Bachus set a 


new school indoor record in the 
880 yard run by taking second 
place with a 2:07.6. 


Fremd is now 2-0 against oth- 


er Mid-Suburban League foes. 
The Grove is 1-1. 


The Vikings will not have an- 


other meet until March 15. The 
Grenadiers will take on Crystal 
Lake, there, this Saturday. 


NEED AUTO 
INSURANCE? 


Get the best, with 
Fast, Fair, Friendly 
service from 


FARMERS 
INSURANCE 
GROUP 
John T. Rock 
392-1250 


PER $100 
PER YEAR 
(New Car Rate) 


AUTO LOANS 


Ijtankof 


ROLLING MEADOWS 


tyvtt 


32SO KIRCHOFF ROAD 


ROLLINS MEADOWS SHOPHN* CENTER 


2SV.40IO 


a*** Cseet 


Come see the cars with the 


come-closer look. 
Visit the Olds Exhibit 
at the Auto Show. 


You won't have my trouble spotting the Old* 
Exhibit Just look for a big crowd. And bend 
an «ar for thoM oohs and aaahsl Ifs inevita- 
ble when you come up with looks like these. 
The new Delta 88 Royale, above, for instance, 
to all new from sweeping hood to larger trunk. 
It features a vinyl roof, custom plnstriping, 


Meet Miss America for 1969 


at the Olds display 


March 8 and 9 


front fender louvers, custom sport front seat, 
455 Rocket V-8, and new GM safety equip- 
ment—all standard. And that's just one of 
thirty Ninety-Eight, Toronado, 88, Cutlass, 
4-4-2, and Vista-Cruiser modelsl So, coma 
see the Olds Exhibit and then eee your Olds 
dealer the first chance you get 


Escape from the ordinary at 
Chicago Auto Show 
International Amphitheatre 
March 8 thru March 16 


PINEWCXm UERBYS are an annual activity 
for Cub Scout packs at this time of year, and 
scouts In Schaumburg Township are no ex- 


ception. The boys make TKe cafs antPfiien 
race them for awards. This derby race took 
place at Schaumburg School. 


The HANOVER 
STREAMWOOD 


5th Year—147 
(P.O. Bartlett, Illinois 6010S) 
FRIDAY, MARCH 7, 1969 
56 Pages 
$12.00 a year — 15c a Copy 


OPEN CLASSROOM 


BUILDING BIDS 


ing classes there on a split-shift 


APPROXIMATELY 900 Stu- 


dents residing in the southern 
half of Schaumburg's Weath- 
ersfield area will attend Nathan 
Hale School. 


These pupils have been at- 


tending Campanelli and Thomas 
Dooley Schools during the after- 


Construction bids for 14 clarrsoom additions at Anne 


Fox School and Winston Churchill School were sched- 
uled to be opend at the Dist. 54 board of education 
meeting last night. 


Plans for the two school additions were developed 


by S. Gu yFishman & Associates of Northbrook. 


The two additions form the 


next phase of a three-year 
building program in Dist. 54. A 
$3.75 million expansion program 
was approved by voters in a 
school referendum last fall. 


Contracts for the additions at 


Anne Fox and Churchill will be 
awarded at the same time. The 
cost of each 14-room addition 
with equipment is estimated at 
about $308,000. 


THE CLASSROOM additions 


at 
Fox and Churchill 
are 


planned to be ready for occu- 
pancy by October 1969. 


Anne Fox School is located in 


Hanover Park, and Winston 
Churchill School is at Jones 
Road and Evergreen, Schaum- 
burg. 


Nathan Hale School, a 29- 


room elementary building, in 
Dist. 54, is slated to be placed 
into service later this month. 
This school has been under con- 
struction since May, 1968. 


In January of this year, a 14- 


room addition at MacArthur 
School was opened for classes, 


or to the opening of the addi- 


tion, students had been attend- 


Parents Are Fretting 


54 
?8 'Growing Pains 


Schaumburg School Dist 54 is 


experiencing growing pains, and 
some of the cries of agony are 
coming from parents in the dis- 
trict 


Most of the unhappy parents 


are upset because their children 
will have to walk a greater dis- 
tance to school once Nathan 
Hale is opened later this month. 


Hale pupils have been attend- 


ing Dr. Thomas Dooley and 
Campanelli schools in the after- 
noon in a double session sched- 
ule 


Other parents of pupils who 


will be niovmg to Nathan Hale 
arc concerned about possible 
disruption of their children's 
daily programs 


S O M K FEEL that their 


youngsters have adjusted to the 
d o u b t e-session schedule, and 
that it should bo left alone. 


Dist 
.VI administrators an- 


nounced plans for the opening 
of 
Nathan 
Hale Elementary 


School at a parents meeting 
Wednesday at Dooley School. 
About 300 parents attended. 


Pupils are expected to move 


into Nathan Hale sometime to- 
ward the end of this month. Ap- 
proximately 900 pupils will be 
attending the school. 


Dist 54 Supt. Wayne Schaible 


told parents that there would 
continue to be some changes in 
school boundary lines as long as 
the growth of the student popu- 
lation continued 


Dist 
54 will provide bus 


transportation for those pupils 
who live more than IVi miles 
f r o m 
Nathan Hale School 


S c h a i b l e said. This trans- 
portation will principally apply 
to residents on Walnut Lane. 


PARENTS OF Hale pupils 


who live between 1 mile and 
miles from school may arrange 
to purchase bus transportation 
service on a group rate from 
the Schaumburg Transportation 
Co., according to school offi- 
cials. There must be a min- 
imum number of passengers to 
make such transportation fea- 
sible, however. 


"What guarantee do I have 


that my child won't be back in 
Dooley School next year?" one 
mother asked. 


"There is no guarantee of 


anything," Schaible said. "Our 
concern Is the best education 
possible for all of the children 
in the district," the superintend- 
ent declared. 


School administrators at Doo- 


ley and Campanelli plan to 
move all afternoon classes to 
Nathan Hale intact with their 
present teachers. School will be- 
gin at 8:30 a.m. at Hale, be- 
cause bus transportation is not 
available at 9. 


ALL AFTERNOON classes in 


Grades 1 through 6 presently 
meeting at Dooley School will 
move to Nathan Hale'School, 
according to Principal Karl 
Plank. 


Pupils moving from 
Camp- 


Music Festival 
Planned at Conant 


More than 1.000 young musi- 


cians will be participating in 
the annual Dist 54 Music Festi- 
val 
at 
Conant 
High 
School 


March 15, at 3 p m 


V o c a l 
and instrumental 


groups representing 
the dis- 


trict's 15 elementary and junior 
high schools will perform in a 
90-mmute concert. There is no 
admission charge. 


Debrn Carroll, Keller Junior 


High violinist, will be the fea- 


tured soloist and will perform 
"Pupil's Concerto No. 2 by F. 
Seitz." 


Selections by vocal and in- 


strumental groups will include 
Fifty Nifty United States - Ray 
Charles, Vendant Meadows — 
Handel, Theme and Fanfare- 
Moeklwinkle, and Area and 
Fugue — Handel. 


For the finate, the combined 


choruses and junior high bands 
will present "Born to be Free." 


anelli School to Nathan Hale 
will include all afternoon stu- 
dents, as well as six kindergar- 
ten classes. 


The Campanelli kindergarten 


classes moving to Hale include 
two 9 o'clock classes taught by 
Miss Debbie Giddings and Mrs. 
Joy Hine, two 11:15 classes 
taught by Mrs. Hine and Miss 
Theodora Skibniewski; and two 
1:30 classes taught by Miss 
Skibniewski and Mrs. Hilde- 
brand. 


Transfer of these kindergar- 


ten classes will provide room 
for all first-and 
second-grade 


classes at Campanelli. 


"Why move the pupils now 


with just 2Mt months left in the 
school year?" one parent asked 
Supt. Schaible. 


"Otherwise," 
Schaible 
re- 


plied, "we would have an empty 
school building standing there 
and parents complaining that 
their children were only in 
school for half a day." 


THE DIST. 54 superintendent 


explained that pupils would be 
in class for 5V4 hours per day at 


Hale, compared with the pre- 
sent four hours in afternoon ses- 
sions. 


Schaible said that he would 


recommend to the board of edu- 
cation that pupils living within 
Dooley and Campanelli school 
boundaries attending Hale be 
given bus transportation. 


Schaible added that those pu- 


(Continued on Page 4) 


noons in a double session sched- 
ule. 


Nathan Hale School is located 


north of Wise Road, between 
Braintree and S p r i n s g u t h . 
The school is the first two-story 
building constructed in Dist. 
54. A meeting of all Dist. 54 
parents whose children will be 
attending Nathan Hate begin- 
ning this month was held 
Wednesday night at Dooley 
School. Karl Plank will be prin- 
cipal at Nathan Hale. 


Nathan Hale is the third 


school in Dist. 54 to be built 
with money secured from the Il- 
linois School Building Commis- 
sion (1SBC). It was built at a 


cost of $12.86 per square foot. 


AS NATHAN Hale is nearing 


completion, 
bricklayers 
are 


busy in constructing a third ju- 
nior high building in Dist. 54, 
J a n e Addams School. This 
school building is expected to be 
ready for occupancy in Septem- 
ber of this year. When com- 
pleted, Jane Addams will be the 
largest school building in Dist. 
54. 


It is expected that junior high 


pupils from Weathersfield and 
Hanover Park will be assigned 
to the new school. The school 
will house approximately 1,300 
students. 


Dist. 54 construction plan? for 


1970 include a 14-room addition 
at Dr. Thomas Dooley School 
and an additional 20-room ele- 
mentary building. 


By Sept. 1971 the district 


hopes to add another three 20- 
room elementary schools and a 
14-room addition to an ele- 
mentary building. Two of the 
elementary schools would be 
paid for through ISBC funds. 


Tentative sites for the three 


elementary schools to be built 
in 1971 include a site east of 
Dooley School in CampaneUi's 
Unit 14, the Lancer Corp. site 
east of Roselle Road and south 
of Schaumburg Road, and the 
Timbercrest subdivision. 


UNDERGROUND PARKING and open courtyard would be 
features of a proposed 1,200-unit apartment complex in 
Schaumburg at Algonquin and Quentin roads. Developer is 


Erich W. Kuntze who built and and owns the Country Acre 
apartment complex in Des Plaines. Architect for the Schaum- 
burg project is Salvatore Balsamo of Chicago. 


Unveil Apartments Plan 


A 1,200-unit apartment com- 


plex, designed with concepts 
termed new to the Chicago 
area, was proposed Wednesday 
for Schaumburg. 


The units would be built on 35 


acres at the northwest corner of 
Algonquin and Quentin roads. 
The petitioners asked for annex- 
ation to Schaumburg, but the 


property lies within Palatine 
T o w n s h i p and Elementary 
School Dist. 25. 


The proposed density for the 


apartments would be 34.2 units 
per acre. That is the highest 
density of any proposed apart- 
ments in Schaumburg and the 
zoning board m e m b e r s ex- 
pressed then- doubts. 


DR. MARTIN J. Coniglio, zon- 


ing board member, said, "In 
the last six months most devel- 
opers have come to us with a 
maximum density of 20 units 
per acre. I know density is a 
financial consideration, but if 
the others develop to a density 
of 20, it's practical for you to do 
it also." 


ICPT Group Stands Against 
Non-Public School Support 


The Illinois Congress of Par- 


ents and Teachers (ICPT) has 
taken a firm stand against tax 
support for non-public schools, 
including nun schools. 


"Parents 
who 
voluntarily 


deprive themselves of the op- 
portunity to use public tax sup- 
ported schools because they 
wish to educate their children in 
a specific religious atmosphere, 
or for any other reason, should 
accept their responsibility for 
the financial support of the 
cinds of schools they prefer," 
states a PTA position paper on 
the issue. 


L o c a l PTA members in 


Schaumburg School Dist. 54 
have been urged by their legis- 


lative chairmen to write letters 
to their state legislators ex- 
pressing opposition to any state 
f i n a n c i a l aid to non-public 
schools. 


SPECIFICALLY, PTA mem- 


bers are taking a stand against 
House BiU 46, which calls for 
the state to provide a per-pupil 
grant to any non-public school 
equal to the state aid that would 
be vaid out if that pupil at- 
tended public school instead. 


Dist. 54 Supt. Wayne Schaible 


told members of the Schaum- 
burg Area PTA Council recently 
that the state of Illinois is in a 
financial crisis, and that there 
is a real need to increase state 
aid to public schools. Presently 


state aid amounts to $400 per 
pupil. 


According to State Represen- 


t a t i v e Eugenia Chapman, 
D-Arlington Heights, "it is real 
great for anyone to talk about 
aid to parochial schools, but un- 
less they're willing to vote for 
greatly increased state taxation 
— an income tax — it's out of 
the question." 


The Illinois PTA organization 


believes that tax support of any 
private schools in the state 
would open the door to support 
of all private schools desiring 
such aid. 


ACCORDING to the Illinois 


PTA group, public education is 


a public service which voters 
have established through their 
elected representatives as desir- 
able and in the public interest. 


Direct personal benefit by use 


of the public schools is not in- 
volved in the support of public 
education as an institution, the 
ICPT contends. 


Some state legislators have 


reported that they have re- 
c e i v e d more mail backing 
House Bill 46 than for any other 
bill in recent history. 


But catholic spokesmen in St. 


Hubert's parish, Hoffman Es- 
tates, say that the possibility of 
state aid to parochial schools is 
a "pie in the sky" idea with no 


(Continued on Page 4) 


Developer for the site, Erich 


W. Kuntze, said the density 
would detract from the devel 
opment. 


"We're not trying to save 


money. People coming to the 
suburbs want something that's 
exciting. That's why we came 
to Schaumburg with this proj- 
ect. We're trying to sell a con- 
cept, an idea that's different. 
This will be completely differ- 
ent from anything being built in 
Illinois or this area." 


He said his proposal is based 


on one in San Mateo, Calif., that 
has a density of 40 units. "But 
when you see this project, you'd 
never realize the density is that 
high. All you see is green space. 
That's how our project will be." 


He said he would fly the 


board to San Mateo to see the 
project. 


"THE TIME has come for 


this area to have the concepts 
of tomorrow," Kuntze said. 


The proposed complex would 


have 17.5 acres of green or open 
space. It would consist of con- 
necting 
three-story buildings 


and one 10-story building. 


The three-story buildings 


would have an average of 180 
units per building and the 10- 
story building would have 120 
units. The complex would in- 
clude 300 one-bedroom units, 756 
two-bedroom units, 72 efficiency 
units and 72 three-bedroom 
units. 


Rents would range from $170 


to $350. 


Kuntze said the first unit 


could be completed by next 
spring and the second building 
ready for occupancy by fall. An 
8.2-acre lake would be in the 
center of the units along with 
recreation facilities. 


THE RECREATION facilities 


would be built along with the 
first units. 


Each ISO-unit building would 


have 165 parking spaces under- 
ground and 105 parking spaces 
above ground. 


Kuntze said the development 


wilt be oriented for an adult 
community. 


An 8,000-square-foot shopping 


area is also planned. The center 
would be for the convenience of 
residents. 


The total cost of the devel- 


opment is expected to be ap- 
proximately $22 million. The 
population will be between 3,000 
and 
4,000. 
The 
number of 


school-age children is estimated 
at 300. 


The developers agreed to do- 


nate $100 per unit toward sthe 
cultural center. 


THE BOARD asked for addi- 


t i o n a 1 information on the 
number of school age children 
the complex would generate, 
underground parking plans and 
the amount of open space. 


The bearing for the annexa- 


tion and B-2, planned devel- 
oping zoning, will be continued 
at the Great Hall. 
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SIX PERSONS were injured in a chain accident on 
Algonquin Rnad'in Rolling Meadows Wednesday af- 
ternoon Bernard Gerstcin. Hoffman Estates, and 
his wife Paulctte. suffered face and head injuries 
when the c.ir GersttMit was drning plowed into the 
rear of a stopped westbound car. driven by Ronald 
Lucari who lives in the nearby Three Fountains 
apartments. Lucurz told police he was waiting to 


make a left turn onto Newport Ave. and his wheels 
were turned, so the impact pushed his car into the 
path of an eastbound cement mixer truck. Lucarz 
suffered leg injuries, his wife, Dorothy, head in- 
juries, and his mother, Mrs. Florence Tomusiak, a 
broken leg and head injuries. The driver of the 
Vulcan Material Co. truck, Peter Christensen of 
Chicago, complained of chest pains when he 


climbed out of his vehicle, which rolled over in the 
ditch as he 'swerved in an attempt to avoid the 
crash. Gerstein was cited by Rolling Meadows po- 
lice for failure to reduce speed to avoid an acci- 
dent, although he claimed he did not see brake 
lights or flashing turn signals on Lucarz' car. Fire- 
men hosed down spilled gasoline until all the cars 
were removed. 
(Staff Photos) 


the Lines 


Open-Occupancy 
Stand Cheered 


by PAT GERLACH 


Three very loud cheers for Schaumburg village offi- 


cials for their polite refusal last week to be pressured 
into passage of on open occupancy law' 


The aggressive and positive stand of Village Pres. 


Koln-rt 0 Atcher and his trustees in shelving the Clergy 
Onim-il s proposal will hopefully set a bright example for 
their counterparts in Hoffman Estates — that is, if it 
isn't too late 


Undoubtedly. Schaumbure's action may have been 


^omewhat easier in view of the uncontested election of 


three trustees next month. 


On the other hand, in Hoffman Es- 


tates, where a hot race for the village 
presidency and three trustee posts has 
lust begun to pass the brewing point, 
board members had an opportunity 
three weeks ago to squelch the issue. 


Such action probably would have 


prevented a rash of emotionalism from 
clouding many resident's feelings to- 
ward all of the 15 candidates. 


SCH.UMBURG HAS BEEN openly proclaimed by 


ist elected leaders as a "free and open community into 
which any person feeling good will toward his fellow 
men is welcome " 


In Hoffman Estates, too. a very similar feeling has 


prevailed for nearly a dozen years with members of a 
number of so-called minority groups living and working 
together happil} and willingly without the forced control 
of local, state or national laws 


Since several of the local clergy have openly in- 


troduced the fair-housing proposal to the present admin- 
istration, it would appear that in calling for a morato- 
rium on further discussion of the subject until after the 
election. Trustee Howard "Jack" Noble may be attempt- 
ing a stull 


NEARLY THREE months ago Noble, running for 


village president on the Hoffman Estates Party (HEP) 
ticket, told thi.s reporter he personally does not tend to 
favor passage of a local fair hou.sing law but fears the 
consequences of turning it down. 


Unfortunately the subject has now been opened to 


the village board and the community and Noble says he 
favors public hearings and much discussion — but only 
after April 15 when he hopes to occupy the president's 
chair 


Unfortunately, too. open occupancy is a very small 


issue compared with others facing the village such as 
/oning action, fiscal integrity, professionalism of elected 
officials, and of course, the big hooker — just where is 
Hoffman Estates going in the future and how will it get 
there 


In all fairness to the voter, he should hear from each 


candidate on all of these topics before April 15. 


ALTHOUGH THE fair-housing ordinance is suppos- 


edly In preparation now by the village attorney, current 
Village Pres Roy Jenkins says there is no possibility of 
action by the hoard before the election 


Since the issue and all of the other problems facing 


the village will be up to a new administration, all the 
more reason we should hear from all candidates on ev- 
erything within the next month. 


Ryan 3rd Candidate For Dist. 214 Board 


James T. Ryan, of 2006 Rose- 


hill, Arlington Heights, today 
announced he will be a candi- 
date April 12 for a one-year 
term on the High School Dist. 


Otoituaries 


John P. Meagher 


John P. Meagher. 76, died 


Tuesday in DuPage County Me- 
morial Hospital, Elmhurst. 


He was born Oct. 15, 1892, in 


McComb, Miss., and lived at 
4N619 Church Road in Ben- 
senville. 


Visitation is today at Geils 


Funeral Home, 180 S. York 
Road, Bensenville. Funeral ser- 
vices will be held tomorrow at 
10:30 a.m. from the 
funeral 


home to St 
Alexis Catholic 


Church in Bensenville, for 11 
a.m. mass. Interment will be at 
St. Joseph 
Cemetery, River 


Grove. 


Surviving 
are 
his 
widow, 


Irona; two daughters, Mrs. Vir- 
ginia Davies of Bensenville, and 
Mrs Alice Furlan of Harwood 
Heights, 111 
Tampa, Fla. 


four sons, Tom of 
Jack of Jackson- 


ville, Fla., Robert and Henry, 
both of Bensenville; 14 grand- 
c h i l d r e n ; 17 great-grand- 
c h i l d r e n ; a sister, Maggie 
Rausa of Scrttle, Wash.; three 
brothers. Harry Rausa and Nick 
Rausa. both of Chicago, and 
Frank Rausa of Hartsville, Ala. 


214 board. 


Ryan, who had been one of 


five persons weighed for two 
s c h o o l board appointments 
made last month, said he was 
encouraged to run and had con- 
sidered the matter for a long 
time before deciding to take out 
candidate petitions. 


He said he wanted to assure 


himself that he could give the 
school board the proper time 
and without shorting the Arling- 
ton Heights Plan Commission, 
on which he serves. 


In a statement released to the 


papers he explained, "I specif- 


Deaths Elsewhere 


Donald L. Bach, 51, of Whea- 


ton, died suddenly Feb. 21, in 
Central DuPage Hospital, Win- 
field. Funeral services were 
held Feb. 24, at the Wheaton 
Evangelical Free Church in 
Wheaton 
The Rev. LaReau 


Thorwall officiated. Interment 
was at Memory Gardens Ceme- 
tery in Arlington Heights. Sur- 
viving are his widow, Doris; 
three 
daughters, 
Carolyn at 


home, Mrs. Virginia Sandsmark 
of Wilmette, and Annette Bach 
of Chicago; two sons, Marvin 
and Donald at home; his moth- 
er, Mrs. Martha Bach of Arling- 
ton Heights; two sisters, Mrs. 
Dorothy Carleston of Dundee, 
and Mrs. Marlyn Culton of 


ically announce my candidacy 
for the one-year term so that 
each and every voter . , . will 
have the opportunity to review 
my record in one year." 


RYAN 
ALSO made 
these 


points in his statement: 


—That it is "vitally impor- 


tant" to achieve close coopera- 
tion between the various plan 
c o m m i s s i o n s and the high 
school districts." 


—That the main prerequisites 


for a school board member are 
"a willingness to serve and a 
sense of objectivity 
I be- 


lieve I have sufficient objectiv- 
ity to serve the students, the 
parents of the students and the 
taxpayer 
al-large. 
A 
board 


member must have a feeling of 
responsibility to each." 


—That he would do his best to 


insure "that, dollar for dollar, 
this district will have the best 


Mrs. Mary Jane Mead, 59, of 


Park 
Ridge, 
died 
suddenly 


Tuesday in her home. Memorial 
services will be held tomorrow 
at 2 p m. at the Church of the 
Good Shepherd, 301 Ridge (cor- 
ner of Ridge and Landmeier 
Road) in Elk Grove Village. 
The Rev. Lloyd Weber will offi- 
ciate. Surviving are two daugh- 
ters, Mrs. Nedra Morbeck of 
Elk Grove Village, and Mrs. 
R a d a h Repel of Arlington 
Heights; a son Hal Mead of Chi- 


Springfield, Mo.; and a brother, icago; seven grandchildren; and 
Harold Bach of Elgin. 
'two sisters. 


Officials 
to Discuss 


Highway Relocation 


educational system that it col- 
lectively cares to afford." 


RYAN TOLD Paddock Publi- 


cations he felt he could serve as 
a bridge between the Arlington 
Heights Plan Commission and 
the high school district. He 
pointed out that board member 
Mrs. Leah Cummins holds a 
similar position with the Elk 
Grove Village Plan Commission 
while board 
member 
Frank 


Bergen serves on the Mount 
Prospect Plan Commission 


Ryan called for using "lead- 


ership, direction and a willing- 
ness to listen to legitimate, le- 
gally presented student propos- 
als" as the answer to the trend 
of student "rebellion for rebel- 
lion's sake." 


tion, will become the 
third 


name on the list, a list of candi- 
dates for the one-year term. 
The others are Don McGlothlin 
of Wheeling and John M. Cos- 
tello of Mount Prospect, now 
holding a seat on the board by 
appointment. 
Bunny 
Home 
Safely 


RYAN. 
A LAWYER, 
is a 


partner in the Chicago law firm 
of Morgan, Halligan, Lanoff and 
Cook. 


He is a former director of the 


Arlington Heights Jaycees, for- 
mer president of the Arlington 
Vista Home Owners Association 
and general counsel for the Illi- 
nois Young Republicans. 


An injured rabbit was re- 


turned safely to its Hanover 


Ryan"'when he files his peti-' Park home this week. The pet 


rabbit is owned by the Walter 
Demings family of 1825 Ever- 
green. 


The bunny, out for its daily 


exercise, was injured, perhaps 


Frost PTA Will 
See Bear Films 


John Johnson, tackle for the 


Chicago Bears has been sched- 
uled as guest speaker at the 
March 18 meeting of Robert 
Frost Junior High PTA. 


Johnson plans to show a film 


detailing highlights of the 1968 
Bear season. 


Parents are urged to bring 


their children to the meeting 
which is scheduled to begin at 8 
p.m. 


School Support- 


i Continued from Page I) 
rate school systems," Hoffman 
said recently. 


real l.kelihocxl m the future 
REP CHAPMAN pointed out 


C \THOI.ir paients m the that under HB 46 schools run by 


Hoffman-SrnnumhuiK area have, B)ack Mus|jms wouid be as eli- 
fm.il the fact thev mast rely on glble for sUte aid as any Catho. 
themseUei at present to fman- |lc or Lutheran school 
c i .111 y support their parish 
Opposition to tax support of 


M-hool St. Hubert School pre- non.pUDlic scho0Ls by the llli- 
sentK has is teaching 
mrn.s 
no(s Congress ot Parents and 


''Tuition n not taxation." says Teachers 
to based on three 


th''RPT 
mam reasons: 


The l%»-«9 bwlget for St Hu- 
—Private 
school 
education 


bert School 
is approximately hah advantages of which many 


$1211 ono of thus amount $70.000 I parents do not avail themselves 
will be provided for in tuition because of the expense of using 
fees St Hubert's parish subsi- t h e m . Easing this expense 
di/i>s school costs with the re- would increase the number of 
nuunder of funds that are re- children using private school.s 
quired 
—There is no better prepara- 


Slate Rep Gene Hoffman con- tion for adult life in a multi-reli- 


tends thnt "the real crisis in gious and multi-cultural society 
Catholic education has come be- than the experience of getting 
cause there just aren't enough to know diverse people during 
nuns to tench and the private the school years 
.schools have to compete in the 
—Public schools are available 


job market " 
t<> all children. Making use of 


"I just <ton't think the state' .such schools or not is a matter 


can afford to tupporl two sepa-1 of individual choice. 


Sometime late this month offi- 


cials of all communities along 
Route 19 (Irving Park Road) 
will be invited to meet with Illi- 
n o i s Department 
of Public 


Works and Buildings personnel 
to discuss alternate alignments 
now under consideration for re- 
location of the highway. 


At that time community offi- 


cials will have the opportunity 
to express their opinions con- 
cerning the most acceptable lo- 
cation, according to information 
contained in a letter received 
by The Herald recently from 
Sigmund C. Ziejewski, district 
engineer of the highway depart- 
ment. 


"Approximately 
one month 


after this meeting, the state di- 
vision of highways will arrange 
to hold a public hearing at 
which time all persons affected 
by the alternate locations under 
study will be given an opportu- 
nity to express their views," 
Ziejewski's letter explained. 


NEITHER meeting date has 


been set as yet, although Zie- 
jewski said both will be widely 
publicized as soon as time and 
meeting places are established. 


For the past year, Ziejewski's 


E l g i n office has been in- 
vestigating 
several 
alternate 


alignments for relocation of the 
state highway. 


Routes under study lie within 


a two-mile corridor bounded on 
the north by the existing high- 
way and Wise Road, and on the 
south 
by the 
Chicago, Mil- 


waukee, St. Paul and Pacific 
Railroad and U. S. Route 20. 


The portion of the corridor 


under the jurisdiction of the El- 
gin office extends from the east 
end of the Elgin by-pass easter- 
ly to Illinois Route 83, Ziejewski 
said 


Portions east of Illinois Route 


83 are under study by the high- 


way department's district 10 of- cussions have dealt only with 
fice in Chicago. 


DURING THE last year high- 


way department officials have 
met with representatives of sev- 
eral municipalities adjacent to 
the proposed 
route but dis- 


tentative plans. 


Principal objectors to plans 


presented during the study were 
voiced by Schaumburg Pres. 
Robert 0. Atcher and Stream- 
wood Pres. Nick Kosan. 


'Growing 
Pains' 


(Continued from Page 1) 


pils who live more than one 
mile from Hale will be entitled 
to eat lunch at school and pro- 
vided with adult supervision. 


"We are trying to get off the 


split shift as soon as we can," 
Schaible said, Every effort is 
made to avoid "split families" 
in the assignment of schools to 
pupils, he indicated. 


One teacher was upset about 


the 
movement of pupils to 


Nathan Hale. Mrs. Barbara 
Monda, third-grade teacher at 
Campanelli in the afternoon, in- 
dicated that she was concerned 
about the disruption of student 
schedules at what she called 
"the highest points of the aca- 
demic year" for pupils. She 
said that she was content at 
Campanelli and would prefer to 
remain there. 


However, several parents said 


they would prefer 
that their 


primary grade children attend 
school in the morning when 
they were fresh and more alert. 


"LAST YEAR at this time all 


of the parents were upset be- 
cause we were going on split 
schedules," Schaible remarked 


"Now some of you are upset be- 
cause we are going off the 
double-session schedule." 


"We are providing all ser- 


vices at Nathan Hale that we 
have 
at 
all 
of our 
other 


schools," Schaible told parents. 


The problems of operating on 


a split schedule are not peculiar 
to the Dooley and Campanelli 
areas alone, Schaible said. 


He explained that increasing 


numbers of students in other 
residential areas of the district 
may 
force a 
double-session 


schedule at Anne Fox School in 
Hanover Park and MacArthur 
School in the Highpoint area of 
Hoffman Estates next year. 


If Jane Addams Junior High 


is not ready for occupancy by 
September, 1969, then seventh- 
and eighth-grade students may 
have to "double up" at Helen 
Keller and Robert Frost tempo- 
rarily, Schiable said." 


"We are building classrooms 


as fast as we can," Schaible 
commented. 


Bids for two 14-room additions 


at Fox and Churchill schools 
were opened at last night's 
meeting of the board of educa- 
tion. 


Mrs. Marie Julia Georgen, 73, 


of Pompano Beach, Fla., died 
Tuesday in Holy Cross Hospital, 
Fort Lauderdale, Fla. Funeral 
services will be held tomorrow 
at 10:30 a.m. from Lewis Funer- 
al Home, 7600 W. Grand Ave., 
Elmwood Park, to St. Cyprian 
Church in River Grove, for 11 
a.m. mass. Interment will be at 
St. Joseph 
Cemetery, 
River 


Grove. Surviving are her hus- 
band, Louis J.; two daughters, 
Mrs. Marion Bedore of Ohio, 
and Mrs. Florence Williams of 
Texas; two sons, Richard J. of 
Mount Prospect, and Robert J. 


by a child. Unable to move, the 
rabbit sat on Hollywood until 
police picked it up. 


The Demings family claimed 


it Monday. 


Train Hits Car 
-Teacher Dies 


Carol J. Berry, a teacher at 


Ridge School in Elk Grove Vil- 
lage, 
was killed Wednesday 


when the car she was driving 
was struck by a train in Villa 
Park. 


Miss Berry, 31, of 515 


Ardmore Ave., Villa Park, was 
fatally injured when a west 
bound freight train struck her 
car at the Illinois Central rail- 
road crossing at Addison Road, 
South of North Avenue. 


A SECOND grade teacher at 


Ridge School, Miss Berry had 
been teaching in the district 
since September, 1965. Previous 
district 
assignments included 


R u p 1 e y 
and 
Grant Wood 


Schools, and had prior experi- 


of Chicago; 19 grandchildren ence in Seattle, Wash., and El- 
and two great-grandchildren. 
gin school systems. 


Habit- 
forming. 


65 YEARS AGO 


Cook County Herald, March 4, 1904 


Over $2,000,000,000 will be poured into the pockets of the 


people of the United States because of the war between Russia 
and Japan. Of the sum, over half will go into the pockets of the 
farmer. The man behind the plow in the Middle West now stands 
as dictator to Russia and Japan. The wheat he raised, the corn he 
plowed, the cattle he owns are needed in the Far East and when 
the victor comes to figure up the war indemnity, he will find that 
the bulk of the expense has gone to the American farmer. 


50 YEARS AGO 


Cook County Herald, March 7, 1919 


The regular meeting of the Arlington Heights Village Board 


was held Monday, March 3, 1919. 


The finance committee reported favorably on bills and pay 


roll amounting to $252.60 which were ordered to be paid. 


A petition signed by property owners abutting north Dunton 


Avenue from the end of the paving to the village limits pledging 
$200 to have the road fixed up by putting on crushed stone, was 
referred to the street committee. 


The treasurer's report, showing a balance of $467.74 was read 


and referred to the finance committee. 


25 YEARS AGO 


Arlington Heights Herald. March 3,1944 


An A&P super market ad reminded shoppers to brirg their 


ration stamps and listed the following prices for food: Por<c roast, 
25 cents a pound; bacon, 25 cents a pound; smoked ham, 29 cents 
a pound; link sausage, 39 cents a pound; ground beef. 25 cents a 
pound; and chuck roast, 25 cents a pound. 


Other food prices included three pounds of coffee for 59 cents. 


four pounds of cabbage for 10 cents, a pound of fresh peas for 15 
cents, and two bunches of fresh beets for 11 cents. 


19 YEARS AGO 


Arlington Heights Herald, March 5,1951 


The death sentence, as it is applied in Illinois, is arbitrary, 


rare, haphazard and useless as a deterrent to capital offenses. So • 
concludes a survey released last week by Eugene S. Zemans, 
executive director of Chicago's John Howard Association. 


The study was made in connection with a proposal in the 


Illinois legislature to establish a six-year moratorium on the use 
of the death sentence. 


When you stack one U.S. Sav- 
ings Bond on top of another, it 
becomes a habit that's tough to 
break and hard to beat. That's 
because it's so painless. Just tell 
your employer or banker to set 
aside a regular amount from 
your paycheck before you have 


a chance to spend it. Sign up 


'today. 


NOW—Higher Rates! 


Savings Bonds now pay 4.25% 
when held to maturity — and 
Freedom Shares (sold in com- 
bination with E Bonds) pay a 


full 5*^. The extra interest will 
be added as a bonus at maturity. 


And now you can buy the 
Bond/Freedom Share combina- 
tion any time—no mor.thly 
commitment necessary. Get the 
facts where you work or bank. 


U.S. Savings Bonds, 
new Freedom Shares 


T*« U.S, Cotirnm««« iott not 
pay for Otit adrtrtatntnl. It 
it pTttrxleti at a jmhlie M-nut 
in eoojxrotio* icul* Tkt Dt- 
portmcnj of l*« Trnnrt »4 
Tlu AtiirtiKXff 
Cowtnl. 


Motorola Cited 
For Radio Watch 


.Schaumburg 


For sponsorship of a public 


service program known as Com- 
munity Radio Watch. Motorola, 
Inc has been awarded the sec- 
ond national Crusade of Cour- 
age Award of the U"lversity 
Council, a member of the Illi- 
nois Chapter of the Knights of 
Columbus 


Presentation 
of the 
award 


was made at a distinguished 
awards luncheon held by the 
Catholic fraternal organization 
Feb 
17 at the Illinois Athletic 


Club 


The Community Radio Watch 


program enlists the aid of com- 
panies or individuals with two- 
way radio or telephone equip- 
ment in their vehicles to act as 
additional "eyes and ears" for 
local police and safety depart- 
ments across the nation 


Dr. McCarthy 
* 
Speaker at 
St. Peter 


Dr Jean McCarthy, who for- 


merly headed the special educa- 
tion program in School Dist. 54, 
will speak at the St Peter Lu- 
theran School parent teacher 
league meeting Tuesday 


Dr McCarthy Is now a profes- 


sor at the University of Illinois 
Circle Campus She spent sev- 
eral years working to start a 
special education program for 
the school district and was a 
key factor In obtaining funds 
from the state for the program 


HER TALK will stress the 


emotional and social adjust- 
ments a child must make dur- 
ing his school years 


"Factors Involved 
in Chil- 


dren's Learning" will help both 
teachers and parents identify 
p r o b l e m s 
a child is ex- 


periencing to accomplish adjust- 
ments 


The meeting starts at 8 p m 


in the school auditorium. 


LOCAL POLICE departments 


completely operate and control 
the CRW program in their re- 
spective areas. 


Since its inception in 1966, the 


program has been directly re- 
sponsible for saving many lives 
and a great deal of property 
loss 


Members of the program are 


cautioned not to become in- 
volved in dangerous situations, 
but only to report what they ob- 
serve to their radio dispatcher, 
who in turn notifies police. 


The In Way 
To Cook Out 


"The In Way to Cook Out," 


hints on preparing foods on a 
barbecue, will be the program 
at 
the 
8 pm. 
March 19 


Newcomers Club meeting in the 
Elgin Young Women's Christian 
Association. 


With the feeling that most 


barbecueing is done by the 
male member of the household 
the club has made this a guest 
night. Invitations have been ex- 
t e n d e d to Welcome Wagon 
members and their husbands 
asking them to join with the 
newcomers and their husbands 
for an evening of entertainingly 
presented information 


Mrs Richard Henkel is chair- 


i man of this program 


She Debuts - 
Via Ambulance 


Hanover Park 


A girl was born in the On- 


tarioville Fire District ambu- 
lance en route to St Alexius 
hospital Saturday 


Both the infant and mother, 


Mrs Chester Klarkowski of 7011 
Hanover St., Hanover Park, are 
reported well. 


Highland Hilites 


Get well wishes go to Phil, 


son of Mr 
and Mrs. Woody 


Bundgard of Newport Road, 
who underwent knee surgery 
W e d n e s d a y in Albert Lea, 
Minn . where he attends Albert 
Lea College 


F r i e n d s 
and neighbors 


recently said their farewells to 
Mrs Walter Hine.s and daugh- 
ter, Ellen, of Northview Lane 
who are moving to California 
Walter was transferred and his 
fatmlv i.s joining him 


Michael, son of Mr and Mrs 


Al Schmidt of Newport Road, is 
ill with pneumonia 


dome from spending a week 


in Sprmsvillp Tenn 
are Mr 


and Mrs 
Russell Jones and 


children Jeffre}. Mathew and 
Michelle 
of 
Newport 
Road 


They visited Darlene's parents, 
Mr and Mrs Arthur LaValle, 
and 
great-grandmother, 
Mrs 


Isabella Collins 
While there, 


they celebrated Michelle's first 
birthday 


TWO birthdays are being eel- j 


ebrated in the Bob Dutton home ' 
on Bedford Road. Bob cele- 
brates his today, March 7, and 
Cathy will celebrate March 10 
with her sister, Julie, brother, 
Christopher, friends, Christine 
B e r g s t r o m . Kathy Jacobs, 
Deana Monaco and Tina Krick, i 
at an afternoon party She will 
be7 


Celebrating their ninth anni- 


versary March 5 were Mr and 
Mrs Archie Ward of Lafayette 
Lane 


Rachel Elizabeth, daughter of 


Mr and Mrs Donald Domek of 
Pierce Road, celebrated her 
secon-l birthday March 6 with 
her family and grandparents, 
Mrs Lydla Wienke of Algonquin 
and Mr and Mrs Florian Do- 
mek of Mount Prospect 


In the home of Mr and Mrs. 


E d w a r d Gstos of Hillcrest 
Boulevard. 
Cnth> 
celebrated 


her 12th birthday Feb 26 with a 
slumber party Staying up all 
night were classmates, Patty 
Arkus, Michele Koontz, Lisa 
Dumler, Maureen Flynn, Karen 
Bick, 
Donna 
Wishtichm 
and 


Jean McNaughton Suzanne cel- 
ebrated her third birthday Feb 
25 
at 
it 
family 
gathering 


Among the guests were grand- 
parents Mr and Mrs. Erneet 
Nunez. Chicago, and Mr. and 
Mrs Efrem Ostos, Mount Pros- 
pect and other relatives 


Joanne, daughter of Mr and 


Mrs Arthur 0 Sell of Gentry 
Road, celebrated her 10 birth- 
day Feb 27 with her family 


FOUR candles were lit on the 


birthday cake for Julie, daugh- 
ter of Mr and Mrs. Michael 
Brmkman of Pierce Road, who 
celebrated March 1 with her 
family 


Having a seventh birthday 


M.irch 3 was Bobby, son of Mr 
and Mrs E P Seitler of Pierce 
Road, who celeorated with his 
family 


Bobby, son of Mr. and Mrs. 


Presently over 700 commu- 


nities, 46,000 companies, and 
450,000 individuals are 
active 


participants in the CRW pro- 
gram. 


In presenting the award to 


Robert N. Swift, vice president 
of Motorola, John W. Shanahan, 
grand 
knight 
of 
University 


Council, commended the conv 
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pany for outstanding commu- 
nity efforts. 


"This important program 


comes at a very critical time. 
With rising crime and lawless- 
ness, citizen involvement and 
greater public support of local 
police departments appears to 
be the only tenable solution," 
Shanahan said. 


The first Crusade of Courage 


award was presented in 1966 to 
the Walgreen Drug chain for 
that company's policy of dis- 
playing only "decent and whole- 
some" literature in its 500 
stores. 


Troop 199 Spends 
Weekend in Cave 


Hoffman Estates 


Camping in a cave and winter 


sports 
highlighted 
a 
recent 


weekend trip to Wisconsin's 
Blackhawk country taken by 
members of Hoffman Estates 
Boy Scout Troop 199. 


Scouts camped in Eagle Cave, 


said to be Wisconsin's largest 
natural cave, located in Rich- 
land County 


SINCE THE cave has tem- 


peratures 
in 
the 
50s year 


around, the scouts enjoyed snug 
evening hours. 


Under the supervision of Phil 


Moore, of 113 Evergreen Lane, 
the scouts enjoyed tobogganing, 
sledding, skating and hiking 
during the day. 


The natural park area, site of 


a 
Midwest 
Scout 
Jamboree 


scheduled for Aug. 15 through 
25, has 25 miles of hiking trails. 


Tiny Tots Slates 
Its Spring Session 


R o b e r t Dolan of Highland 
Boulevard celebrates his 12th 
birthday today with his family. 


A double celebration is being 


held in the Jack McGlinn home 
on Northview Lane. Patricia 
will be 8 March 9, and Laura 
will be 7 March 15, but there is 
one party for both, with several 
friends 
and schoolmates as 


guests. Sisters Mary Beth and 
Jennifer will be on hand to help 
their sisters celebrate, while 
their oldest sister, Sharon, and 
friend, Connie Dolan, entertain 
the guests 


H E R E FROM Columbus, 


Ohio, are Mrs Lucille Fabing, 
Mrs George Spires and chil- 
dren, Treva and Charles, and 
Mr and Mrs Howard Fabing 
and daughters, Deborah and 
Kimberly, who are guests of 
Mr and Mrs P. J. Fabing of 
Lafayette Lane They came for 
the Saturday wedding of Susan 
to Gary Dean 


Celebrating a 22nd anniversa- 


ry are Mr and Mrs. M. Roma- 
niw of Lafayette Lane, who ex- 
changed vows Feb 25. 


Among the guests attending 


the 
Golden 
Menorah dinner 


from B'nai B'nth women m the 
home of Mrs Robert Goodman, 
Hampton Road, were Mrs. Law- 
rence Graff, Mrs Earl Ham- 
burger, Mrs Donald Woodman 
and Mrs Len Goodman. 


A - new resident to Newport 


Road is Mrs. Frank Hyde, for- 
merly of California, who is now 
living with her daughter, Laura 
and family 


Plans to celebrate Lisa Bey- 


er's seventh birthday, March 5, 
will include friends, Sharon Hill, 
Judy Johnson, Diane Barch, 
Tom Church, Leslie Ambrose 
and Jeanann Hanson, and sis- 
ter, Teri. They will see "Pi- 
nocchio" at the Meadows The- 
ater in Rolling Meadows and 
then return to the Boyer home 
for cake and ice cream. Lisa is 
the daughter of Mr. and Mrs. D. 
Boyer of Bnarcliff Lane. 


DENNIS, son of Mr. and Mrs 


Dick Kelly of Ashley Road, cel- 
ebrated his Feb 29 birthday as 
the guest of honor at dinner at 
the Black Fox at the Holiday 
Inn, Rolling Meadows. With him 
were his family and a friend, 
Marty Bernau. Dennis was 13 


Eileen Kelly celebrated her 


second birthday March 1 with 
the family 


Christened at St Hubert Cath- 


olic Church was Edward Mano, 
infant son of Mr. and Mrs Ed 
R u s c h of Frederick 
Lane 


Attending, besides the family, 
were grandparents, Mr 
and 


Mrs. Henry Columbo, Chicago, 
Mr Columbo was also the god- 
f a t h e r , 
grandfather, John 


Rusch, and the William Prena 
family all of Norridge 
Mrs 


Prena was godmother After the 
mass, the family returned to 
the Rusch home for an informal 
party. 


Meeting the needs of the pre- 


school child is the concern of 
the 
Elgin 
Young 
Women's 


Christian Association-sponsored 
Tiny Tots program which be- 
gins the spring session during 
the week of March 17. 


Registrations are being ac- 


cepted at the Y for the single or 
double classes, which will be 
held at six different locations 
for the convenience of parents 
wishing to enroll their children. 


CLASSES ARE held in Elgin 


at the YWCA, THE Highland 
Avenue Church of the Brethren 
and the First United Pre- 
byterian Church. 


In Dundee the location is the 


First Congregational Church on 
Main Street, in Bartlett at the 
Immanuel United Church of 
Christ and in Hanover Park at 
the Christ Presbyterian Church. 


Additional information con- 


cerning the Tiny Tots program 


Eighth Graders 
To Play Faculty 


Male faculty members at Hel- 


en Keller Junior High School 
will seek their third annual vic- 
tory when they vie with the 
eighth grade basketball team 
March 14 at 8 pm 
at the 


school. 


Half-time entertainment, cen- 


tered around a "Cartoon Char- 
acters" theme, will be staged 
t>y women faculty members. 


The annual event is sponsored 


by Helen Keller PTA. 


Tickets for the game were 


sold in advance during lunch 
periods recently; no tickets for 
seats in the 600 person capacity 
gym will be sold at the door the 
night of the game. 


Refreshments, donated by stu- 


dents, including hot dogs, soft 
drinks and candy, will be avail- 
able for sale 


Pre-Natal Class 
Alumnae to Meet 


Alumnae of the 1966 through 


1968 pre-natal classes sponsored 
by the Elgin YWCA are invited 
to attend a meeting in Room 3 
at the YW on March 17 at 1 
p.m. to talk about the possi- 
bility of holding discussions con- 
cerning child raising for moth- 
ers of young children, 


The meeting will be explor- 


atory to determine if there is 
sufficient interest in such dis- 
cussions and what topics would 
be of interest to those attending, 
according to Mrs. Gordon Shaw, 
YW family educator 


NO ONE AT the meeting will 


be asked to join anything or be 
put on any committee 


The group will decide whether 


or 
not 
a pre-natal class 


alumnae program is to become 
a reality 


A filmstrip entitled "Feeding 


Your Young Children" will be 
shown, and each person attend- 
ing the meeting will receive a 
small gift in appreciation for 
her interest 


PTA Council 
To View Slate 


A slate of officers for the 


coming year will be presented 
at the April 8 meeting of the 
Schaumburg Area PTA Council. 


The slate of candidates in- 


cludes, Mrs. Ray Badal, presl 
dent; Mrs. Walter Rodie, first 
vice president; Mrs. William 
Harmon, second vice president; 
Mrs. Frank Dalla Valle, record- 
ing secretary, 
Mrs 
Vernon 


Stahnke, corresponding secre- 
tary, and Mrs. Myron Czaj- 
kowski, treasurer. 


can be obtained by phoning 
Mrs. Kenneth Morse, Tiny Tots 
director, at 742-7930. 
Worker 
Injured 


A 
construction 
orker, 


Charles St Clair, 33, suffered a 
Fractured skull in a fall from 
the roof of a home in the 
C h u r c h i l l 
Subdivision of 


Schaumburg Tuesday morning. 


St. Clair was taken to St. 


Alexius Hospital by Schaum- 
burg Fire Department ambu- 
lance. He resides at 842 Valley 
Lane, Geneva 


Youth Severely 
Cut on Bottle 


A 17-year-old youth working 


on construction 
in 
Hanover 


Park seriously injured himself 
Saturday opening a bottle of 
pop, police said. 


Garvin Reid, 17, of Box 215, 


Gary, was brought to the police 
station for emergency first aid 
and taken to Sherman Hospital 
in Elgin. 


He told police he was using a 


knife to open the bottle. The 
bottle broke, cutting his arm. 
The youth received 14 stitches 
and two pints of blood. 


PTA to Discuss 
Generation Gap 


The "generation gap," group 


conformity and rejection will be 
discussed at the March 18 meet- 
ing of Helen Keller Junior High 
PTA. 


James Frank, a member of 


the Keller guidance staff, will 
conduct the program and pre- 
sent an accompanying skit. 


Specific 
situations, 
through 


the use of dramatization, will be 
demonstrated 
and the group 


will break into sessions to dis- 
cuss problems 


PTA OFFICERS for the 1968- 


69 school year will be elected 
during a short business meeting 
immediately 
preceding 
the 


program. 


The meeting will begin at 8 


p.m. at the school. 


Teens Tour 


Health Center 


Teenagers 
from the Elgin 


Young Women's Christian Asso- 
ciation toured the facilities at 
the Hinadale Health Museum 
Saturday. 


Of particular interest to the 


young people was "Valeda," the 
talking transparent woman who 
explained the functions of the 
various organs of the human 
body as each section was light- 
ed up 


A BRAIN exhibit, demonstra- 


ting the transmission of mes- 
sages along the nerve path- 
ways, showed the motor and 
sensory centers of the brain. 


The trip was sponsored by the 


Elgin YW youth department. 
Student-Faculty 
Game at Frost 


The Robert Frost Junior High 


School student-faculty 
basket- 


ball game has been scheduled 
for March 14 at 8 p.m. at the 
school 


The Bloomer Girls (women 


f a c u l t y members) will be 
cheerleaders for their male 
counterparts and the "real" 
cheerleaders and pom-pon girls 
will encourage the eighth grade 
team to victory. 


T 
J-hhings go your way more often when you read and use Paddock 


Publications Want Ads. They'are your biggest shopping center when you're 


buying, your biggest marketplace when you're selling. That's why they pro- 


duce Best Results for all kinds of advertisers! 


People sell everything from TV 6etg to friendly pets, pool floats to 


motor boats, foreign stamps to antique lamps . . . and hundreds of other 


miscellaneous items through result-getting Paddock Publications Want Ads. 


They know that Paddock delivers the fastest sales action in the Northwest 


Suburban area. 


The result stories reproduced on this page are typical. Week in and 


week out, Paddock Publications Want Ads work best. Why not let them work 


for you? 


To place your own result-getting Want Ad, start your day off right by 


calling one of our friendly Ad-Visors . . . she'll be happy to assist yon! 


FOR FAST ACTION 


WANT ADS 


DIAL 394-2400 


Paddock Publications 


217 WEST CAMPBELL STREET 
• 
ARLINGTON HEIGHTS. ILLINOIS 60006 


Wtnt Ads 394 2400 • Circulation 394 0110 • Other Depts. 394 2300 • ChKlfO 775-1990 


THE ACCEPTED INFLUENCE 
IN THE NORTHWEST SUBURB* 


1 


Soviet Women: 'Be Feminine' 


B> Dl SKO DODKK 
The ttouble is that Russian 


MOSCOW (t'PIi Soviet men women work eight hours a dav, 


should put on aprons to give | then have to cook, care for their 
their hardworking wives more children 
shop, and do other 


time to be sexy jnd feminine domestic 
chores while their 


FACTORY AUTHORIZED 
ANNUAL 


SALE 


Hurry! Last 2 weeks 


at Shelkop TV! 


Pfil fiB 
always 


WWkwlT brings you 


perfect pictures 


AUTOMATICALLY! 


Magnavox Instant Automatic Color—is the most impor- 
tant .idv.incement in Color T V 1 Just turn your 
Magruvpx on —it line tunes itscll aut«niutn.all\,giv\ng 
)ou .1 pcrlectl>-Uincd picture that is a/iiai * prcn\e—on 
run channel, <un time' 


SAVE >50 


Your choice of 
five space-saving 
furniture styles 


NOW ONLY 


50 
548 


Charming Early Ameri- 
can—model 6954 on con- 
cealed swivel casters, is also 
available in beautiful Medi- 
terranean, Contemporary, 
French or Italian Provincial 
styles Save $50 on Remote 
Control also Annual Sale 
priced-NOW »648.50 


• Enjoy thrilling 295 sq in. pictures • the biggest 
m Color TV • plus the superb performance and extra 
value Magnavox features that give you many years of 
color viewing enjoyment • Brilliant Color for the 
most natural color ever • Chromatone adds beauty 
and depth to color, warmth to black and white • 
Quick-On pictures flash-to-life four times faster • with 
Magnavox High-Fidelity sound you'll experience 
unequaled program realism • and exclusive Magnavox 
Bonded Circuitry assures lasting reliability I 


82-Channel Instant Automatic 
Remote Control —with more func 
lions and more conveniences than 
any other UHF/VHF remote unit today 
— is optional on many Magnavox 
Annual Sale Color TV models. 


See over 40 Magnavox Color TV— now from 299 


Solid Suit Porljble STEREO 


I I 
I I I 
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NOW $ -JM go 
ONLY * /4 


Horthwest Suburbs' Largest 


TV - Stereo Speeialists 


husbands enjoy themselves 


"To be a woman is a great 


art and it should be taught," 
said 
the 
Communist 
party 


newspaper 
Pravda 
"Young 


girls should be taught the art of 
being gracious, womanly, at- 
tractive They should learn to 
have 
a 
proper 
deportment, 


develop good taste m dressing, 
be 
accurate, 
modest 
and 


moderate m their display of 
feelings in public ' 


But how can a woman care 


for heiself when, after work, 
she must shop, cook and do 
other chores while her "hus- 
band lies down on a sofa, a 
book in his hands, or plants 
himself firmly m front of a TV 
set, or goes visiting neighbors'" 
Pravda asked 


We must 
"shatter1 
men s 


belief that domestic chores are 
"purely women's domain," was 
the answer of writer Tatyana 


Vyedhestova, a one-time balleri- 
na 


"Beginning with grade school 


education, boys as well as girls 
must 
be taught 
the basic 


knowledge of cooking, home 
economics 
and child 
care," 


Pravda said 


Not only must young men 


know home economics, they 
also must change their "moral 
attitude" toward the weaker 
sex 


This, according to Vyecheslo- 


va, means that the nation's 
"system of moral education 
must provide for moral eleva- 
tion of women m the society 
and family " 


"Our 
Soviet 
laws 
guard 


women against hard work but 
unfortunately these laws are not 
always strictly observed." 


"If one talks about equality 


between sexes, then it should be 
extended to all areas," Pravda 
said 
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FACTORY AUTHORIZED 
ANNUAL 


SALE 


Hurry! Last 2 weeks 


at Shelkop TV! 


Versatile solid-state 


FM/AM PORTABLE 


.. . battery or AC powered for most 


dependable listening—anywhere! 


Enjoy magnificent performance—from slim- 
and-trim model 1201, that brings you noise-free, 
drift-free FM, plus powerful AM radio. Has easy- 
to-read Slide Rule Dial, telescoping antenna, long- 
life batteries (up to 400 hours playing time), and 
built-in AC power supply An outstanding value! 


\ 


Solid-State FM/AM 


Pocket Radio 


\ 


NOW 
ONLY $1795 


Big, room-filling sound will amaze you! Save $2 
on model FM806—and take the pleasure of noise-free 
FM, powerful AM listening anywhere you go. Tele- 
scoping antenna, battery, and leather-like carrying cases 
for radio and private-listening earphone. 


BUY NOW and SAVE! Magnavox $Q95 
Radios priced only from 
0 


Horthwest Suburbs' Largest 


TV - Stereo Spetialists 


SHELKOP KHPLKOD 


TV and APPLIANCES 
•**• ••••••VVXr 


Don't miss this once-a-year opportunity for big values 


at your Motorola dealer 


like this buy on ColorTV 
Quasar 


ColorTV 


with the "works in a drawer" 


The works are 10 tubeless plug in 
mini circuits for solid-state reh 


-v -(> 
ability and fast at-home service 


VN£, 
• Th s s the years ahead Color TV you ve 
been hearing about It sal sol d state excep 


for ectifrer and p i.ture tube • Automatic (ire tuning w th 
AFC electronic picture lock prov des the best possible p c 
ture keeps it that \\ay even when you change channels 
• Lighted channel nd cato s on VHF and UHF • Biggest 
screen Color TV you can buy 23 
p cture (measured 


diagonally) 


Spring 
Value 
Price 
ONLY $598 


NO DOWN PAYMENT! 


MODULAR 
PORTABLE 
STEREO 


• 8 V.HU loul intununKul (xlk 
powtr output (4 watti EIA muuc 
powtr output rating) • Two 6x9" 
ipokiit • Oilachibll ipuk« 
wmgi • Dujmond/upphri Itvli 


SPRING VALUE PRICE 


18" TABLE COLOR TV 


'98 


"a 


• Powerful 24000 volt picture power (desgn 
average) • AutomiiK. gi n control • Lighted 
channel ndicatora on VHF and UHF • Bu It i 
VHF and UHF antenna • Cab net in walnut 
gra ned Imistl 


~^-\ 
SPRING 


•OK) 
VALUE 
&G 
PRICE 


antenna * Cab net in v 
368 


SPECIAL VALUE 


"FAST-BACK" 
CHASSIS 
COLOR TV 
• Chas* s si dts out rear of set 
I k»adnwer for f»« easy service 
• Automat c degausser • Auto 
mate 5 a n control • L ghted 
channt nd ca ors on VHF and 
UHF • 4 X 6 Golden Vo ce 
Speaker • Contemporary style 
cab net 


SPRING VALUE PR CE 
478 


MONEY DOWN 


SEE OUR BIG SPRING VALUES ON ALL MOTOROLA PRODUCTS 


218 N. Dunton 
ARLINGTON HEIGHTS 
CL 5 -0700 
XT..?m 


AESOP SAYS: 
The Boar 


and the Fox 


A wild Boar was whetting his tusks against the stump of a tree when a Fox 
happened by Thinking to make fun of his neighbor, he made a great show 
of looking anxiously about, as if in fear of some sudden enemy But the 
Boar kept right on with his work. 


"Why are you doing that?" asked the Fox at last with a grin "I see no 


reason for it, there is neither hunter nor hound in sight nor any other 
danger." 


"True," replied the Boar. "But when that danger does arise, I shall have 


something else to do than to sharpen my weapons " 


It is too late to whet the sword when the trumpet sounds to draw it. 


Every generation since Aesop 2,500 
years ago has known the wisdom of his 
lesson of preparedness Today, as we 
en/oy increased financial income, is the 
time to put some of it away — for old 
age, illness, or emergency. 


Another sage put it this way 'It 


wasn't raining when Noah built the ark." 


Per Annum 


PASSBOOK SAVINGS 


Paid Quarterly 


SAVINGS CERTIFICATES 


Six-Monlh Terms 
See us for details' 


700 E. Northwest Hwy. (Rt. 14) 


ARLINGTON HEIGHTS 


CL3-2187 
CL3-2188 


Doily 8 30 lo 9 Saturday to 6 


C'owd Sunday 


FREE PARKING 


TV and APPLIANCES 


700 E. Northwest Hwy. (Rt. 14) 


ARLINGTON HEIGHTS 


CL 3-2187 
CL 3-2188 


Doily 8 30 to 9, Saturday to 6 


Closed Sunday 


FREE PARKING 


Chartered by the United Stiles Government 
Member, Federal Savings and Loan Insurance Corporation 
Member, Ur ted States Savings and Loan League 
Member, Savings and Loan Foundation 


ARLINGTON HEIGHTS 
FEDERAL SAVINGS 


& LOAN 
ASSOCIATION 


f c w ' u S T R f c c r 
ARUNGTCN H F l G H T 


PtNEWOOD DERBYS are an annual activity 
for Cub Scout packs at this time of year, and 
scouts in Schaumburg Township are no ex- 


ception. The boys make the cars and then 
race them for awards. This derby race took 
place at Schaumburg School. 


ttrffi 
man 
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Hoffman Estates, Illinois 60172 
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56 Pages 
$12.00 a year — 15c a Copy 


OPEN CLASSROOM 


BUILDING BIDS 


Construction bids for 14 clarrsoom additions at Anne 


Fox School and Winston Churchill School were sched- 
uled to be opend at the Dist. 54 board of education 
meeting last night. 


Plans for the two school additions were developed 


by S. Gu yPishman & Associates of Northbrook. 


The two additions form the 


next phase of' a three-year 
building program in Dist. 54. A 
$3.75 million expansion program 
was approved by voters in a 
school referendum last fall. 


Contracts for the additions at 


Anne Fox and Churchill will be 
awarded at the same time. The 
cost of each 14-room addition 
with equipment is estimated at 
about $308,000. 


THE CLASSROOM additions 


at Fox and Churchill 
are 


planned to be ready for occu- 
pancy by October 1969. 


Anne Fox School is located in 


Hanover Park, and Winston 
Churchill School is at Jones 
Road and Evergreen, Schaum- 
burg. 


Nathan Hale School, a 29- 


room elementary building, in 
Dist. 54, is slated to be placed 
into service later this month. 
This school has been under con- 
struction since May, 1968. 


In January of this year, a 


room addition at 
Ma< 


School was opened for classes. 
Prior to the opening of the addi- 
tion, students had been attend- 


Parents Are Fretting 


54 
58 'Growing Pains 


Schaumburg School Dist. 54 is! 


experiencing growing pains, and 
i 


some of the cries of agony are1 


coming (rom parents in the dis- 
trict 
; 


Most of the unhappy parents' 


are upset because their children j 
will have to walk a greater dis- 
tance to school once Nathan 
Hale is opened later this month. 


Hale pupils have been attend- 


ing Dr. Thomas Dooley and 
Campanelli schools in the after- 
noon in a double session sched- 
ule 
• Other parents of pupils who 
will be moving to Nathan Hale 
are concerned about possible 
disruption of their children's 
dally programs. 


S O M E FEEL that 
their 


youngsters have adjusted to the 
d o u b I c-session schedule, and 
that it should bo left alone. 


Dist 
54 administrators an- 


nounced plans for the opening 
of 
Nathan 
Hale Elementary 


School at a parents meeting 
Wednesday at Dooley School. 
About WO parents attended. 


Pupils are expected to move 


Into Nathan Hale sometime to- 
ward the end of this month. Ap- 
proximately 900 pupils will be 
attend I tin the school. 


Dist. 54 Supt. Wayne Schaible 


told parents that there would 
continue to be some changes in 
school hmind.iry lines as long as 
the growth of the student popu- 
lation continued 


Dist 
54 will provide 
bus 


transportation for those pupils 
who live more than 1V2 miles 
f r o m 
Nathan Hale School, 


S c h a i b l e said. This trans- 
portation will principally apply 
to residents on Walnut Lane. 


PARENTS OF Hale pupils 


who live between 1 mile and 1V4 
miles from school may arrange 
to purchase bus transportation 
service on a group rate from 
the Schaumburg Transportation 
Co., 
according to school offi- 


cials. There must be a min- 
imum number of passengers to 
make such transportation fea- 
sible, however. 


"What guarantee do I have 


that my child won't be back in 
Dooley School next year?" one 
mother asked. 


"There is no guarantee of 


anything," Schaible said. "Our 
concern is the best education 
possible for all of the children 
in the district," the superintend- 
ent declared. 


School administrators at Doo- 


ley and Campanelli plan to 
move all afternoon classes to 
Nathan Hale intact with their 
present teachers. School will be- 
gin at 8:30 a.m. at Hale, be- 
cause bus transportation is not 
available at 9. 


ALL AFTERNOON classes in 


Grades 1 through 6 presently 
meeting at Dooley School will 
move to Nathan Hale School, 
according to Principal 
Karl 


Plank. 


Pupils moving from 
Camp- 


Music Festival 
Planned at Conant 


anelli School to Nathan Hale 
will include all afternoon stu- 
dents, as well as six kindergar- 
ten classes. 


The Campanelli kindergarten 


classes moving to Hale include 
two 9 o'clock classes taught by 
Miss Debbie Giddings and Mrs. 
Joy Mine, two 11:15 classes 
taught by Mrs. Hine and Miss 
Theodora Skibniewski; and two 
1:30 
classes taught by Miss 


Skibniewski and Mrs. Hilde- 
brand. 


Transfer of these kindergar- 


ten classes will provide room 
for all first-and 
second-grade 


classes at Campanelli. 


"Why 
move the pupils now 


with just 2% months left in the 
school year?" one parent asked 
Supt. Schaible. 


"Otherwise," 
Schaible 
re- 


plied, "we would aave an empty 
school building standing there 
and parents complaining that 
their children were only in 
school for half a day." 


THE DIST. 54 superintendent 


explained that pupils would be 
in class for 5Vi hours per day at 


Hale, compared with the pre- 
sent four hours in afternoon ses- 
sions. 


Schaible said that he would 


recommend to the board of edu- 
cation that pupils living within 
Dooley and Campanelli school 
boundaries attending Hale be 
given bus transportation. 


Schaible added that those pu- 


(Continued on Page 4) 


ing classes there on a split-shift 
basis. 


APPROXIMATELY 900 stu- 


dents residing in the southern 
half of Schaumburg's Weath- 
ersfield area will attend Nathan 
Hale School. 


These pupils have been at- 


tending Campanelli and Thomas 
Dooley Schools during the after- 


noons in a double session sched- 
ule. 


Nathan Hale School is located 


north of Wise Road, between 
Braintree and S p r i n s g u t h . 
The school is the first two-story 
building constructed in Dist. 
54. A meeting of all Dist. 54 
parents whose children will be 
attending Nathan Hale begin- 
ning this 
month was 
held 


Wednesday 
night 
at Dooley 


School. Karl Plank will be prin- 
cipal at Nathan Hale. 


Nathan Hale is the thirl 


school in Dist. 54 to be built 
with money secured from the Il- 
linois School Building Commis- 
sion (ISBC). It was liuilt at a 


cost of $12.86 per square foot. 


AS NATHAN Hale is nearing 


completion, 
bricklayers 
are 


busy in constructing a third ju- 
nior high building hi Dist. 54, 
J a n e Addams School. This 
school building is expected to be 
ready for occupancy in Septem- 
ber of this year. When com- 
pleted, Jane Addams will be the 
largest school building in Dist. 
54. 


It is expected that junior high 


pupils from Weathersfield and 
Hanover Park will be assigned 
to the new school. The school 
will house approximately 1,300 
students. 


Dist. 54 construction plans for 


1970 include a 14-room addition 
at Dr. Thomas Dooley School 
and an additional 20-room ele- 
mentary building. 


By Sept. 1971 the district 


hopes to add another three 20- 
room elementary schools and a 
14-room addition to an, ele- 
mentary building. Two of the 
elementary schools would be 
paid for through ISBC funds. 


Tentative sites for the three 


elementary schools to be built 
in 1971 include a site east of 
Dooley School in Campanelli's 
Unit 14, the Lancer Corp. site 
east of Roselle Road and south 
of Schaumburg Road, and the 
Timber-crest subdivision. 


UNDERGROUND PARKING and open courtyard would be 
features of a proposed 1,200-unit apartment complex in 
Schaumburg at Algonquin and Quentin roads. Developer is 


Erich W. Kuntze who built and and owns the Country Acre 
apartment complex in Des Plaines. Architect for the Schaum- 
burg project is Salvatore Balsamo of Chicago. 


Unveil Apartments Plan 


A 1,200-unit apartment com- 


plex, designed with concepts 
termed new to the Chicago 
area, was proposed Wednesday 
for Schaumburg. 


The units would be built on 35 


acres at the northwest corner of 
Algonquin and Quentin roads. 
The petitioners asked for annex- 
ation to Schaumburg, but the 


property lies within Palatine 
T o w n s h i p and Elementary 
School Dist. 25. 


The proposed density for the 


apartments would be 34.2 units 
per acre. That is the highest 
density of any proposed apart- 
ments in Schaumburg and the 
zoning board m e m b e r s ex- 
pressed their doubts. 


DR. MARTIN J. Coniglio, zon- 


ing board member, said, "In 
the last six months most devel- 
opers have come to us with a 
maximum density of 20 units 
per acre. I know density is a 
financial consideration, but if 
the others develop to a density 
of 20, it's practical for you to do 
it also." 


ICPT Group Stands Against 
Non-Public School Support 


More than 1.000 young musi- 


cians will be participating in 
the annual Dist 54 Music Festi- 
val 
ut 
Conant 
High 
School 


March 15. at 3 p m 


V o c a l 
and 
instrumental 


groups representing the dis- 
trict's 15 elementary and junior 
high schools will perform in a 
90-minute cot cert. There is no 
admission charge 


Debra Carroll, Keller Junior 


High violinist, will be the fea- 


tured soloist and will perform 
"Pupil's Concerto No 2 by F. 
Seitz " 


Selections by vocal and 'in- 


strumental groups will include 
Fifty Nifty United States - Ray 
Charles, Vendant Meadows — 
Handel, Theme and Fanfare- 
Moeklwinkle, 
and 
Area 
and 


Fugue — Handel. 


For the finale, the combined 


choruses and junior high bands 
will present "Born to be Free." 


The Illinois Congress of Par- 


ents and Teachers (ICPT) has 
taken a firm stand against tax 
support for non-public schools, 
including nun schools. 


"Parents 
who 
voluntarily 


deprive themselves of the op- 
portunity to use public tax sup- 
ported schools because they 
wish to educate their children in 
a specific religious atmosphere, 
or for any other reason, should 
accept their responsibility for 
the financial support of the 
kinds of schools they prefer," 
states a PTA position paper on 
the issue. 


L o c a l PTA members in 


Schaumburg School Dist. 54 
have been urged by their legis- 


lative chairmen to write letters 
to their state legislators ex- 
pressing opposition to any state 
f i n a n c i a l aid to non-public 
schools. 


SPECIFICALLY, PTA mem- 


bers are taking a stand against 
House Bill 46, which calls for 
the state to provide a per-pupil 
grant to any non-public school 
equal to the state aid that would 
be vaid out if that pupil at- 
tended public school instead. 


Dist. 54 Supt. Wayne Schaible 


told members of the Schaum- 
burg Area PTA Council recently 
that the state of Illinois is in a 
financial crisis, and that there 
is a reel need to increase state 
•id to public schools. Presently 


state aid amounts to $400 per 
pupil. 


According to State Represen- 


t a t i v e 
Eugenia Chapman, 


D-Arlington Heights, "it is real 
great for anyone to talk about 
aid to parochial schools, but un- 
less they're willing to vote for 
greatly increased state taxation 
— an income tax — it's out of 
the question." 


The Illinois PTA organization 


believes that 'tax support of any 
private schools in the state 
would open the door to support 
of all private schools desiring 
such aid. 


ACCORDING to the Illinois 


PTA group, public education is 


a public service which voters 
have established through their 
elected representatives as desir- 
able and in the public interest. 


Direct personal benefit by use 


of the public schools is not in- 
volved in the support of public 
education as an institution, the 
ICPT contends. 


Some state legislators have 


reported that they have re- 
c e i v e d more mail backing 
House Bill 46 than for any other 
bill in recent history. 


But catholic spokesmen in St. 


Hubert's parish, Hoffman Es- 
tates, say that the possibility of 
state aid to parochial schools is 
a "pie in the sky" idea with no 


(Continued on Page 4) 


Developer for the site, Erich 


W. Kuntze, said the density 
would detract from the devel- 
opment. 


"We're not trying to save 


money. People coming to the 
suburbs want something that's 
exciting. That's why we came 
to Schaumburg with this proj- 
ect. We're trying to sell a con- 
cept, an idea that's different. 
This will be completely differ- 
ent from anything being built in 
Illinois or this area." 


He said his proposal is based 


on one in San Mateo, Calif., that 
has a density of 40 units. "But 
when you see this project, you'd 
never realize the density is that 
high. All you see is green space. 
That's how our project will be." 


He said be would fly the 


board to San Mateo to see the 
project. 


"THE TIME has come for 


this area to have the concepts 
of tomorrow," Kuntze said. 


The proposed complex would 


have 17.5 acres of green or open 
space. It would consist of con- 
necting 
three-story buildings 


and one 10-story building. - 


T h e 
three-story buildings 


would have an average of 180 
units per building and the 10- 
story building would have 120 
units. The complex would in- 
clude 300 one-bedroom units, 756 
two-bedroom units, 72 efficiency 
units 
and 72 three-bedroom 


units. 


Rents would range from $170 


to $350. 


Kuntze said the first unit 


could be completed by next 
spring and the second building 
ready for occupancy by fall. An 
8.2-acre lake would be in the 
center of the units along wkh 
recreation facilities. 


THE RECREATION facilities 


would be built along with the 
first units. 


Each ISO-unit building would 


have 165 parking spaces under- 
ground and 105 parking spaces 
above ground. 


Kuntze said the development 


will be oriented for an adult 
community. 


An 8,000-square-foot shopping 


area is also planned. The center 
would be for the convenience of 
residents. 


The total cost of the devel- 


opment is expected to be ap- 
proximately $22 million. The 
population will be between 3,000 
and 
4,000. The 
number of 


school-age children is estimated 
at 300. 


The developers agreed to do- 


nate $100 per unit toward sthe 
cultural center. 


THE BOARD asked for a«Mi- 


t i o n a 1 information on 
the 


number of school age children 
the complex would generate, 
underground parking plans and 
the amount of open space. 


The hearing for the annexa- 


tion and B-2, planned 
devel- 


oping zoning, will be continued 
at the Great Hall. 


P1NEWOOD OERBYS are an annual activity 
(or Cub Scout packs at this time of year, and 
scouts In Schaumburg Township are no ex- 


ception. The boys make the cars and then 
race them for awards. This derby race took 
place at Schaumburg School. 
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OPEN CLASSROOM 


BUILDING BIDS 


ing classes there 01 a split-shift 
basis. 


APPROXIMATELY 900 Stu- 


dents residing in the southern 
half of Schaumburg's Weath- 
ensfield area will attend Nathan 
Hale School. 


These pupils have been at- 


tending Campanelli and Thomas 
Dooley Schools during the after- 


Construction bids for 14 clarrsoom additions at Anne 


Fox School and Winston Churchill School were sched- 
uled to be opend at the Dist. 54 board of education 
meeting last night. 


Plans for the two school additions were developed 


by S. Gu yFishman & Associates of Northbrook. 


The two additions form the 


next phase of a three-year 
building program in Dist. 54. A 
$3.75 million expansion program 
was approved by voters in a 
school referendum last fall. 


Contracts for the additions at 


Anne Fox and Churchill will be 
awarded at the same time. The 
cost of each 14-room addition 
with equipment is estimated at 
about ¥308,000. 


THE CLASSROOM additions 


at 
Fox and Churchill 
are 


planned to be ready for occu- 
pancy by October 1969. 


Anne Fox School is located in 


Hanover Park, and Winston 
Churchill School is at Jones 
Road and Evergreen, Schaum- 
burg. 


Nathan Hale School, a 29- 


room elementary building, in 
Dist. 54, is slated to be placed 
nto service later this month. 
This school has been under con- 
struction since May, 1968. 


In January of this year, a 14- 


room addition at MacArthur 
School was opened for classes. 
Prior to the opening of the addi- 
tion, students had been attend- 


Parents Are Fretting 


54's 'Growing Pains' 


Schaumburg School Dist. 54 is 


experiencing growing pains, and 
some of the cries of agony are 
coming from parents in the dis- 
trict. 


Most of the unhappy parents 


are upset because their children 
will have to walk a greater dis- 
tance to school once Nathan 
Hale is opened later this month. 


Hale pupils have been attend- 


ing Dr. Thomas Dooley and 
Campanelli schools in the after- 
noon in a double session sched- 
ule. 


Other parents of pupils who 


will be moving to Nathan Hale 
are concerned about possible 
disruption of their children's 
dally programs. 


S O M E FEEL that their 


youngsters have adjusted to the 
d o u b I e-session schedule, and 
that it should be left alone. 


Dist. 54 administrators an- 


nouncpd plans for the opening 
of 
Nathan 
Hale Elementary 


School at a parents meeting 
Wednesday at Dooley School. 
About 300 parents attended. 


Pupils are expected to move 


Into Nathan Hale sometime to- 
ward the end of this month. Ap- 
proximately 900 pupils will be 
attending the school. 


Dist. 54 Supt Wayne Schaible 


told parents that there would 
continue to be some changes in 
school boundary lines as long as 
the growth of the student popu- 
lation continued 


Dist. 54 will 
provide bus 


transportation for those pupils 
who live more than 1V4 miles 
f r o m 
Nathan Hale School, 


S c h a i b l e said. This trans- 
portation will principally apply 
to residents on Walnut Lane. 


PARENTS OF Hale pupils 


who live between 1 mile and 
miles from school may arrange 
to purchase bus transportation 
service on a group rate from 
the Schaumburg Transportation 
Co., according to school offi- 
cials. There must be a min- 
imum number of passengers to 
make such transportation fea- 
sible, however. 


"What guarantee do I have 


that my child won't be back in 
Dooley School next year?" one 
mother asked. 


"There is no guarantee of 


anything," Schaible said. "Our 
concern is the best education 
possible for all of the children 
in the district," the superintend- 
ent declared. 


School administrators at Doo- 


ley and Campanelli plan to 
move all afternoon classes to 
Nathan Hale intact with their 
present teachers. School will be- 
gin at 8:30 a.m. at Hale, be- 
cause bus transportation is not 
available at 9. 


ALL AFTERNOON classes in 


Grades 1 through 6 presently 
meeting at Dooley School will 
move to Nathan Hale School, 
according to Principal Karl 
Plank. 


Pupils moving from 
Camp- 


anelli School to Nathan Hale 
will include all afternoon stu- 
dents, as well as six kindergar- 
ten classes. 


The Campanelli kindergarten 


classes moving to Hale include 
two 9 o'clock classes taught by 
Miss Debbie Giddings and Mrs. 
Joy Hine, two 11:15 classes 
taught by Mrs. Hine and Miss 
Theodora Skibniewski; and two 
1:30 classes taught by Miss 
Skibniewski and Mrs. Hilde- 
brand. 


Transfer of these kindergar- 


ten classes will provide room 
for all first-and second-grade 
classes at Campanelli. 


"Why move the pupils now 


with just 2Ms months left in the 
school year?" one parent asked 
Supt. Schaible. 


"Otherwise," 
Schaible 
re- 


plied, "we would have an empty 
school building standing there 
and parents complaining that 
their children were only in 
school for half a day." 


THE DIST. 54 superintendent 


explained that pupils would be 
in class for 5^ hours per day at 


Hale, compared with the pre- 
sent four hours in afternoon ses- 
sions. 


Schaible said that he would 


recommend to the board of edu- 
cation that pupils living within 
Dooley and Campanelli school 
boundaries attending Hale be 
given bus transportation. 


Schaible added that those pu- 
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noons in a double session sched- 
ule. 


Nathan Hale School is located 


north of Wise Road, between 
Braintree and Sprinsguth. 
The school is the first two-story 
building constructed in Dist. 
54. A meeting of all Dist. 54 
parents whose children will be 
attending Nathan Hale begin- 
ning this month was held 
Wednesday night at Dooley 
School. Karl Plank will be prin- 
cipal at Nathan Hale. 


Nathan Hale is the third 


school in Dist. 54 to be built 
with money secured from the Il- 
linois School Building Commis- 
sion (ISBC). It was built at a 


cost of $12.86 per square foot. 


AS NATHAN Hale is nearing 


completion, 
bricklayers 
are 


busy in constructing a third ju- 
nior high building in Dist. 54, 
J a n e Addams School. This 
school building is expected to be 
ready for occupancy in Septem- 
ber of this year. When com- 
pleted, Jane Addams will be the 
largest school building in Dist. 
54. 


It is expected that junior high 


pupils from Weathersfield and 
Hanover Park will be assigned 
to the new school. The school 
will house approximately 1,300 
students. 


Dist. 54 construction plans for 


1970 include a 14-room addition 
at Dr. Thomas Dooley School 
and an additional 20-room ele- 
mentary building. 


By Sept. 1971 the district 


hopes to add another three 20- 
room elementary schools and a 
14-room addition to an ele- 
mentary building. Two of the 
elementary schools would be 
paid for through ISBC funds. 


Tentative sites for the three 


elementary schools to be built 
in 1971 include a site east of 
Dooley School in Campanelli's 
Unit 14, the Lancer Corp. site 
east of Roselle Road and south 
of Schaumburg Road, and the 
Timbercrest subdivision. 


UNDERGROUND PARKING and open courtyard would be 
features of a proposed 1,200-unit apartment complex in 
Schaumburg at Algonquin and Quentin roads. Developer is 


Erich W. Kuntze who built and and owns the Country Acre 
apartment complex in Des Plaines. Architect for the Schaum- 
burg project is Salvatore Balsamo of Chicago. 


Unveil Apartments Plan 


A 1,200-unit apartment com- 


plex, designed with concepts 
termed new to the Chicago 
area, was proposed Wednesday 
for Schaumburg. 


The units would be built on 35 


acres at the northwest corner of 
Algonquin and Quentin roads. 
The petitioners asked for annex- 
ation to Schaumburg, but the 


property lies within Palatine 
T o w i s h i p and Elementary 
School Dist. 25. 


The proposed density for the 


apartments would be 34.2 units 
per acre. That is the highest 
density of any proposed apart- 
ments in Schaumburg and the 
zoning board m e m b e r s ex- 
pressed their doubts. 


DR. MARTIN J. Coniglio, zon- 


ing board member, said, "In 
the last six months most devel- 
opers have come to us with a 
maximum density of 20 units 
per acre. I know density is a 
financial consideration, but if 
the others develop to a density 
of 20, it's practical for you to do 
it also." 


ICPT Group Stands Against 
Non-Public School Support 


Music Festival 
Planned at Conant 


More than l.POO young musi- 


cians will be participating in 
the annual Dist 54 Music Festi- 
val 
lit 
Conant 
High 
School 


March 15, at 3 p m 


V o c a l 
and 
instrumental 


groups representing the dis- 
trict's 15 etementiiry and junior 
high schools will perform m a 
90-minut« corccrt There is no 
admission charge 


Debra Carroll, Keller Junior 


High vloUnut, will be the fea- 


tured soloist and will perform 
"Pupil's Concerto No. 2 by F. 
Seitz." 


Selections by vocal and in- 


strumental groups will include 
Fifty Nifty United States - Ray 
Charles. Vendant Meadows — 
Handel, Theme and Fanfare- 
Moeklwinkle, 
and 
Area 
and 


Fugue — Handel. 


For the finale, the combined 


choruses and junior high bands 
will present "Born to be Free." 


The Illinois Congress of Par- 


ents and Teachers (ICPT) has 
taken a firm stand against tax 
support for non-public schools, 
including nun schools. 


"Parents 
who 
voluntarily 


deprive themselves of the op- 
portunity to use public tax sup- 
ported schools because they 
wish to educate their children in 
a specific religious atmosphere, 
or for any other reason, should 
accept their responsibility for 
the financial support of the 
kinds of schools they prefer," 
states a PTA position paper on 
the issue. 


L o c a l PTA members in 


Schaumburg School Dist. 54 
have been urged by their legis- 


lative chairmen to write letters 
to their state legislators ex- 
pressing opposition to any state 
f i n a n c i a l aid to non-public 
schools. 


SPECIFICALLY, PTA mem- 


bers are taking a stand against 
House Bill 46, which calls for 
the state to provide a per-pupil 
grant to any non-public school 
equal to the state aid that would 
be vaid out if that pupil at- 
tended public school instead. 


Dist. 54 Supt. Wayne Schaible 


told members of the Schaum- 
burg Area PTA Council recently 
that the state of Illinois is in a 
financial crisis, and that there 
is a real need to increase state 
aid to public schools. Presently 


state aid amounts to $400 per 
pupil. 


According to State Represen- 


t a t i v e 
Eugenia Chapman, 


D-Arlington Heights, "it is real 
great for anyone to talk about 
aid to parochial schools, but un- 
less they're willing to vote for 
greatly increased state taxation 
— an income tax — it's out of 
the question." 


The Illinois PTA organization 


believes that tax support of any 
private schools in the state 
would open the door to support 
of all private schools desiring 
such aid. 


ACCORDING to the Illinois 


PTA group, public education is 


a public service which voters 
have established through their 
elected representatives as desir- 
able and in the public interest. 


Direct personal benefit by use 


of the public schools is not in- 
volved in the support of public 
education as an institution, the 
ICPT contends. 


Some state legislators have 


reported that they have re- 
c e i v e d more mail backing 
House Bill 46 than for any other 
bill in recent history. 


But catholic spokesmen in St. 


Hubert's parish, Hoffman Es- 
tates, say that the possibility of 
state aid to parochial schools is 
a "pie in the sky" idea with no 
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Developer for the site, Erich 


W. Kuntze, said the density 
would detract from the devel- 
opment. 


"We're not trying to save 


money. People coming to the 
suburbs want something that's 
exciting. That's why we came 
to Schaumburg with this proj- 
ect. We're trying to sell a con- 
cept, an idea that's different. 
This will be completely differ- 
ent from anything being built in 
Illinois or this area." 


He said his proposal is based 


on one in San Mateo, Calif., that 
has a density of 40 units.' "But 
when you see this project, you'd 
never realize the density is that 
high. All you see is green space. 
That's how our project will be." 


He said he would fly the 


boarr* to San Mateo to see the 
project. 


"THE TIME has come for 


this area to have the concepts 
of tomorrow," Kuntze said. 


The proposed complex would 


have 17.5 acres of green or open 
space. It would consist of con- 
necting 
three-story 
buildings 


and one 10-story building. 


The three-story 
buildings, 


would have an average of 180' 
units per building and the 10- 
story building would have 120 
units The complex would in- 
clude 300 one-bedroom ur;ts, 756 
two-bedroom units, 72 efficiency 
units 
and 
72 three-bedroom 


units. 


Rents would range from $170 


to $350. 


Kuntze said the first unit 


could be completed by next 
spring and the second building 
ready for occupancy by fall. An 
8.2-acre lake would be in the 
center of the units along with 
recreation facilities. 


THE RECREATION facilities 


would be built along with the 
first units. 


Each ISO-unit building would 


have 165 parking spaces under- 
ground and 105 parking spaces 
above ground. 


Kuntze said the development 


will be oriented for an adult 
community. 


An 8,000-square-foot shopping 


area is also planned. The center 
would be for the convenience of 
residents. 


The total cost of the devel- 


opment is expected to be ap- 
proximately $22 million. The 
population will be between 3,000 
and 
4,000. 
The 
number of 


school-age children is estimated 
at 300. 


The developers agreed to do- 


nate $100 per writ toward sthe 
cultural center. 


THE BOARD asked for a«Mi- 


t i o n a 1 information on the 
number of school age children 
the complex would generate, 
underground parking plans and 
the amount of open space. 


The hearing for the annexa- 


tion and B-2, planned devel- 
oping zoning, will be continued 
at the Great Hall. 
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SIX PERSONS were injured in a chain accident on 
Algonquin Road in Rolling Meadows Wednesday af- 
ternoon. Bernard Genteln, Hoffman Estates, and 
his wife, Paulette. suffered face and head injuries 
when the car Gerstein was driving plowed into the 
rear of a stopped westbound car, driven by Ronald 
Lucarz who lives in the nearby Three Fountains 
apartments. Lucarz told police he was waiting to 


make a left turn onto Newport Ave. and his wheels 
were turned, so the impact pushed his car into the 
path of an eastbound cement mixer truck. Lucarz 
suffered leg injuries, his wife, Dorothy, head in- 
juries, and his mother, Mrs. Florence Tomusiak, a 
broken leg and head Injuries. The driver of the 
Vulcan Material Co. truck, Peter Christensen of 
Chicago, complained of chest pains when he 


climbed out of his vehicle, which rolled over in the 
ditch as he swerved in an attempt to avoid the 
crash. Gerstein was cited by Rolling Meadows po- 
lice for failure to reduce speed to avoid an acci- 
dent, although he claimed he did not see brake 
lights or flashing turn signals on Lucarz' car. Fire- 
men hosed down spilled gasoline until all the cars 
were removed. 
(Staff Photos) 


Candidates' 
Night Set 


(Ser column on page 4.) 


Candidates hoping to win vo- 


ter approval to an elected office 
in the April elections will have 
the chance to present their 
views at a Candidates' Night on 
March 31 sponsored by the Pal- 
atine League of Women Voters. 


The league is inviting persons 


who have tiled candidate peti- 
tions for elections to the Pala- 
tine Village Board, Palatine 
Township Board. High School 


ing all candidates will attend 
the session, but definitely are 
expecting candidates in elec- 
tions where there is a contest. 


Incumbents are opposed in 


the township, Palatine 
Park 


Dist., and High School Dist. 211. 


All the candidates will be in- 


troduced, but will not be asked 
to give opening remarks. After 
the introductions, the forum will 
be opened to questions from the 
audience. 


Elections for 
township 
offi- 


Dist 211 and Elementary School, cials and park district commis- 


sioners will be held the day af- 
ter the forum on April 1. 


Diat. 15. 


Other persons to be Invited in- 


clude candidates for the Pala- 
tine library board, Inverness 
village board, Harper Junior 
College, Palatine Park Dist., 
Salt Creek Rural Park Dist., In- 
verness Park Dist., and Pala- 
tine Township school trustee. 


LEAGUE members are hop- 


School elections fall on April 


12, the second Saturday, and li- 
brary and village officials will 
be elected on April 15. 


The Candidates' Night will be 


held in the cafeteria of Fremd 
High School, beginning at 7:45 
p.m. 


Chamber Is Coordinating 


by MARTHA KOPER 


(third of a series.) 


Members of Palatine's Cham- 


ber of Commerce aren't living 
on an island, due largely to the 
newly organized committee in 
charge of public and civic club 
relations. 


Its goal is not only to create a 


good image of the business 
community, but to establish a 
s o u n d , working relationship 
with organizations in the vil- 


"We are seeking coordination 


and cooperation of every orga- 
nization in the community," ex- 
plained Mrs. Ruth Ryan, chair- 
man of the committee. 


One of her first jobs when she 


was chosen to head the group in 
January was to contact every 
club in the village asking for a 
list of 
1969 


special events during 


THE 
REASON 
is 
simple. 


Most Palatine groups schedule 
at least a couple of dinner-danc- 


es, or an annual meeting, or 
some other kind of special event 
during the year. And most Pala- 
tine people, including chamber 
members, belong to more than 
one of these organizations. 


So the chamber saw an imme- 


diate need to coordinate all spe- 
cial events so members would 
not be forced to choose among 
several activities all possibly 
scheduled for the same evening. 


"So far, it's working out very 


well," Mrs. Ryan said. 


"We have been able to com- 


pile quite a list of future activi- 
ties in Palatine and are at- 
tempting to plan our special 
events at other times," she ex- 
plained. 


THERE'S MORE to the com- 


mittee's work than avoiding a 
conflict in dates though. 


"We also hope to be able to 


set up a system of reciprocal 
support for major programs of 
the clubs and our activities," 
Mrs. Ryan said. 


Almost every club in Palatine 


Reject Re-zoning 


Fear of increasing 
traffic 


problems 
by 
Winston 
Park 


homeowners in Palatine was re- 
moved Wednesday night when 
re-zoning (or one of the largest 
p r o p o s e d apurtment devel-, Palatine 
opments in the area was re- 
jected. 


The Arlington Heights Plan 


Commission 
overwhelmingly 


voted to recommend denial of 
Miller Builders' petition that 


Route 53 interchange. 


Approval of such a project un- 


doubtedly would have increased 


PROPOSAL to close either 


the Winston or Williams Drive 
intersection with Palatine Road 
were made last fall. But resi- 
dents of Winston Park subdivi- 


would have paved the way for | sion strongly objected since it 
construction of more than 600 
apartments on the 45-acre tract 
norUwut of the Palatine Road- 


would leave only one road con- 
necting the area with the junior 
expressway, Palatine Road. 


has some kind of fund-raising 
project during the year and the 
chamber of commerce wants to 
help promote worthy projects 
by using its sources of support 
in the business community. 


Probably the chamber com- 


mittee's major purpose related 
to other organizations is con- 
vincing their members to shop 
in Palatine. 


As the committee grows, Mrs. 


Ryan hopes to build enough 
strength in the group to estab- 
lish a direct line into every vil- 
lage organization. 


"I'D LIKE to have someone 


from the committee appear be- 
fore each group and make a 
short speech emphasizing the 
reason to keep your money in 
Palatine," she explained. 


"Some people are surprised to 


find out that 2 per cent of the 5 
per cent sales tax stays in the 
village," she added. 


And so after only a few 


months of operation, the path 
seems to be clearing toward a 
cooperative 
and 
coordinated 


spirit among Palatine's organi- 
zations. 


"The recognition just wasn't 


there before. That's probably 
because we were going our sep- 
arate ways," Mrs. Ryan said. 


"But I think it's a different 


story now," she smiled. 


In the midst of all these time- 


consuming activities, the cham- 
ber's public relations committee 
also is working to create an im- 
age. 


BUT THE image extends fur- 


ther than the business commu- 
nity. 


"We're trying to push the 


idea of Palatine — A Retal 
Home Town," Mrs. Ryan said. 


That's this year's slogan of 


the Chamber of Commerce and 


the committee thinks if this im- 
age can be created in the entire 
village, undoubtedly it also will 


help local business. 


(Next: The chamber enters 


legislative matters.) 


ELECTION 
INTEREST 
IS DOWN 


With 15 days remaining until deadline, an apparent 


lack of interest has been shown in the Dist. 15 school 
board elections. Otto Eilering and Joel Meyer, in- 
cumbent board members, are unopposed for the April 
1st election. 
Last year, William Jones of 


Palatine, ran against three in- 
cumbents and was defeated. In- 
dications are that the lack of an 
'overriding issue, rather than 
public indifference, could be the 
reason for the lack of com- 
petition. 


The monthly board meetings 


have not fallen off in recent 
months and there have been 
other years when candidates 
ran unopposed. 


Jones ran as a "concerned 


citizen," who voiced no serious 
objections to the board. How- 
ever, incumbents knew one of 
them could lose and the election 


generated some interest. 


EILERING, a Palatine resi- 


dent, is seeking his third term. 
He has served on the trans- 
p o r t a t i o n and salary com- 
mittees. "I have enjoyed my 
work on the board up to the 
present time and I am looking 
to see the things I am now 
working on become effective." 
Eilering is an engineer at West- 
inghouse. 


Meyer is seeking his fifth 


t e r m . An administrator at 
Northwestern 
University, 
he 


served on school board com- 
mittees on finance, salary and 


the steering and administrative 
committees. 


"After 12 years on the board, 


you have to enjoy it with all the 
work you have to do," he said. 


The Dist. 15 election contrasts 


sharply with its counterpart in 
Dist. 211, which is hotly con- 
tested. 


I N C U M B E N T S James 


Humphrey and William Fremd 
are being opposed by Richard 
Chisrico and Mrs. Carolyn Mul- 
lins, although the latter has the 
backing of incumbent Donald 
Truitt, who will not seek re- 
election. 


Chierico and Fremd are from 


an unincorporated area and one 
of them must be elected. Should 
both men be elected, it would 
mean one incumbent-backed 


professional 
negotiations 
and I candidate would defeat another. 


Reappoint Mosquito 
Abatement Trustees 


T h r e e t r u s t e e s of the 


Northwest Mosquito Abatement 
Dist. will be re-appointed to 
three-year terms in spite of 
questions posed by Palatine's 
mosquito 
investigating 
com- 


mittee since last July. 


Although Judge Harry Comer- 


ford delayed the re-appoint- 
ments since December so he 
could meet with trustees and 
the committee, he said the pre- 
sent board will continue as pol- 
icy makers of the district after 
the meeting on Tuesday after- 
noon. 


The meeting was called by 


the judge "to promote an ex- 
change of ideas and intelligent 
co-operation between the com- 
m i t t e e from Palatine and 
trustees," he said. 


"I 
hope we accomplished 


this," he added. 


CHAIRMAN OF the mosquito 


investigating 
committee 
ap- 


pointed by Village Pres. John 
Moodie last summer is Mrs. 
Clayton Brown, who said, "The 
judge had to arrive at the deci- 
sion to re-appoint trustees based 
on the information presented." 


A f t e r 
attending 
several 


NMAD meetings and gathering 
information about the district 
and mosquito control, the com- 
mittee submitted the names of 
four residents to be considered 
for trustee positions. 


"The committee thought that 


men with technical knowledge 
applicable to mosquito control 
should be considered for the 
job," Mrs. Brown explained. 


"But the judge's only re- 


course was to re-appoint the 
trustees because we deliber- 
ately did not present all the in- 
formation we have compiled," 
she said. 


"TO PRESENT all of it on 


Tuesday would not have accom- 
plished anything. However, it 
will accomplish something when 
we include it in a report to our 
board along with our recom- 
mendations," she said. 


The committee hopes to have 


its report ready within two 
weeks for village trustees to 
study. 


A basic conclusion of the com- 


mittee's study has been that 
more permanent control meth- 
ods and less temporary control 
techniques should be started by 
the mosquito district. 


plaint — that's why I called the 
meeting this week," he said. 


Asked if the Palatine com- 


mittee's only method of com- 
plaint was through the appoint- 
ing judge, he said, "I wouldn't 
like to think a meeting like this 
was necessary to do that." 


"But there was an apparent 


communication breakdown be- 
tween the trustees and the 
group from Palatine," he ad- 
mitted. 


Since the 
committee 
was 


formed, 
it has experienced 


problems in collecting all the in- 
formation necessary for a thor- 
ough study of why Palatine was 
swarming with mosquitos last 
summer. 


THE JUDGE said be was 


aware of the problem, 
but 


thinks the problem was solved 
at Tuesday's meeting. 


At t h e meeting, 
NMAD 


Trustee Richard David of Hoff- 
man Estates said the district's 
"I have no way of knowing if I tax 
rate 
jg a n 
insignificant 


this is the correct approach to 
mosquito abatement," 
Judge 


Comerford admitted. 


After the meeting on Tuesday, 


NMAD trustees and the direc- 
tor, 
Wilbur Mitchell wilTte willing 
to listen to suggestions from the 
Palatine group, according to the 
judge. 


'TAXPAYERS are entitled to 


be heard, if they have a corn- 


amount on the average tax bill, 
according to Mrs. Brown. 


"But 
it's 
not insignificant 


when you look at the district's 
total budget which comes to 
more than $300,000," she said. 


"This is taxation without rep- 


resentation because we have no 
control 
over 
the board of 


(Continued on Page 4) 


AHHHHGGHHH! The human wishbone writhing in 
the grip of two tormentors is a Northwest Police 
Academy recruit undergoing a vigorous Umbering 
up session before proceeding to an even more 


strenuous session of hand-to-hand combat. The 
classes are held in the gym at John Heney High 
School, Arlington Heights. The academy trains po- 


lice recruits from Arlington Heights, Mount Pros- 
pect, Rolling Meadows, Palatine, Wheeling, and 
other communities in the suburban Northwest. 


(Staff Photc by Mike Seeling) 
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Drain Error Miffs 
Library Trustees 


R o l l i n g Meadows library 


trustees, who thought surface- 
water drainage problems would 
be solved through landscaping, 
were angered this week when 


New High 
School h 
Planned 


Plans for the 
new 
Rolling 


Meadovvs High School will head- 
lint' the agenda for u "town 
meeting" 
at 
Carl 
Sandburg 


School next Thursday evening 


The Chamber of Commerce 


ha.s mvited .lack Martin, assist- 
ant to the superintendent of 
High School Dist 214 He will 
explain to the people of the city 
the April 12 referendum for a! 
building on the Central Road, 
Mte in the cit>. and the necessi-, 
t> for increases in tax rates, 
both educational and building 


Construction of a high school j 


in the city is considered by civ-, 
ic leaders as vitally important 
(vi the community 


\LL IVTRKKSTKD residents | 


are urged to attend the open 
meeting 


A second topic on the agenda 


for the public meeting will be a 
talk bv Albert W (Jass of the 
Northwest Cooperative Mental 
Health As-sn . whose subject will 
be mental health needs and re- 
sources of the community 


The Chamber of Commerce 


will serve refreshments after 
the program 


asked to approve a $1,200 drain 
line in a new attempt to correct 
the situation. 


Raymond Uecker, landscape 


architect, laid part of the blame 
on the concrete contractor who 
missed the proper grade in in- 
stalling sidewalks. 


As a result, pockets of water 


! stand near the building. 


UECKER SAYS grade of the 


1 building was set according to 
the 
street 
grade. 
However, 


I there is a sharp rise between 
! the street and public sidewalk, 
1 leaving only a slight rise to the 
b u i l d i n g to handle surface 
| drainage. 


: 
"We hoped the landscaping 


would handle this." he said. 


Now a drain line from near 


the building across the parking 
lot to a storm sewer is pro- 
posed 


Uecker is recommending slop- 


ing the parking lot surface to 
the center where his plan calls 
for a catch basin. 


"So a goof in construction is 


going to cost us $1,200," groused 
Richard Davis, backing Tom 
Grossman who expressed anger 
at the additional cost. 


D a v i s suggested 
Uecker 


should split the cost, and Ue- 
cker did, as the discussion be- 
came tense, say he would bear 
the cost if still further drainage 
problems develop, as foreseen 
by John Lund. 


THE BOARD authorized a 


$200 engineering survey to de- 
termine the value of the pro- 
posed drain line, and will meet 
at 7 p.m. Thursday to study the 
results of the survey. 


If the drain line is approved, 


it should be installed before 
landscape work resumes in ear- 
ly April, Uecker advised. 


New Township Maps 


New maps of Palatine Town- 


ship offered free from the Pala- 
tine Chamber of Commerce can 
be obtained at any one of 46 dif- 
ferent spots in the area begin- 
ning today 


Many Chamber of Commerce 


members have 
offered 
their 


places of business as map de- 
pots. 


As a service project to resi- 


dents, the chamber decided an 
updated layout of the township 
was necessary several months 
ago. 


A TOTAL OF 5,000 were re- 


turned from the printers late 
last month and now are avail- 
able to any resident in the town- 
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fi.-> YEARS AGO 


Conk County Herald. March I. 1904. 


Over $2.000000,000 will be poured into the pockets of the 


people of the United States because of the war between Russia 
and Japan Of the sum. over half will go into the pockets of the 
farmer The man behind the plow in the Middle West now stands 
as dictator to Russia and Japan. The wheat he raised, the corn he 
plowed, the cattle he owns are needed in the Far East and when 
the victor comes to figure up the war indemnity, he will find that 
the bulk of the expense has gone to the American farmer. 


50 YEARS AGO 


Cook County Herald. March 7. 1919 


The regular meeting of the Arlington Heights Village Board 


was held Monday. March 3. 1919. 


The finance committee reported favorably on bills and pay 


roll amounting to $252 BO which were ordered to be paid. 


A petition signed by property owners abutting north Dunton 


Avenue from the end of the paving to the village limits pledging 
$2no to have the road fixed up by putting on crushed stone, was 
referred to the street committee 


The treasurer's report, showing a balance of $467.74 was read 


and referred to the finance committee. 


25 YEARS AGO 


Arlington HrighU Herald. March 3, 1944 


An A&P super market ad reminded shoppers to bring their 


ration stamps and listed the following prices for food: Pork roast, 
25 cents a pound, bacon, 25 cents a pound: smoked ham, 29 cents 
a pound, link sausage. 39 cents a pound: ground beef, 25 cents a 
pound and chuck roast. 25 cents a pound. 


Other food prices included three pounds of coffee for 59 cents, 


four pound-, of cabbage for 10 cents, a pound of fresh peas for 15 
cents, and two bunches of fresh beets for 11 cents, 


10 YEARS AGO 


Arlington Heights Herald. March 5, 1959 


The death sentence, as it is applied in Illinois, is arbitrary, 


rnre. haphazard und useless as a deterrent to capital offenses. So 
concludes a survey released last week by Eugene S. Zemans, 
executive director of Chicago's John Howard Association. 


The study was made in connection with a proposal in the 


Illinois legislature to establish a six-year moratorium on the use 
of the death sentence 


ship 


The 19-by-ll-inch layout spots 


all 130 chamber members and 
includes locations of municipal 
buildings in Rolling Meadows 
and Palatine. U also gives an 
updated version of new streets 
and spots churches and schools 
of both municipalities. 


For a comjlete list of map 


depots, see Monday's paper. 


Obituaries 


Ryan 3rd Candidate 
For Dist. 214 Board 


James T. Ryan, of 2006 Rose- 


hill, Arlington Heights, today 
announced he will be a candi- 
date April 12 for a one-year 
term on the High School Dist. 
214 board. 


Ryan, who had been one of 


five persons weighed for two 
school board 
appointments 


made last month, said he was 
encouraged to run and had con- 
sidered the matter for a long 
time before deciding to take out 
candidate petitions. 


He said he wanted to assure 


himself that he could give the 
school board the proper time 
and without shorting the Arling- 
ton Heights Plan Commission, 
on which he serves. 


In a statement released to the 


papers he explained, "I specif- 
ically announce my candidacy 
for the one-year term so that 
each and every voter . . . will 
have the opportunity to review 
my record in one year." 


RYAN 
ALSO 
made 
these 


Zoning Study 
Of High Rise 


Plans for the proposed high 


rise motel on Arlington Park 
Race Track property at Rohl- 
wing Road and Euclid Ave. will 
be considered jointly by the spe- 
cial zoning commission and the 
zoning board of appeals. 


The combined public hearing 


will be held at 8 p.m. March 20 
in the council chambers of Roll- 
ing Meadows city hall. 


The land on the northwest 


corner of the intersection is now 


3 Re-Appointed- 


• Continued from Page 1) 


trustees." she added 


OTIIKK MKMBKHS of 
the 


P a l a t i n e committee include 
Richard Dawson, village direc- 
tor 
of environmental 
health. 


Mrs 
Martha Lawson. School 


Dist 
15 director of health ser- 


vices 
Karl 
Dailey. research 


rhonust for Chas Bruning Co 
,md Howard I OLsen. township 
supervisor 


the judge include president of 
the board, Richard Crandall. 
P a l a t i n e , Walter J. Wells, 
Mount 
Prospect 
and 
Jacob 


Goldman, Harrington. 


Juxt Can't Wait 


The average "marrying" age 


of men now is 22, compared 
with 24 a quarter of a century 
ago 


Trustees to l>e re-appointed by 
FRI., MAR. 7, 1969 


fashion 


"They complained about us 
using thin paint . . . wait 
'til they try to open these 


windows!" 


John P. Meagher 


John P. Meagher, 76, died 


Tuesday in DuPage County Me- 
morial Hospital, Elmhurst. 


He was born Oct. 15, 1892, in 


McComb, Miss., and lived at 
4N619 Church Road in Ben- 
senville. 


Visitation is today at Geils 


Funeral Home. 180 S. York 
Road, Bensenviile. Funeral ser- 
vices will be held tomorrow at 
10:30 a.m. from the funeral 
home to St. Alexis Catholic 
Church in Bensenviile, for 11 
a.m. mass. Interment will be at 
St. Joseph Cemetery, River 
Grove. 


Surviving 
are 
his 
widow, 


Irona; two daughters, Mrs. Vir- 
ginia Davies of Bensenviile, and 
Mrs. Alice Furlan of Harwood 
Heights, III; four sons, Tom of 
Tampa, Fla., Jack of Jackson- 
ville, Fla., Robert and Henry, 
both of Bensenviile; 14 grand- 
c h i l d r e n ; 17 great-grand- 
c h i l d r e n ; a sister, Maggie 
Rausa of Scrttle, Wash.; three 
brothers, Harry Rausa and Nick 
Rausa, both of Chicago, and 
Frank Rausa of Hartsville, Ala 


Deaths Elsewhere 


Donald L. Bach, 51, of Whea- 


ton, died suddenly Feb. 21, in 
Central DuPage Hospital, Win- 
field. Funeral services 
were 


held Feb. 24, at the Wheaton 
Evangelical Free Church in 
Wheaton. The Rev. LaReau 
Thorwall officiated. Interment 
was at Memory Gardens Ceme- 
tery in Arlington Heights. Sur- 
viving are his widow, Doris; 
three daughters, Carolyn at 
home, Mrs. Virginia Sandsmark 
of Wilmette, and Annette Bach 
of Chicago; two sons, Marvin 
and Donald at home; his moth- 
er, Mrs. Martha Bach of Arling- 
ton Heights; two sisters, Mrs. 
Dorothy Carleston of Dundee, 
and Mrs. Marlyn Culton of 
Springfield, Mo.; and a brother, 
Harold Bach of Elgin. 


Mrs. Mary Jane Mead, 59, of 


Park 
Ridge, 
died suddenly 


Tuesday in her home. Memorial 
services will be held tomorrow 
at 2 p.m. at the Church of the 


] Good Shepherd, 301 Ridge (cor- 


ner of Ridge and Landmeier 
Road) in Elk Grove Village. 


I The Rev. Lloyd Weber will offi- 
ciate. Surviving are two daugh- 
ters, Mrs. Nedra Morbeck of 
Elk Grove Village, and Mrs. 
R a d a h Repel of Arlington 
Heights; a son Hal Mead of Chi- 
cago; seven grandchildren: and 
two sisters. 


Mrs. Marie Julia Georgcn, 73, 


of Pompano Beach, Fla., died 
Tuesday in Holy Cross Hospital, 
Fort Lauderdale, Fla. Funeral 
services will be held tomorrow 
at 10:30 a.m. from Lewis Funer- 
al Home, 7600 W. Grand Ave., 
Elmwood Park, to St. Cyprian 
Church in River Grove, for 11 
a.m. mass. Interment will be at 
St. Joseph 
Cemetery, River 


Grove. Surviving are her hus- 
band, Louis J.; two daughters, 
Mrs. Marion Bedore of Ohio, 
and Mrs. Florence Williams of 
Texas; two sons, Richard J. of 
Mount Prospect, and Robert J. 
of Chicago; 19 grandchildren 
and two great-grandchildren. 


Outsider 
To Take 
Crown 


A champion will be crowned 


in the Palatine Regional basket- 
ball tournament tonight but, un- 
fortunately, it won't be one of 
the two Palatine High Schools. 


Both Palatine 
and Fremd 


high schools were eliminated 
from the regional round of the 
state basketball tournament in 
t h e i r first contest Tuesday 
night 


Palatine's Pirates were em- 


phatically bounced from 
the 


tourney by long-time rival Ar- 
lington, 64-52. 


FREMD MADE it a lot closer 


before bowing to another Ar- 
lington Heights school in the 
second game. In that one, the 
Vikings lost to St. Viator 51-49. 


Tonight's championship game, 


to begin at 7:30 p.m., will 
match Wheeling against 
the 


winner of last night's contest 
between Arlington and St. Via- 
tor. Wheeling advanced to the 
championship 
by 
defeating 


Mundelein Wednesday. 


The winner of tonight's game 


will advance to the sectional 
round of the tourney next week 
at Arlington. 


See further details in today's 


sports section. 


Habit- 
forming. 


When you stack one U.S. Sav- 


ings Bond on top of another, it 
becomes a habit that's tough to 
break and hard to beat. That's 
because it's so painless. Just tell 


your employer or banker to set 
aside a regular -amount from 


your paycheqk before you have 
a chance to spend it. Sign up 
today. 


NOW—Higher Rates! 


Savings Bonds now pay 4.25% 
when held to maturity — and 
Freedom Shares (sold in com- 


bination with E Bonds) pay a 


full 5%. The extra interest will 


be added as a bonus at maturity. 


And now you can buy the 
Bond/Freedom Share combina- 
tion any time—no monthly 
commitment necessary. Get the 
facts where you work or bank. 


US Savings %nds, 
new Freedom Snares 


T*« !/.• 
. 
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zoned M-l, lighti ndustrial, un- 
der the Rolling Meadows zoning 
code. 


Petitioners ask a change to 


R-7, apartment, office and in- 
stitutional district, to permit 
construction of a 400-room mo- 
tor inn similar to the Marriott 
near O'Hare Field. 


The high rise design will also 


require a variation from the 60- 
foot limitation set in the zoning 
code. 


THE PROJECT IS part of a 


program to greatly expand the 
facilities of the race track. 


The motor inn is expected to 


offer lower rates than the nigh 
rise hotel now under construc- 
tion adjacent to the Arlington 
Carousel restaurants, which will 
serve the new motor inn. 


A coffee shop will be included 


in the motor inn plans. 


The special zoning commis- 


sion will make a recommenda- 
tion to the city council on the 
zoning change, and the ZBA will 
rule on the height variation. 


All interested persons are 


urged to attend the joint hear- 
ing and will be granted opportu- 
nity to voice opinions. 


points in his statement: 


—That it is "vitally impor- 


tant" to achieve close coopera- 
tion between the various plan 
c o m m i s s i o n s and the high 
school districts." 


—That the main prerequisites 


for a school board member are 
"a willingness to serve and a 
sense of objectivity . . . I be- 
lieve I have sufficient objectiv- 
ity to serve the students, the 
parents of the students and the 
taxpayer 
at-large. 
A 
board 


member must have a feeling of 
responsibility to each." 


—That he would do his best to 


insure "that, dollar for dollar, 
this district will have the best 
educational system that it col- 
lectively cares to afford." 


RYAN TOLD Paddock Publi- 


cations he felt he could serve as 
a bridge between the Arlington 
Heights Plan Commission and 
the high school district. He 
pointed out that board member 
Mrs. Leah Cummins holds a 
similar position with the Elk 
Grove Village Plan Commission 
while board 
member Frank 


Bergen serves on the Mount 
Prospect Plan Commission. 


Ryan called for using "lead- 


ership, direction and a willing- 
ness to listen to legitimate, le- 
gally presented student propos- 
als" as the answer to the trend 
of student "rebellion for rebel- 
lion's sake." 


Ryan, when he files his peti- 


tion, will become the third 
name on the list, a list of candi- 
dates for the one-year term, 
The others are Don McGlothlin 
of Wheeling and John M. Cos- 
tello of Mount Prospect, now 
holding a seat on the board by 
appointment. 


RYAN, A LAWYER, is 


partner in the Chicago law firm 
of Morgan, Halligan, Lanoff and 
Cook. 


He is a former director of the 


Arlington Heights Jaycees, for- 
mer president of the Arlington 
Vista Home Owners Association 
and general counsel for the Illi 
nois Young Republicans. 


Between the Lines 


Responsibility 


Leans Two Ways 


by ED MURNANE 


City Editor 


Everyone talks about the responsibilities public of- 


fice holders have to the people who elected them. 


When school taxes go up, school board members are 


blamed because they, in the eyes of the taxpayer, are 
responsible for providing the best possible education at 
the lowest possible cost — which means no tax increas- 
es. 


When streets are chopped up or basements are 


flooded, the village or city officials are responsible be- 


cause, after all, they were elected to 
solve these problems and they'd better 
doit. 


When park facilities are not as 


adequate as parents would like for 
their children, the park district offi- 
cials hear about it because they are 
the ones who are supposed to be pro- 
viding outstanding recreational facil- 
ities for their constituents. 


HVBNANB 
THE responsibilities, although maybe 


somewhat overdramatized here, are heavy on office 
holders and most of them should be commended for their 
willingness to face them. 


But at this time of year, particularly during the next 


six weeks, the responsibilities fall on other shoulders too 
— the shoulders of the voters. 


This is the time — the eve of local elections — when 


candidates put their qualifications and their records on 
the line 


And the voters, whose responsibility is to see that 


only the best candidates are elected, can only do that by 
getting to know the candidates, their qualifications, and 
just how the election of one candidate or another will 
affect the community. 


Fortunately, there are a number of occasions during 


the campaign when voters can meet the candidates and 
question them on issues, qualifications and past records. 


Failure by the voters to take these opportunities, 


whether they be the candidates night sponsored by the 
League of Women Voters or candidate forums sponsored 
by school districts, takes a lot of steam out of the same 
voters' compaints during the balance of the year. 


LAST YEAR, when High School Dist. 211 scheduled 


voter information sessions prior to a referendum, fewer 
than 20 people in both Palatine and Schaumburg Town- 
ships attended. 


That display of apathy by the voters was unprece- 


dented, and it should never be allowed to happen again. 
Voters who do not take the time and interest to inform 
themselves and become qualified to vote have no busi- 
ness entering the voting booth and even less business 
compaining when elected officials perform in a manner 
they said they would during the campaign. 


What kind 
of investment 


is Freedom 


DShrewd? DSafe? DRatriotic? DExclusive? 


You're right if you checked all four boxes. 


Freedom Shares are a shrewd investment because they pay 4.74% when held 
to maturity. They mature in just four-and-a-half years, and are redeemable 
after one year. 


There is no safer investment because Freedom Shares are backed by The 
United States of America. 


Exclusive? Absolutely. Not everyone can buy new Freedom Shares. You have 
to belong to the Bond-a-Month or Payroll Savings Plan. Freedom Shares are a 
bonus opportunity for these regular Bond buyers. 


And, as you help yourself by buying Freedom Shares, you're also helping your 
country. Sign up for Freedom. Get all the facts from the payroll people 
where you work or any officer where you bank. 
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US. Savings Bonda 
New Freedom Shares 
k. 
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The U.S. Government dots not pay for this advertisement. It is presented as a jwblie 
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Newcomers Club — 
A Greeting and More 


Newcomers to the Palatine 


area will find a friendly greet- 
ing and a chance to get to know 
the community and its people, 
thanks to the efforts of Mrs. 
John Dempster, past-president 
and founder of the Newcomers 
Club of Palatine. 


"We really started on a shoe- 


string." she explained. "The 
first meeting was held at my 
home in October, 1964, and we 
had exactly three members." 
Since then, the club has ex- 
panded to 200, with the general 
meeting now held at the Elks 
Club in Arlington Heights 


MEMBERSHIP is open to all 


new women residents in the 
Palatine area. 


General meetings are held on 


the second Thursday of the 
month at 8 p.m. where the 
ladies can enjoy a cup of coffee 
and meet their new neighbors. 


Although the club is far larg- 


er than it was when Mrs. 
Dempster organized it, the goal 
is still the same, explained cur- 
rent 
president, Mrs. James 


J«*an Rome 


Sheldon. 


"We still extend the same 


friendly and neighborly hand to 
all newcomers, and we still pro- 
mote interest in our city and 
community affairs. We want 
new residents to know the town 
and the people in it." 


In the evening, the members 


and their guests can enjoy such 
activities as a cosmetic demon- 
stration, white elephant bingo, a 
gourmet demonstrr.tion, or a 
speaker on such topics as "Op- 
eration Headstart" and "A Trip 
To The Moon." 


A recent addition is the coffee 


hour, with groups of 20 new 
ladies invited to these informal 
get-togethers where they can 
meet and discuss the club and 
its programs. 


Women soon meet others with 


whom they share such interests 
as bowling, golf, books, bridge, 
arts and crafts, and interior 
decorating. There are tours of 
nearby places of interest and 
luncheon groups which meet at 
local restaurants. 


"We haven't forgotten the 


husband either," said Mrs. Shel- 
d o n. Pointing to his pre- 
occupation with getting settled 
in a new job and possible busi- 
ness trips, she said that by par- 
ticipating in "couple activities," 
many husbands and wives have 
discovered 
"mutual 
interests 


and have formed lasting friend- 
ships." 


A NEW addition is an annual 


tea at the home of Mrs. Harold 
Ralph. Last fall, the club spon- 
sored an Arlington Park race 
track party and a progressive 
dinner. This year's activities 
have included a New Years Eve 
party and an informal get-to- 
gether for "after the holiday" 
blues. 


Mrs. Sheldon listed such com- 


ing events as a champagne din- 
ner dance in March and ladies 
luncheon in May. New residents 
who wish to attend a monthly 
meeting or coffee hour, are 
asked to contact Mrs. Gerald 
Gonyo, membership chairman, 
at 358-5632. 
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Orchard Hills 


Laura Mathews, daughter of 


the 
Alfred 
Mathews, Kenil- 


worth, celebrated her eighth 
birthday Feb. 27, with a family 
party. 


Frank Van De Warker, Cedar 


Street, returned Friday from a 
two-day business trip to Ken- 
tucky. Saturday evening Mary 
and Frank attended a perform- 
ance of "Plaza Suite" at the 
Blackstone Theatre and then 
went to a fondue party at the 
home of Mr. and Mrs. Thomas 
Baker in Chicago. 


Sunday the Van De Warkers 


drove to O'Hare to visit with 
Dr. 
and Mrs. David Miller of Hart- 
ford, Ky., on their stop-over be- 
tween planes. 


The George Reehoffs, Cedar 


Street, celebrated 
Christine's 


llth birthday March 2, with a 
family party. 


Mary Beth, daughter of the 


Herb Gegenhubers, Pine Street, 
celebrated her 10th birthday, 
March 2, on two occasions. Fri- 
day evening she was hostess at 


FLanders 8-8343 


Activities of Palatine 


Last month Guy Vena, 630 N. 


Robinson, received bis master's 
degree in educational super- 
vision and administration from 
Roosevelt 
University in Chi- 


cago. Attending the Feb. 10 
commencement with them were 
the brothers. Dominic and John 
Vena, their wives and a sister 
and 
brother-in law. Mr. and 


Mrs. Henry Pen-one They cele- 
brated the occasion together by 
dining out. 


Feb 28 birthday returns at 


the Victor A. Zielinski home, 95 
W Emerson, were shared by 
mother and daughter. Mrs. Zie- 
linski and Mrs Ursula Brans, 
who was 7B. Celebrating took 
place Sunday, when the daugh- 
ter and her family, (he Joseph 
Biischs of Hoffman Estates, and 
son and daughter-in-law, Victor 
Troop 69 
Gets $100 


Boy Scout Troop 69 was pre- 


sented with a $100 check by the 
American Legion during the 
troops recent meeting. The 
check is for troop expenses and 
the purchase of camping equip- 
ment. 


Accepting the donation were 


P e t e 
Flick, scout master; 


Frank Motta, treasurer; Bob 
Meyer, assistant troop master; 
Pete Gale and Ed Roiland. War- 
r e n 
Mortison, 
neighborhood 


commissioner, then presented 
the troop charter to an Ameri- 
can Legion Institutional Repre- 
sentative. 


Awards were presented to the 


following scouts: Second Class, 
Jack Gale and Dave Roiland; 
First Class. Richard Anderson, 
John Mick and Mike Schnipper; 
Home 
Repair 
Merit Badge, 


Paul Sunsene and Dan Flick; 
Music Merit Badge. Dan Flick; 
R i f I e-Shotgun Merit Badge, 
Robin Meyer. 


FUCK. A senior patrol lead- 


er, assisted by Helmut Schmidt, 
led Tenderfoot Scouts in a spe- 
cial ceremony of the Scout Law. 
Schmidt was elected new senior 
patrol leader for the next six 
months 


A special skit was presented 


by David Holland and John 
Mick of the Raven patrol in 
honor of the American flag. 


After the lx>y scouts were is- 


sued registration cards, Troop 
B9 received a banner in recogni- 
tion of obtaining 100 per cent of 
subscriptions to Boys Life. 


The meeting closed with retir- 


ing of colors and taps. 
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and Margie Zielinski, came 
from Chicago to join them for 
dinner at Farman's Hotel in 
Lake Zurich. A third generation 
celebrant was granddaughter, 
.'>aura Busch, 7, Feb. 26. 


Highlighting Feb. 22 for Mr. 


and Mrs. Joseph R. Taylor, 112 
S. Pine, was the at home chris- 
tening of their new daughter, 
Marie Therese. Father Charles 
Rust. S. J., a family friend 
since college days, came from 
Loyola University in Chicago to 
perform the ceremony and the 
infant's uncle and aunt, Mr. and 
Mrs. Frank Gineman of Rolling 
Meadows, served as godparents. 
Festivity afterward was a din- 
ner party. Guests included a 
f o u r-generation gathering of 
grandparents, the Robert Tay- 
lors of LaPorte, Ind., senior 
Frank 
Ginemans and great- 


grandmother for the seventh 
time. Mrs. Audrey Harp of 
Union Lake, Mich. 


GEORGE H. Zelsdorf, 210 


N. Hale, is doing well since 
his 
release 
from Northwest 


Community Hospital a couple of 
weeks ago, after undergoing 
surgery. 


His first outing was coupled 


with celebration of his 72nd 
birthday, Feb. 25, when they 
were guests at the Inverness 
home of the daughter and son- 
in-law, the Ron Hubkas. 


Mr. and Mrs. Dick Hanetho, 


213 N. Hale, Friday afternoon 
boarded a plane for Las Vegas, 
to spend the weekend on the 
strip, taking in several of the 
floor shows and having the fun 
of trying, their luck. At their 
home, to care for Don and Jim, 
were local friends, Bill and Pat 
DePue, while Ricky and David 
stayed at the Melrose Park 
home of their aunt. 


Festivity at the Charles Neu- 


mann home, 261 N. Bothwell, on 
a recent Saturday celebrated 
the birthday of Vicky, 14, Feb. 
19, with relatives of the pater- 
nal side as guests for dinner. 
The following day Vicky shared 
celebrating with a cousin, In- 
grid Hansen, when the Neu- 
manns were guests of Mr. and 
Mrs. Robert Hansen of Orland 
Park. 


VISITING with Mrs. Florence 


McMullin and Mr. and Mrs. 
Harlow H. Smith, 114 N. Cedar, 
recently were Mrs. McMullin's 
other daughter and son-in-law, 
Mr. and Mrs. William Stiles of 
Edina, Minn. 


The Feb. 22 birthday of Don- 


na, daughter of Mr. and Mrs. 
Robert Peters, 32 S. Kerwood, 
was an especially good time 
when she celebrated turning 4. 
She had a children's party with 
six friends as guests for lunch 


1 and games. 


I 
Activities are tapering off for 


the Frank Ortiz family, 233 S. 
Hale, since Feb. 15, when Linda 


I became the bride of Jerry On- 


i yskiw. There was also a festive 
finale to the wedding over the 
Feb. 22 weekend. Taking Kathy, 
Karen, David and .the sitter, 
Wendy Mosby, with them, and 
accompanied by the new son-in- 
law's godmother from the com- 
munity, Mrs. Lydia Stechnowicz 
and family, they flew to St. 
Catherine, Canada, where a sec- 
ond reception was given for 
bride and groom by his parents, 
Mr. and Mrs. John Onyskiw. 
However the Ortiz and Stech- 
nowicz families drove to Buf- 
falo, N.Y.. to visit relatives of 
Mrs. Ortiz and to be dinner 
guests of Mr. and Mrs. Joseph 
Kozma before the flight home. 


At the home of Mr. and Mrs. 


Harry F. Wickersheim, 35 Ker- 
. wood, the annual German fami- 
ly-style dinner party, normally 


a part of the holiday season but 
postponed for one reason or an- 
other, was held Feb. 23. Four- 
teen relatives were 
present 


from Chicago, Waukegan and 
Park Ridge.. This year there 
was an added note to the get 
together. At the same time, con- 
gratulations were extended to 
Mr. Wickersheim on his retire- 
ment from the Jewel Co., after 
22 years of employment. 


SUNDAY Mr. and Mrs. Rob- 


ert W. Heinrich, 506 Kenilwortb, 
had their infant daughter, Kath- 
erine Eileen, baptized at St. 
Theresa Church with Mr. and 
Mrs. J. D. Quill of Lake of the 
Hills, Algonquin, as godparents. 
After the christening, a cele- 
bration took place at the home 
of Mrs. Heinrich's aunt and 
uncle, Mr. and Mrs. E. C. Corra 
of Des Plaines. 


In Peon a, Karen, daughter of 


Mr. and Mrs. Joseph Krieble, 
240 Pleasant Hill, was initiated 
last week into Delta Zeta sorori- 
ty on the Bradley University 
campus. 


Mr. and Mrs. Omar Hill- 


esheim, 622 S. Plum Grove 
Road were sans neighbors for a 
couple of weeks recently, while 
their son and his family, Mr. 
and Mrs. James Hillesheim, 
Sharon, S.teve and Lynda, were 
vacationing. They drove to Flor- 
ida, going down one coast, and 
up the other and went as far as 
Miami, taking in plenty of sight- 
seeing plus news of former resi- 
dents, when they stopped in 
Evansville, Ind., to visit Mr. 
and Mrs. Ted Ciepley. 


Wall to wall sleeping bags at 


the home of Mr. and Mrs. Clif- 
ford J. Dotseth, Rohlwing Road, 
describes the good time had by 
Carla on the eve of her 10th 
birthday, Feb. 22, when she cel- 
ebrated with eight friends at a 
slumber party. 


A pleasant windup to last 


month for Mr. and Mrs. Elmer 
Bittner, Nichols Road, was a 
get together with former Pala- 
tine friends, They drove to Ma- 
rengo Friday evening for a sur- 
prise visit with Mr. and Mrs. 
George Freise. This month is 
starting out with sentiment for 
the Bittners, when best wishes 
for their 24th wedding anni- 
versary went to them March 3. 


At the Robert Long home, N. 


Martin Drive, Lake Park Es- 
tates, Carolyn, 5, Feb. 28, had 
an afternoon Cinderella theme 


party, complete with a castle 
shaped cake, for 10 friends. 


THE GEORGE McDonalds, 


Hawk Lane, North View, enter- 
tained a nephew and niece, Mr. 
and Mrs. Lynne Stratford of 
Wilmette, with a dinner party 
on Sunday. 


After a four day change of 


scenery, Mr. and Mrs. Arthur 
Boehmer, N. Martin Drive, 
Lake Park Estates, rejoined the 
family Friday. They were in 
Vail, Colo., with a group of oth- 
er 
airline 
employes, 
where 


beautiful weather and ideal con- 
ditions complemented the good 
time of skiing. Tuesday Ross 
was 10 and celebrated with din- 
ner at the restaurant of his 
choice. 


It was a welcome reunion at 


the Calvin Batz home, Dundee 
Road recently, when their son, 
Spec. 4 Wayne Batz, was home 
on seven-day leave from Ft. 
Benning, Ga. Sunday Mrs. Batz, 
t o g e t h e r with Mrs. Bessie 
Riekie, senior regent of the 
Women's Moose Lodge in Bar- 
ring ton, attended the midwinter 
conference at the Moose Hall in 
Woodstock. 


Receiving congratulations are 


Mr. and Mrs. Lorr Nordin, N. 
Quentin Road. A ninth grand- 
child, Ronald George, was born 
Feb. 20 to Mr. and Mrs. Ronald 
(Joy) 
Nordin of 
Wildwood, 


Gages Lake. 


Time went by too rapidly for 


Mr. and Mrs. Peter Mickus, 
Hick Road on their recent vaca- 
tion trip to San Antonio, Corpus 
Christi, Brownsville, Big Bend 
National Park, Carlbad Caverns 
and White Sands. They also had 
some south of the border view- 
ing, when they walked across 
the bridge into Matamores, 
Mexico. En route home, they 
stopped at Tucson and Phoenix, 
and returned home last Wednes- 
day. 


It will be awhile before Mr. 


and Mrs. James Drew, Bayer 
Drive, Lake Park Estates, 
again have a complete family 
circle, as their son, Daniel, has 
enlisted in the International Vol- 
untary Service. Leaving Feb. 23 
he has been in Washington, D. 
C., for briefing and they are 
now awaiting word as to his 
d e s t i n a t i o n of Vietnam or 
Laos. On hand ot wish him well 
on the eve of his departure was 
a gathering of relatives and 
friends. 


a slumber party for nine girl 
friends. On her birthdate, she 
celebrated with a family dinner 
party that included her sister 
and brother-in-law, Diane and 
Joe Ciesielski of Rosemont. 


Saturday evening Marge and 


Herb attended a meeting and 
dinner at the Knights of Colum- 
bus Hall in Evanston. 


THE HANK Schmidts, Elm 


birthday Sunday, with a supper 
party attended by Nancy's aunt 
and uncle, the Allen Schmidt 
family of Glencoe Road. 


Saturday morning the C. R. 


"Bud" Pauls, Elm Street, drove 
to Fond du Lac, Wis., to spend 
the weekend at St. Agnes Hospi- 
tal, visiting friends. 


Mark, son of the George Mill- 


ers, Ash Street, started celebra- 
ting his 13th birthday Friday, 
when guests for supper included 
his b r o t h e r , Tom, Kevin 
McAuley, Lor Kamper, Bob 
McLeran and Leo Hyvari. Sat- 
urday his guest was Glenn Stil- 
man of Cary and Sunday he 
was honored at a dinner party 
for his aunt and uncle, the Rudy 
Kroll family of Hoffman Es- 
tates. 


Saturday George and La Verne 


Miller attended the wedding of 
Miss Bonnie Dohe, Bellwood, to 
Larry Grummel, Hillside, at St. 
Simeon Church in Bellwood and 
the reception at the Drake-Oak- 
brook. 


FEB. 22 the Millers attended 


a dinner reception at the Bever- 
ly House in Chicago for Marga- 
ret and Bill Tobin of Beverly 
Shores, Ind., in celebration of 
the Tobins" silver wedding anni- 
versary. 


Marge and Norm Ebert Ash 


Street, and Mary and Ed Ebert, 
Mount Prospect, drove to Lake 
Holcomb, Wis., to spend 
the 


weekend at Mary and Ed's va- 
cation home. 


Sincere sympathy is extended 


to the Ferd Weidner family, 
Elm Street, on the recent death 
of Ferd's father, Mr. Engelbert 
Weidner, Arlington Heights. 


Barbara Larsen, Ash Street, 


came home for the weekend 
from Illinois State University at 
Normal. 


Saturday evening the Art We- 


bers attended a reception at the 
After 
Hour's Restaurant in 


Mount Prospect to celebrate the 
25th wedding anniversary of 
Art's aunt and uncle, Mr. and 
Mrs. Matthew Weber. 


HESTER KLINE, News Editor 


News of Rolling Meadows 


loan Nyland 
Faith Folkes 


Jerry and Loretta Lombard!, 


2307 George St., celebrated their 
21st wedding anniversary with a 
Saturday dinner attended by 
sons and daughters, Robert, Jo- 
seph, Jacqueline, in from North- 
ern Illinois Univtrsity for the 
occasion, and Judith, 
Terry 


Dickow and grandmother, Mrs. 
Edith Bernhardt of 2401 Wilke 
Road. Sunday they celebrated 
further with dinner at the Ar- 
lington Carousel 
and 
seeing 


"Swiss Family Robinson" at the 
Arlington Theatre. 


Sewing club members who 


meet Tuesday, at the home of 
Rita O'Donnell, 4309 Hawthorne 
Lane, were Barbara Nykiel and 
Dee Heldmann. 


Celebrating Wally's birthday, 


Wally and Diane Frytz, 2604 
Campbell St., dined Saturday at 
Poppe's Alpine Lodge with Mr. 
and Mrs. Al Harding of 2408 
Park St. 


Norman and Marilyn Pallas, 


2308 Bluebird Lane, were sur- 
prised on their 17th wedding an- 


i niversary, Saturday, by cham- 
pagne bearing Roberta and Bob 
Feiler of Park Ridge and Vivian 
and Joe Morrissey of Chicago. 
"Buffet, dancing and games 
were all featured at a "Thank 
You" party Saturday given by 
Jim and Ruth Bowe, 3302 Cen- 
tral Road, for the Bob Bus-Russ 
cheks, the Bob Means and Mrs. 
Ce Peterson of Forest Park, 
Betty Milchoeffer and the Bill 
Kedings of Bellwood and the 
Kuehls 
and 
Ray 
Bensfields 


of Westchester. 


GUESTS OF Bob and Peg 


Roeske, 3302 Bobolink, were 
their daughter and son-in-law, 
Kathryn and Dale Myers of 
Alamogordo, N. Mex., where 
Dale completed his stint with 
the Air Force. The couple will 
now make their home in Chi- 
cago. 


The JUGS of Rohlwing Road 


met Wednesday, at the home of 
Janet Seymour of 2204 Rohlwing 
Road. Present were Mary Ellen 
LaPak, Virginia Patzer, Evelyn 
Crandall, Elaine Seiler and spe- 
cial guest, Penny Beth. 


Three weeks were spent by 


Norine Powell, 3707 Meadow 
Drive, in Huntington Beach, Ca- 
lif., visiting her parents, Mr. 
and Mrs. Arthur J. Garvis. She 
was later joined by her hus- 
band, Ernie, and Bill and Jea- 
nette Powell. Saturday the fam- 


Kimball Hill PTA 
Has Busy Agenda 


Indian Princess 
Program Studied 


Indian Princess, a program 


designed 
to "strengthen 
the 


relationship between father and 
daughter," has been initiated by 
the Countryside YMCA, Pala- 
tine. 


When daughters expressed a 


desire to share in the adventur- 
es enjoyed by father and son in 
the Indian Guide program, the 
"Y" decided to set-up a similar 
program for girls. Acting com- 
mittee chairman Chuck Simons 
reported 
that the idea has 


caught on so well on a national 
basis, there are some 100 Indian 
Princess tribes in Illinois alone. 


AMONG THE values cited by 


the fathers are: A chance to 
unite father and daughter at an 


early age, when the father's 
role is not easily understood by 
the child; a chance to become 
more closely acquainted with 
his daughter; healthy recreation 
and outdoor activity, frequently 
available only to boys; a chance 
for girls to develop indepen- 
dence, self confidence, and so- 
cial poise, and the opportunity 
for the father to receive a 
greater appreciation and under- 
standing of the needs and prob- 
lems of his daughter. 


Simons invites anyone inter- 


ested in participating in the or- 
ganization committee 
charged 


with the development of an In- 
dian Princess program to con- 
tact YMCA or phone 359-2400. 


A follow-up on the parent and 


family life program and elec- 
tion of officers for the 1969-70 
school year ere on the agenda 
for next Tuesday's meeting of 
Kimball Hill PTA in Rolling 
Meadows. 


Three speakers will offer the 


parental, medical and teacher 
viewpoint on family-life instruc- 
tion at the meeting, which 
starts at 8 p.m. in the school 
gymnasium. 


ON THE PANEL will be Mrs. 


Joseph Meyer, a parent from 
Central Road School; Mrs. Mar- 
tha Loss, Dist. 15 nurse; and 
Mrs. Laura Hyde, sixth-grade 
teacher at Jonas Salk School. 


The program 
will include 


slides and films which teachers 
will be using in the classroom. 


The slate of candidates pro- 


posed to lead the PTA unit next 
year are Mrs. Paul Hoffmon for 
president, Mrs. John Havranek 
vice president, Mrs. Joseph 


White treasurer and Mrs. Ron- 
ald Huck secretary. 


Camp Fire Girls will furnish 


the color guard and will serve 
refreshments. 


Square Dance 
Climaxes Girl 
Scout Week 


a f a t h e r-daughter square 


dance will climax Girl Scout 
Week for brownies, juniors, ca- 
dettes and seniors representing 
Unit 52 in Palatine. 


On March 16, the dance will 


begin at l p.m. and last until 
4:30 p.m. 


Troops taking part in the fes- 


tivities include Immanuel Lu- 
theran Troops 395 and 410, St. 
Theresa Troops 80, 2, 859, 60, 
and 233, Sanborn-Wood Troops 
334, 612, 24, 343, 421, 501, 9, 497, 
and 924. 


Your Palatine 


Calendar of Events 


Friday, March 7 


—Regional Basketball Tournament, Palatine High School, cham- 


pionship, Wheeling vs. St. Viator or Arlington, 7:30 p.m. 


Sunday, March o 


—Immanuel Lutheran Centennial Concert in church, 3 p.m. 
-Countryside YMCA CAMPING MEETING, Palatine Slade 


Street Fire Station, 3 p.m. 


Monday, March 10 


—Palatine Chamber of Commerce board of directors meeting, 


Palatine Savings and Loan, 2 p.m. 


—Regular Village Board meeting, Village Hall, 8 p.m. 
—Palatine Township board of auditors meeting, Town Hall, 8 p.m. 
-Knights of Columbus meeting, presentation from Vice Division 


of Cook County Sheriff's Office, "What we can do about dan- 
gerous drug abuse," St. Thomas Hall, 8:30 p.m. 


Tuesday, March 11 


—Park Dist. Leisure Club (for senior citizens) Community Park 


Recreation Building, 11:30 a.m. to 3:30 p.m. 


—Palatine Kiwanis meeting, Arlington Carousel, 6:30 p.m. 
—Special plan commission meeting, Village Hall, 8 p.m. 
—Park Dist. board of commissioners meeting, park office, 7:30 


p.m. 


—Immanuel Lutheran PTL meeting, school cafeteria, 8 p.m. 


Wednesday, March 12 


—Palatine League of Women Voters meeting, discussion — public 


school system, at the home of Mrs. Goerge Dupre, 417 S. Elm 
St., 7:45 p.m. 


—High School Dist. 211 swimming pool discussion, Palatine High 


School, 8 p.m. 


—Elementary School Dist. 15 board of education meeting, Admin- 


istration Building, 505 S. Quentin Road, 8 p.m. 


Thursday, March 13 


—Palatine Newcomers regular monthly meeting, Elk's Club, Ar- 


lington Heights, 8 p.m. 


—High School Dist. 211 board of education meeting, Adminis- 


tration Center, 1750 Roselle Road, 7:30 p.m. 


Sunday, March 16 


—Palatine Girl Scouts Father-Daughter Square Dance, Square 


Dance Center, Rand Road, Arlington Heights, 1-4:30 p.m. 


ily participated in the 60th wed- 
ding anniversary open house of 
Mr. and Mrs. Garvis, at which 
time Mr. Garvis gave his niece, 
Paula MacBeth, in marriage to 
Paul Warner. The Powells also 
spent three days in Grantsburg, 
Wis., visiting Mr. and Mrs. Carl 
Solomonson. 


The annual "Bunny Hop" at 


Dania Club in Chicago on Satur- 
day, was attended by Finn and 
Ebba Johansen of 2205 Cardinal 
Drive. 


Recovery wishes go to Dot-Z 


Johnson, 3805 Holly Lane, and 
Nordene Blaese, 2903 Grouse 
Lane, who underwent surgery 
last week in Northwest Commu- 
nity Hospital. 


Bill and Jackie Billings, 3101 


Starling Lane, Saturday had 
dinner and saw "The Impos- 
sible Years," with Gary Merrill, 
at Pheasant Run Playhouse. 


CELEBRATING natal days. 


Paul and Barbara 
Hoffmon, 


3105 Dove St., with Pat and 
Gene Walters of Wheeling, Sat- 
urday dined at the Millionaires 
Club in Chicago and then went 
to the After Hours Club in Des 
Plaines'. 


A weekend at the Wagon 


Wheel in Rockton, with swim- 
ming, ice-skating, dining and 
dancing, was enjoyed by Larry 
and Mary Barrett and Jim and 
Barbara Aletto of Bluebird 
Lane and Bob and Judy Bren- 
nan of Chicago. 


Jon and Jeff, sons of Don and 


Marye Snyder, 2203 Fulle St., 
celebrated their llth and 14th 
birthdays, respectively, with a 
Monday family dinner. They 
were joined by grandparents, 
Mr. and Mrs. Nelson Clarke and 
daughter, Beth, of Vincennes, 
Ind. 


Ice fishing at Pistakee Bay, 


from which they brought a nice 
catch of blue gills for dinner, 
occupied the Sunday hours of 
Bill Miller and son, Tom, 3507 
Mallard Court. 


Kathy, daughter of Joseph 


and Rita Stark of 2202 South St., 
celebrated her fourth birthday 
Feb. 23 with a family dinner. 


It was a triple celebration 


Wednesday, at the Schroeders', 
2201 South St., when father, 
Ray, Gary, 7 and Scott, 20, cele- 
brated their birthdays with a 
family dinner. Special guests 
were grandparents, 
Mr. and 


Mrs. William Muhl and daugh- 
ter, Nancy, of Park Ridge and 
Mrs. H. Schroeder of Mount 
Prospect. 


The St. Colette Bridge Club 


met Saturday, at the home of 
Don and Marilyn Koch, 3500 
Brookmeade Lane. 


Wing Street residents are sor- 


ry to lose as neighbors, Bill and 
Mary Gantzert and daughter, 
Robin, of 2106. They are moving 
to Eau Claire, Wis. 


The Winners Bridge 
Club 


members who met Saturday at 
the home of Howland and Bar- 
b a r a 
Werling, 2203 Heron 


Street, were Byron and Shu-ley 
Powell, Bill and Marty Roberts 
and Harold and Phyllis Hawkes. 


FEARLESS JIM Estep, 2309 


Central Road, Friday partici- 
pated in the donkey basketball 
game benefit for the youth com- 
mission in Straamwood. Despite 
falling off and being thrown off 
by his mount, Jim wound up on 
the winning team. 


Bill and Doris Miller, 3507 


Mallard Court, Saturday attend- 
ed the annual banquet of the 
Chicago Electroplaters Society, 
held in the grand ballroom of 
the Conrad Hilton Hotel in Chi- 
cago. 


Daina Jill Siewenie, daughter 


of Ralph and Nancy, 2903 Dove 
St., celebrated her fourth birth- 
day Friday with brother, Scott, 
sister, Dawn, Mrs. John Moeller 
and daughters, Lisa and Tricia, 
o*f 
Northbrook 
and 
Melody 


Bundling and children, Stacey 
and Charlie. 


A baby shower for 
Kitty 


Raucci, 2206 South St., was giv- 
en Friday by Regina Kendle, 
2204 South, and Olga Carlson of 
2203. Also present were Helen 
Burlette, Kim Schroeder, Rita 
Stark, Bunny Eden, Joyce John- 
son, Kathy Rogalla and Theda 
Louder-milk. 
I 


T h e birthday club com-1 


memorated the natal day 
of' 


Darlene Soger, 2309 Bluebird > 
Lane, on Friday, at the home of 
Flora Donarski, 2903 Grouse, j 
Participating were Fran Lind- j 
quist, Kathy O'Connor, Eileen 
Mullan, Sally 
Mullens, 
Ruth 


S w a n s o n a n d L a v e r n e ' 
McArthur. 


HAVING A late supper with 


Hil and Judy Piekos, 2404 Cedar 
; 


St., Saturday were Jo and Rich- j 
ard Young, Wally and 
Irene, 


Krupa and Father Gene Fau-, 
cher. 
' 


Danny Savage celebrated his' 


16th birthday Thursday with a i 
family 
dinner that 
included 


Mrs. Eve Savage of Palatine. 
Danny is the son of Robert Sav- j 
age, 4503 Peacock Lane. 


Susan Young, daughter of : 


Richard and Jo of 2205 Cedar, j 
u n d e r w e n t a tonsillectomy j 
Thursday in St. Alexius Hospi- 
tal, Elk Grove. 


CL 5-4895 


392-0329 


Weekend guests of Stewart 


a n d Elaine Crawford, 370} 
Pheasant Drive, were Mr. ah$. 
Mrs. Ed Gall and the Jerry Bol- 
stad family of Baraboo, Wis. 


Speedy recovery wishes go t<l 


Kenny, infant son of Sue and 
Ken Kaiser of 2501 Central 
Road, in Northwest Community 
Hospital with pneumonia. 


David Granell, son of Bill and' 


Doris of 3608 Dove St., cete 
brated 
his seventh birthday 


Feb. 25 with dinner for his 
brother, Paul, and friend, Bob- 
by Bryant, and seeing "Dr 
Dolittle" at the Thunderbird 
Theatre. Sunday he celebrated 
further with the Donald Gran- 
ells, Richard Heminovers and 
the Eugene Denks of Chicago. 


MARTY AND Judy Mich- 


alisko, 3721 Wren Lane, along 
with grandfather, Walter Nelson 
of Palatine, spent the weekend 
in Indianapolis, visiting friends 
and attending a Butler Univer- 
sity concert at which their 
friend, Sister Mary Louise How- 
ard, CSJ, played the piano. 


After 
dinner at the Tim- 


berlane, Ken and Sue Kaiser, 
with the Ed Gelfatds and Ken 
Brodskis of Skokie, attended a 
performance of "Send Me No 
Flowers," with Bob Crane, at 
Drury Lane Theatre. 


Joseph and Vivian Murawski, 


2704 Fremont St., attended Par- 
ent's Weekend at Quincy Col- 
lege, where their son, Ed, is a 
senior. Saturday the Murawskis, 
with Mary Emig, Fred Emig 
Sr., Gene and Jean Winters, 
Mike Stoba, Nancy Winter and 
Marybeth Kelly, attended 
a 


semi-formal ball in the college 
gym. 


Pack 239 
Scouts 
Honored 


Awards were presented to 


various members of Cub Scout 
Pack 239, during their annual 
Blue-Gold Banquet at Christ Lu- 
theran Church. 


Kevin Anderson received a 


Wolf Badge and Bear Badge. 
G r e g G o o d c h i l d was the 
recipient of a Bear Badge and a 
Bear Gold and Silver Arrow. 


Other awards included a We- 


belos Den Activity Pin for ath- 
letics to Kevin Anderson, Greg 
Goodchild, Scott Evans, Mark 
Kotcherha, John Roiland, Gun- 
nar Collins; Showman, Scott 
Evans. 


Paul 
Newendorp 
graduated 


from Webelos into the Boy 
Scouts. Scout Master Pete Flick 
and Bob Gerth and Dave Roi- 
land of Boy Scout Troop 69 were 
on hand to welcome Paul. 


LEW STARNER, 
neighbor- 


hood commissioner, presented 
Committee Chairman Ed Roi- 
land with a plaque for the win- 
dow display exhibited during 
scout week. Mrs. Roiland re- 
ceived a three-year service pin 
and their son John, a two-year 
service pin. 


Special guests of honor were 


Mr. and Mrs. Starner, Mr. and 
Mrs. Flick and Rev. and Mrs. 
Jeremiah, who gave the in- 
vocation prior to a roast beef 
dinner. 


Den 17 won the prize for mak- 


ing the best table decorations, 
followed by Den 12 and Den 19. 
Tom Butler was the judge. 


IWU Campus 
Sweetheart 


Two area co-eds, students at 


Illinois 
Wesleyan University, 


are candidates for Campus 
Sweetheart. 


Joanne Mayer, daughter of 


Mr. and Mrs. Edward Mayer of 
413 S. Arlington Heights Road. 
Arlington Heights, 
represents 


Delta Omicron in the com- 
petition. She is a junior at IWl' 
majoring in music. She is a 1966 
graduate 
of Arlington 
High 


School. 


Janet E. O'Leary, daughter of 


Mr. and Mrs. James A. O'L »ary 
of 156 N. Schubert, Palatine, -s 
representing Ferguson Hall. She 
is a sophomore home economics 
major at IWU, and a 1967 grad- 
uate of Palatine High School. 


(P(A 


Miss Drabant Is 
On Ripon List 


Judith Drabant, daughter of 


Mr. and Mrs. Edward J. Dra- 
bant, Rt. No. 1, Prairie View, 
has been named to the dean's 
list at Ripon CoU>ge for the 
first semester of the 1968-69 
academic year. 


A senior at Ripon, Miss Dra- 


bant obtained a straight-A aver- 
age. 


CPCW 


Voice Nursing Home Objection 


Opposition from homeowners 


along South Quentm Bond to a 
proposed 200-bed nursing home 
was expressed at a public hear- 
ing held by the Palatine Plan 
Commission Tuesday night. 


Four Spawn* Nursing Centers 


of America, Inc is petitioning 
for annexation of more than 
four acres at the corner of Illi- 
nois and Quentm In order to 
construct the facility. 


Although 
re-zomng 
of 
the 


tract already has been granted 
by the county board, owners 
would like to annex to Palatine 
in order to get water and sewer 
facilities from the village 


The 
main 
objection 
from 


homeowners 
stemmed 
from 


their belief that a nursing home 
would destroy the residential at- 
mosphere of the area 
R "-P 


sentntives from homes adjacent 
to the four-acre tract and from 
homes 
in the new Hunting 


Ridge Subdivision west of Quen- 
tin all voiced objection to the' »p.., ,„,„.„ T" 
T..1L 
T* 
T* 
A 
proposal 
Cramer lo lalk ,Xo Present 


THE CORNER OF Quentin Road and Illinois in Palatine 
Township may be getting a new look if a nursing home's 
petition for annexation is granted by Palatine's board of 


trustees. However, homeowners in the area are strongly ob- 
jecting to the 200-bed facility and have asked the plan com- 
mission to recommend denial of the petition for annexation. 
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proposal 


THEY AI.SO expressed con- 


cern over possible traffic prob- 
lems since the nursing home 
w o u l d 
be 
located 
almost 


directly across the street from 
FrcmdH.gr, School 


The 
petitioner 
called 
wit- 


nesses who testified land values 
would be Increased by location 
of the nursing home in that 
spot 


A representative 
from 
the 


nurstng home company which 
has built similar facilities in 
neighboring suburbs said the 
compan) 's other homes had 
been built in areas similar to 
the spot on Quentin Road with 
success 


The architect. Richard Han- 


sen of Chicago, told the plan 
commission the nursing home 
will be set back 95 feet from 
Quentin Road It will be a four- 
winged structure and take eight 
te nine months to build. 


P \ I- \ T I N E homeowners 


asked the plan commission to 


At I^nten 


The First I'nited Methodist 


Church of Palatine will present 
Its second Lenten series on Sun- 
day evening, beginning at 6 30 
p m 


Fred Cramer, a former mem- 


ber of the church and resident 
of Palatine, will be the speaker 
His presentation, entitled "Sa- 
cred and Profane," is an at- 
tempt of a young seminarian 
through photography and music 
to confront Western Mnn. 


OR \MF,R attended schools in 


Palatine until his graduation 
from P.ilatmc High School in 
1 9 6 1 . He completed uncier- 
graduat work at Illinois Wesle- 
yan University in Bloommgton, 
111. m 1966 and now is a student 
at Garrett Theological Semi- 
nary 
He has been ordained 


deacon in the Central Illinois 
Conference 


p 
r 
s 
a 
petition »««j™ *•"•« in 


agairut the project signed by 8» shlp Hal1' 
homeowners in the area 
| 


The plan commission 
will I . TT >-, . . 


meet Tuesday to discuss the|4-H UlIMS 
project and decide what to rec- ' 
ommend to the vllage board 
| Cake tO MotllCl'S 


J«*ri Linil Pledges 


Jeri Nadine Llnd. a freshman 


at M o n m o u t h College was 
recently pledged to the Beta 
Epstlon chapter of Alpha 
XI 


Delta sorority 


Miss Lind is the daughter of 


Mr. and Mrs Robert F Und of 
451 Comfort Lane. Palatine. 


Rolling Meadows 4-H girls en- 


tertained their mothers at a tea, 
serving sandwiches and cake 
they had prepared. 


MaMa and the Cool Ones, a 


group within the club, per- 
formed. The combo includes 
Mrs 
Bernie Horvath, Janine 


Horvath, Connie Brown, Ginger 
Leanna and Tina Horsh. 


Documentary 
Of Mexico 


"Viva Mexico " a documenta- 


ry of Mexico and its people, will 
be shown at Cutting Hall, Pala- 
tine 
High 
School, Tuesday, 


March 11, at 8 p m 


The film is the sixth and last 


in Dist 211';, Continuing Educa- 


1 tion Program. The first film 
was shown m October, and at- 
'tendance has averaged about 
350 persons Open to the public, 
tickets may be purchased at the 
| door Prices ate $1 foi adults, 
1 50 cents for students 


WILLIAM 
DALZELL. 
who 


filmed "Viva Mexico," spent 
ovei one year on the project, 
travelling some 13,000 miles. 
The movie covers all of Mexi- 
co's archeological ruins and the 
major 
holiday 
resorts, 
plus 


sightseeing points of interest 
and important events 


The Continuing Educational 


Program is in its first year 
Drug Abuse 
Forum Set 


A n 
open 
forum, 
entitled 


"What We Can Do About Dan- 
gerous Drug Abuse," will be 
sponsored by Holy Ghost Coun- 
cil 4977, Knights of Columbus, 
at the St Thomas Hall Base- 
ment, Palatine, Monday at 8:30 
pm. 


Representatives of the vice di- 


vision, Cook County Sheriff's Of- 
fice, will discuss this subject. 
All parents and interested per- 
sons are invited to attend No 
teenagers will be admitted 


PALATINE TOWNSHIP Democrats are going 
to use all possible resources during this 
year's election campaign, including, the ener- 
g> of the Democratic Woman's Oigamzation 
Township Commltteeman Peter J Gerling, Is 
launching his campaign for highway commis- 
sioner with the help of Mrs. George Fruzyan 


(seated), new president of the woman's orga- 
nization, and Mrs. John Beacham, com- 
mitteewoman The two gals are interested in 
other races, too, as both their husbands are 
seeking offices. George Fruzyan is running 
for auditor and John Beacham is a candidate 
for supervisor. 


Kloman 
Wounded 
In Vietnam 


Whitney C. Kloman of Long 


Grove, suffered severe head 
wounds Feb. 28, while serving 
as a helicopter crew chief in 
Vietnam. 


The son of Mrs. Blanche Klo- 


man, Arcadia Farms, had been 
in Vietnam for six months. He 
was moved to a hospital in Ja- 
pan 
After attending Wheeling 


grade schools and Ela-Vernon 
High School, Kloman attended 
San Jose State University in 
California, prior to enlisting. 


LWV Continues 
Study of Schools 


Palatine League of Women 


Voters will continue its study of 
the Illinois Public School sys- 
tem at its March meetings. 


Mrs. James Smith, chairman 


of the study, announced the 
March meetings will focus on fi- 
nance and problems of urban 
schools. 


A wide range of potential and 


controversial solutions to school 
problems will be discussed, in- 
cluding magnet schools, paired 
schools, incentive pay for teach- 
ers, integrated faculties, limit- 
ing racial composition in chang- 
ing neighborhoods and busing. 


THE WEDNESDAY evening 


discussion group will meet at 
the 
home 
of Mrs. George 


Dupre, 417 S. Elm on March 12 
beginning at 7:45 p.m. A morn- 
ing meeting is scheduled for 
Thursday, March 13 at 
the 


home of Mrs. William Hagan, 
641 Eagle Lane beginning at 9 
a.m. 


All interested women are in- 


vited to join either discussion. 
Further information may be ob- 
tained by calling Mrs. Carl 
Brandt, membership chairman, 
at 358-8419. 


Give Mission 
Address System 


A public address system has 


been donated to Santa Teresita 
Spanish Mission Church, Pala- 
tine, by Holy Ghost Council 
4977, Knights of Columbus. 


The system is completely self- 


contained and can be operated 
by battery or AC power. The 
equipment was purchased from 
the Tele-Sound, Inc. of Aurora. 
A speaker assembly will serve 
an audience of 350 people. 


ROBERT CANO of the K of 


C, described some of the addi- 
tional features. It has a reading 
lamp and two microphones, in- 
cluding one that plugs into the 
lecturn speaker assembly. The 
other microphone is a wireless 
and may be used anywhere in 
the church without a cable. 


The speaker's voice may be 


transmitted on FM frequency 
and is picked up at the lecturn 
on two small antenna, then am- 
plified and sent out over the 
speaker assembly. 


Parsetich Promoted 


Joseph P. Parsetich, son of 


Mr. and Mrs. Joseph Parsetich 
of 2808 School Drive, Rolling 
Meadows, has been promoted to 
airman first class in the U. S. 
Air Force. 


Airman Parsetich, a security 


policeman, is assigned to a unit 
of the Strategic Air Command 
at Malmstrom AFB, Mont. 


The airman is a graduate of 


Forest View High School in Ar- 
lington Heights. 


Sanborn Is Initiated 


Fred R. Sanborn, 137 Harri- 


son, Palatine, has been initiated 
into the Kappa Sigma social 
fraternity at the University of 
Missouri at Rolla. 


Sanborn is a freshman major 


ing in electrical engineering. 


[Awards, Good 
Food, Magic 
At Pack 98 


Award 
presentations, 
good 


food and the magic skills of 
Gary James were the highlights 
of the February meeting of Cub 
Scout Pack 98, attended by a 
record 196 guests. 


Tom Lucas received 13 activi- 


ty awards and Kevin Kunzwei- 
ler, 10. Other awards were re- 
ceived by the following boys: 
Activities, Steve Efken, Don 
Mango, Andrew Jicha, Larry 
Westhusing, 
and 
Joey 
Per- 


narelli; 
Webelos Book, Don 


Wise; Bobcat Pins and Books, 
R o b e r t Friedman, Jonathan 
Bobruk, Jeff Tarrant; Denner 
Stripes, Scott Miller and Steve 
Cosgrove; 
Assistant 
Denner 


Stripes, Jeff Sparacino, Kevin 
Gibbs; Bear Badge plus Silver 
and Gold Arrows, Greg Hoff- 
man; Bear Badge, David Ef- 
ken; Wolf Badge plus Silver and 
Gold Arrows, Mike Charlier. 


Model cars and racing will be 


the main topic at the March 
meeting, with the Pine Wood 
Derby, the main event. 


Mrs. Anderson 
Wins Grant 


Mrs. Virginia Anderson of 


4557 Lincoln, Rolling Meadows, 
a nursing student at Elgin Com- 
m u n i t y College, has been 
awarded a $50 grant from the 
Pearl Sheldon Memorial Fund. 


Mrs. Anderson, the mother of 


three children, is a former li- 
censed practical nurse who is in 
her first year at ECC. 


Receives Nursing Cap 


Christine 
Arnesen 
of 
3800 


Fairfax Ave., Palatine, received 
her nursing cap at recent cere- 
monies in Thome Hall on the 
Northwest University campus. 


Miss Arnesen is a member of 


the class of 1971 at Chicago 
W e s l e y Memorial Hospital 
School of Nursing. 


Peckenpaugh In Viet 


Army Pfc. Paul L. Peck- 


enpaugh, 20, son of Mr. and 
Mrs. Paul L. Peckenpaugh, 788 
W. Helen, Palatine, has been 
assigned 
to the 47th Trans- 


portation Company near Long 
Binh, Vietnam, as a truck driv- 


WANTED 
AMBITIOUS YOUNG MEN TO FILL 


IMPORTANT AIR FORCE JIBS 


Right now there is a need for 
bright young men to train as 
airplane and missile mechan- 
ics, e'ectronics technicians, 
administrators. Here may be 
a chance for you to serve 
your country and at the same 
time start on a promising 
career. 
FOR AMERICA'S FUTURE 
AND YOUR OWN...JOIN THE 
U.S. AIR FORCE 
It M NICE KtltlTIM SOmCE 
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SIX PERSONS were injured in a chain accident on 
Algonquin Road In Rolling Meadows Wednesday af- 
ternoon. Bernard Gerstein, Hoffman Estates, and 
his wife. Piulette. suffered face and head injuries 
when the car Gerstein was driving plowed into the 
rear of a stopped westbound car. driven by Ronald 
Lucarz who lives in the nearby Three Fountains 
apartments Lucarz told police he was waiting to 


make a left turn onto Newport Ave. and his wheels 
were turned, so the impact pushed his car into the 
path of an eastbound cement mixer truck. Lucarz 
suffered leg injuries, his wife, Dorothy, head in- 
juries, and his mother, Mrs Florence Tomusiak, a 
broken leg and head injuries. The driver of the 
Vulcan Material Co truck, Peter Christensen of 
Chicago, complained of chest pains when he 


climbed out of his vehicle, which rolled over in the 
ditch as he swerved in an attempt to avoid the 
crash. Gerstein was cited by Rolling Meadows po- 
lice for failure to reduce speed to avoid an acci- 
dent, although he claimed he did not see brake 
lights or flashing turn signals on Lucarz' car. Fire- 
men hosed down spilled gasoline until all the cars 
were removed 
(Staff Photos) 


Nonresident Fee 
Up $2 at Library 


Nonresidents will pay a high- 


er fee for a Rolling Meadows 
library card, effective at once. 


The library board this week 


voted to increase the fee from 
$10 to $12 a year 
Sitter 
Hero in 
Blaze 


A basement fire caused dam- 


age estimated at approximately 
$400 to the Thomas Grossman 
home, 3108 Starling Lane, Roll- 
ing Meadows, Wednesday night 


More extensive damage was 


avoided through the correct ac- 
tion by a teenaged baby-sitter, 
according to Fire Chief Tom 
Fogarty 


Dorothy Johnson, of 3805 Hol- 


ly, smelted smoke, opened the 
basement door and saw flames, 
closed the door tightly and 
phoned the fire 
department, 


taking the two small children to 
• neighbor's home. 


SHE HAD BEEN trained m 


one of the classes for baby- 
sitters sponsored by Rolling 
Meadows Park District and the 
local schools. 


Each course includes training 


by Fireman Charles Sellards on 
correct action in case of a fire. 


"It paid off," remarked the 


chief 


The fire apparently started in 


a corner where toys were 
stored. Chief Fogarty said ceil- 
ing beams and subflooring of 
the first floor were charred, and 
the house was smoke-filled. 


The move is mandatory, in 


line with state statute which re- 
| quires that nonresidents pay a 
fee for their privilege of using 
the library equal to the average 
tax paid by residents. 


The tax formula produced a 


figure of $11.90 as the annual li- 
brary tax per family 


THE NORTH Suburban Li- 


brary Systems, the areawide 
coordinating agency of library 
services, is encouraging a still 
higher 
areawide, 
nonresident 


fee 


The median tax in the agen- 


cy's area is $18.38, and officials 
have passed a resolution stating 
that unless local libraries con- 
form to the median, systems 
benefits will not be available to 
the nonresident card holders, ef- 
fective next January. 


The Rolling Meadows library 


trustees were reluctant to boost 
the nonresident fee to the Sys- 
tems figure at this time, al- 
though the new fee based on lo- 
cal taxes will be well below the 
$20 fee charged by Arlington 
Heights and Palatine 
Paper Sack Collection 
Of Garbage Starts Soon 


ELECTION 
INTEREST 
IS DOWN 


With 15 days remaining until deadline, an apparent 


lack of interest has been shown in the Dist. 15 school 
board elections. Otto Eilenng and Joel Meyer, in- 
cumbent board members, are unopposed for the April 
1st election. 
Last year, William Jones of 


Palatine, ran against three in- 
cumbents and was defeated. In- 
dications are that the lack of an 
overriding issue, rather than 
public indifference, could be the 
reason for the lack of com- 
petition. 


The monthly board meetings 


have not fallen off in recent 
months and there have been 
other years when candidates 
ran unopposed. 


Jones ran as a "concerned 


citizen," who voiced no serious 
objections to the board. How- 
ever, incumbents knew one of 


generated some interest. 


EILERING, a Palatine resi- 


dent, is seeking his third term. 
He has served on the trans- 
p o r t a t i o n and salary com- 
mittees. "I have enjoyed my 
work on the board up to the 
present time and I am looking 
to see the things I am now 
working on become effective." 
Eilering is an engineer at West- 
inghouse. 


Meyer is seeking his fifth 


t e r m . An administrator 
at 


Northwestern 
University, 
he 


served on school board com- 
mittees on finance, salary and 


them, could lose and the election professional 
negotiations 
and 


the steering and administrative 
committees. 


"After 12 years on the board, 


you have to enjoy it with all the 
work you have to do," he said 


The Dist 15 election contrasts 


sharply with its counterpart in 
Dist. 211, which is hotly con- 
tested. 


I N C U M B E N T S James 


Humphrey and William Fremd 
are being opposed by Richard 
Chierico and Mrs. Carolyn Mul- 
lins, although the latter has the 
backing of incumbent Donald 
Truitt, who will not seek re- 
election. 


Chierico and Fremd are from 


an unincorporated area and one 
of them must be elected. Should 
both men be elected, it would I 
m e a n one incumbent-backed 1 
candidate would defeat another. 


Zale Dislikes 
Planners' Ideas 


An offer by the Rolling Mead- 


ows plan commission to allow 
some four-story buildings in the 
Versailles 
apartment 
project 


did not appeal to the devel- 
opers, Zale Construction Co. 


T w o-story apartments are 


more rentable, said Albert Zale 
Wednesday night, 
when the 


planners presented a list of sug- 
gestions made by Tom Buckley, 
planning consultant 
affiliated 


with Carl Gardner and Associ- 
ates 


"We're surprised you aren't 


thrilled," William Kenney said, 
expressing the disappointment 
of the planners, who are seek- 
ing more green area in the de- 
velopment. 


Zale was receptive to break- 


ing up the long parking lots 
with islands of landscaping, al- 
though he pleaded "the only 
way to accomplish that is to cut 
the parking ratio." 


THE PLANNERS had antici- 


pated Zale would use some un- 
derground parking with four- 


! story buildings in the center of 
the project, tapering at the 
edges with two-story buildings, 
but the builder said he would 
not consider inside parking. 


Buckley recommended a "Y" 


entrance on the south side of 
the project, with one fork for 
the apartments and for the 
single-family home project Zale 
will build later 


Zale was obviously displeased [ 


with the numerous changes sug- 
gested. 


He claimed $25,000 has al- 


ready been invested in planning 
the development, and intimated 
that the company can revert to 
the original plan designed more 
than three years ago. 


H O W E V E R , ANTHONY 


Magee, plan commission chair- 
man, relies on an agreement 
between the city and Zale that 
gives the city council the right 
to approve the plan. 


Zale saw little problem in 


meeting some of the sugges- 
tions, such as cutting street 
width to 27 feet and planting a 
parkway between the curb and 
sidewalk, meandering walks in- 
stead of a grid pattern, and 
screening the perimeter of the 
project 


He scooped up the plans, 


which he will discuss with 
B u c k l e y , and the planners 
agreed to set up a special meet- 
ing after he has studied the sug- 
gestions. 


2 Library Board 
Seats Left Open 


Resignation this week of Wil- 


liam Meyer leaves two va-, 
cancies on the Rolling Meadows > 
Library Board. 


Meyer, who has been con- 


sistently 
absent 
from 
board 


m e e t i n g s , pleads "limited 
amount of free time," which he 
would rather devote to working 
"directly with the youth of the 
town" through the boys baseball 
program. 


His three-year term was due 


to expire June 30. 


THE BOARD HAS been short 


one member since December, 
when Mrs John Strenler resign- 
ed to take a staff job. The unex- 
pired portion of her term on the 
board runs to 1970 


Appointments to the mne- 


m e m'b e r library board are 
made by the mayor with the ap- 
proval of the city council. 


Terms of Leland "Bud" Gibbs 


and Tom Grossman also expire 
this coming June SO. 


Applicants for seats on the li- 


brary board may submit re- 
sumes of their interest and 
qualifications to the mayor. 


Sports Finals: 
Call 391-1700 


UUWM 


MMUMIWWWW 


The paper sack garbage sys- 


tem should be in operation city- 
qisw v e t w e e n April 1 and 
May 1 


Distribution 
of 
information 


and materials is getting under 
way, the special refuse study 
committee learned Wednesday 
night 


The system was tested in a 


small area starting last June, 
and the area expanded in the 
fall 


City officials generally believe 


the substitution of disposable 
bags for conventional cans is 
satisfactory as to operation and 
cost 


The system was introduced in 


i an effort to hold the line against 
rising costs of scavenger ser- 


Plat Submitted 
For Subdivision 


Preliminary plat for a 22-lot i 


subdivision in a wooded area. 
vxith of Dawngate was viewed' 
by the Rolling Meadows Plan | 
Commission Wednesday 


Robert Wente of Niles told the 


planners he expects to annex 
the 10-acre tract to the city 


A problem still to tie resolved 


is access to water and sewer 
utilities 
now about 345 feet 


away from his land 


Wente does not own the inter- 


vening parcel of land. "I would 
have to negotiate," be said. 


HE EXPECTS to extend the 


existing Woodchff 
Lane east- 


ward into his subdivision, to 
connect with north-south Cali- 
fornia Avenue. 


Streets, Wente said, would be 


dedicated to the city. 


Although he mentioned plat- 


ting under the planned devel- 
opment 
regulations, planners 


suggested the subdivision con- 
trol regulations might be more 
applicable, since Wente intends 
to sell the lots rather than build 
houses himself. 


vice, at the mercy of union 
wage rates. 


COST 
FIGURES discussed 


Wednesday night indicate there 
may be a small deficit to the 
city at the 1968 basic rate of 
(2.60 per month. 


The city's contract with Bar- 


rington Trucking Co. for collec- 
ting refuse was based on a 10 
cent rate increase in 1969, but 
:he city council has not passed 
the increase along to home- 
owners. 


Studies 
show 
considerable 


savings in collection time with 
the bags, over replacement of 
cans along the curbs 


A revised rate 
has* been 


negotiated with the scavenger 
service for areas using sacks, 
nit these savings are offset by 
the initial expense of supplying 
bags and holders 


"We'll still be seeking an- 


swers during the first year of 
city-wide service," commented 
Mayor Roland J. Meyer 


The contract with Barnngton 


Trucking Co. expires Dec. 31. 
Meyer hopes to be prepared to 
seek bids on a new contract in 
late spring 


He anticipates other trucking 


firms may be interested in bid- 
ding on the collection service 
under the new system 


At an open town meeting to 


discuss the sack system, there 
were requests for twice a week 
service during summer months. 


Meyer advocates continuing 


the once-a-week pickup this 
year to be in a better position to 
appraise problems which may 
arise. 


AHHHHGGHHH! The human wishbone writhing in 
the grip of two tormentors is a Northwest Police 
Academy recruit undergoing a vigorous limbering 
up session before proceeding to an even more 


strenuous session of hand-to-hand combat. The 
classes are held in the gym at John Hersey High 
School, Arlington Heights. The academy trains po- 


lice recruits from Arlington Heights, Mount Pros- 
pect, Rolling Meadows, Palatine, Wheeling, and 
other communities in the suburban Northwest 


(Staff Photo by Mike Seeling) 
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Drain Error Miffs 
Library Trustees 


R o l l i n g Meadows library 


trustees, who thought surface- 
wiitcr drainage problems would 
!>«• solved through landscaping, 


angcwl this week when 


Neiv High 
School h 
Planned 


asked to approve a $1,200 drain 
line in a new attempt to correct 
the situation. 


Raymond Uecker, landscape 


architect, laid part of the blame 
on the concrete contractor who 


ing the parking lot surface to 
the center where his plan calls 
for a catch basin. 


"So a goof in construction is 


going to cost us $1,200," groused 
Richard Davis, backing Tom 


missed the proper grade in in-1 Grossman who expressed anger 
stalling sidewalks. 


As a result, pockets of water 


stand near the building. 


I'RCKER SAYS grade of the 


, building was set according to 


at the additional cost. 


D a v i s suggested 
Uecker 


should split the cost, and Ue- 
cker did, as the discussion be- 
came tense, say he would bear 
the cost if still further drainage 
problems develop, as foreseen 
by John Lund. 


THE BOARD authorized a 


$200 engineering survey to de- 
termine the value of the pro- 
posed drain line, and will meet 


the 
street 
grade. However, 


there is a sharp rise between 
the street and public sidewalk, 
leaving only a slight rise to the 
b u i l d i n g to handle surface 
drainage. 


Plans 
(01 the new Rolling I ,.We hope(, the ]andscaping 


Meadows Hi«h School will head-1 would nandle this - he said 
line the agenda for a "town 
met'ting" 
at 
Carl 
Sandburg 
'< tne building across the parking 


School next Thursda> evening 
t lot to „ storm sewer is pro_ 


The Chamber o( Commerce | posed. 


h.is insited Jack Martin, assist-1 
Uecker is recommending slop- ly April, Uecker advised, 


ant 
tn the .superintendent of, 


High School DiM 2H 
He will' 


explain to the people of the city 
the April 12 referendum for a 
building on the Central Road 


maps of Palatine Town-1 ship. 


Ryan 3rd Candidate 
For Dist. 214 Board 


James T. Ryan, of 2006 Rose- 


hill, Arlington Heights, today 
announced he will be a candi- 
date April 12 for a one-year 
term on the High School Dist. 
214 board. 


Ryan, who had been one of 


five persons weighed for two 
school board appointments 
made last month, said he was 
encouraged to run and had con- 
sidered the matter for a long 
time before deciding to take out 
candidate petitions. 


He said he wanted to assure 


himself that he could give the 
school board the proper time 
and without shorting the Arling- 
ton Heights Plan Commission, 
on which he serves. 


In a statement released to the 


papers he explained, "I specif- 
ically announce my candidacy 
for the one-year term so that 
each and every voter 
wiU 


have the opportunity to review 
my record in one year." 


RYAN 
ALSO made these 


at 7 p.m. Thursday to study the 


Now a dram line from near results of the survey. 


If the drain line is approved, 


it should be installed before 
landscape work resumes in ear- 


New Township Maps 


site in the cits, and the necessi- 
ty (or increases in tax rates, 
both educational and building 


Construction of a high school • 


in the cits is considered by civ- 
ic leaders as silalls important 
t'> tin- I'omimimts 


\l.l. IVTKRKSTKD residents i 


,iif unfed 
t i > attend the open 


meeting 
| 


\ -*'c»nd topic on the agenda 


for the public meeting \sili be a 
talk I)) Albert W Gass of the 
Northwest Cooperative Mental 
Health As>n . whose subject ssill 
tx- mental health needs and re- 
MHIICCS of the community 


The Chamber of Commerce i 


w i l l serve refreshments 
after 


the pnmi ,uii 


Zoning Study 
Of High Rise 


ship offered free from the Pala- 
tine Chamber of Commerce can 
be obtained at any one of 46 dif- 
ferent spots in the area begin- 
ning today 


Many Chamber of Commerce 


members have 
offered 
their 


places of business as map de- 
pots 


As a service project to resi- 


dents, the chamber decided an 


was necessary several months 


n"°' 


\ TOTAL OF 5.000 were re- 


turned from the printers late 
last month and now are avail- 
able tn any reskleni in the town- 


The 19-by-16-inch layout spots 


all 130 chamber members and 
includes locations of municipal 
buildings in Rolling Meadows 
and Palatine. It also gives an 
updated version of new streets 
and spots churches and schools 
of both municipalities. 


For a complete list of map 


depots, see Monday's paper. 


Obituaries 


«.-> YFARS AflO 


Cmik < minis Herald. March I, 1904 


(Her «.iwoooo.OOi) will be poured into the pockets of the 


people nf the t'mted States because of the war between Russia 
and .Japan Ot the sum. over half svill go into the pockets of the 
farmer The man behind the plow in the Middle West now stands 
01 dictator to Russia and Japan. The wheat he raised, the corn he 
plowed, the < attle he owns are needed in the Far East and when 
the s ictor comes to figure up the war indemnity, he will find that 
the bulk of the expense has gone to the American farmer. 


50 YEARS AGO 


Cook County Herald. March T, 19l!l 


The regular meeting of the Arlington Heights Village Board 


was held Monday. March 3. 1919 


The finance committee reported favorably on bills and pay 


roll amounting to $252 BO which were ordered to be paid. 


A petition signed by property owners abutting north Dunton 


Avenue from the end of the paving to the village limits pledging 
$200 to have the road fixed up by putting on crushed stone, was 
referred to the street committee 


The treasurer's report, showing a balance of $467.74 was read 


and referred to the finance committee. 


25 YEARS AOO 


\rlington Heights Herald, March 3. 1W4 


An A&P .super market ad reminded shoppers to bring their 


ration stamps and listed the following prices for food: Pork roast, 
2ij rents a pound, bacon. 25 cents a pound: smoked ham, 29 cents 
a pound, link sausage. 39 cents a pound; ground beef, 25 cents a 
pi Mind, and chuck roast. 25 cents a pound. 


other food prices included three pounds of coffee for 59 cents, 


four pounds of cabbage for U) cents, a pound of fresh peas for 15 
cent-,, and two bunches of fresh beets for 11 cents. 


10.YEARS A(l() 


\rlinyton ((rights llrrald. March ;,. |g:,!» 


The death sentence, as it is applied in Illinois, is arbitrary, 


rare, haphazard and useless as a deterrent to capital offenses. So 
concludes a survey released last week by Eugene S. Zemans, 
executive director of Chicago's John Howard Association. 


The study was made in connection with a proposal in the 


Illinois legislature to establish a six-year moratorium on the use 
of the death sentence 


John P. 


John P. Meagher, 76, died 


Tuesday in DuPage County Me- 
morial Hospital, Elmhurst. 


He was born Oct. 15, 1892, in 


McComb, Miss., and lived at 
4N619 Church Road in Ben- 
senville. 


Visitation is today at Geils 


Funeral Home, 180 S. York 
Road, Bensenville. Funeral ser- 
vices will be held tomorrow at 
10:30 a.m. from the funeral 
home to St. Alexis Catholic 
Church in Bensenville, for 11 
a.m. mass. Interment will be at 
St. Joseph 
Cemetery, River 


Grove. 


Surviving 
are 
his 
widow, 


Irona; two daughters, Mrs, Vir- 
ginia Davies of Bensenville, and 
Mrs Alice Furlan of Harwood 
Heights, 111.; four sons, Tom of 
Tampa, FU.. Jack of Jackson- 
ville, Fla., Robert tnd Henry, 
both of Bensenville; 14 grand- 
c h i l d r e n ; 17 great-grand- 
c h i l d r e n ; a sister, Maggie 
Rausa of Scrttle, Wash.; three 
brothers, Harry Rausa and Nick 
Rausa. both of Chicago, and 
Frank Rausa of Hartsville, Ala. 


vlf you want 


what g 


want 


•when you 
WSMTIT. 


then 


ai»efor-gou! 
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H fashion 


Hy«cmth «r>d Mtrri 


Plans for the proposed high 


rise motel on Arlington Park 
Race Track property at Rohl- 
wing Road and Euclid Ave. will 
be considered jointly by the spe- 
cial zoning commission and the 
zoning board of appeals. 


The combined public hearing 


will be held at 8 p.m. March 20 
in the council chambers of Roll- 
ing Meadows city hall. 


The land on the northwest 


corner of the intersection is now 
Outsider 
To Take 
Crown 


A champion will be crowned 


in the Palatine Regional basket- 
ball tournament tonight but, un- 
fortunately, it won't be one of 
the two Palatine High Schools. 


Both Palatin^ 
and Fremd 


high schools were eliminated 
from the regional round of the 
state basketball 'tournament in 
t h e i r first contest 
Tuesday 


night. 


Palatine's Pirates were em- 


phatically bounced 
from 
the 


tourney by long-time rival Ar- 
lington, 64-52. 


FREMD MADE it a lot closer 


before bowing to another Ar- 
lington Heights • school in the 
second game. In that one, the 
Vikings lost to St. Viator 51-49. 


Tonight's championship game, 


to begin at 7:30 p.m., will 
match 
Wheeling against the 


winner of last night's contest 
between Arlington and St. Via- 
tor. Wheeling advanced to the 
championship 
by 
defeating 


Mundelein Wednesday. 


The winner of tonight's game 


will advance to the sectional 
round of the tourney next week 
at Arlington. 


See further details in today's 


sports section. 


"They complained about us 
using thin paint . . . wait 
'til they try to open these 


windows!" 


Deaths Elsewhere 


Donald L. Bach, 51, of Whea- 


ton, died suddenly Feb. 21, in 
Central DuPage Hospital, Win- 
field. Funeral services 
were 


held Feb. 24, at the Wheaton 
Evangelical Free Church in 
Wheaton. 
The Rev. LaReau 


Thorwall officiated. Interment 
was at Memory Gardens Ceme- 
tery in Arlington Heights. Sur- 
viving are his widow, Doris; 
three daughters, 
Carolyn at 


home, Mrs. Virginia Sandsmark 
of Wilmette, and Annette Bach 
of Chicago; two sons, Marvin 
and Donald at home; his moth- 
er, Mrs. Martha Bach of Arling- 
ton Heights; two sisters, Mrs. 
Dorothy Carleston of Dundee, 
and Mrs. Marlyn Culton of 
Springfield, Mo.; and a brother, 
Harold Bach of Elgin. 


Mrs. Mary Jane Mead, 59, of 


Park 
Ridge, 
died 
suddenly 


Tuesday in her home. Memorial 
services will be held tomorrow 
at 2 p.m. at the Church of the 
Good Shepherd, 301 Ridge (cor- 
ner of Ridge and Landmeier 
Road) in Elk Grove Village. 
The Rev. Lloyd Weber will offi- 
ciate. Surviving are two daugh- 
ters, Mrs. Nedra Morbeck of 
Elk Grove Village, and Mrs. 
R a d a h Repel 
of Arlington 


Heights; a son Hal Mead of Chi- 
cago; seven grandchildren; and 
two sisters. 


Mrs. Marie Julia Georgen, 73, 


of Pompano Beach, Fla., died 
Tuesday in Holy Cross Hospital, 
Fort Lauderdale, Fla. Funeral 
services will be held tomorrow 
at 10:30 a.m. from Lewis Funer- 
al Home, 7600 W. Grand Ave., 
Elmwood Park, to St. Cyprian 
Church in River Grove, for 11 
a.m. mass. Interment will be at 
St. Joseph Cemetery, 
River 


Grove. Surviving are her hus- 
band, Louis J.; two daughters, 
Mrs. Marion Bedore o' Ohio, 
and Mrs. Florence Williams of 
Texas; two sons, Richard J. of 
Mount Prospect, and Robert J. 
of Chicago; 19 grandchildren 
and two great-grandchildren. 


Habit- 
forming. 


When you stack one U.S. Sav- 
ings Bond on top of another, it 


becomes a habit that's tough to 
break and hard to beat. That's 


because it's so painless. Just tell 


your employer or banker to set 
aside a regular amount from 
your paycheck before you have 
a chance to spend it. Sign, up 
today. 


NOW—Higher Rates! 


Savings Bonds now pay 4.25% 
when held to maturity — and 
Freedom Shares (sold in com- 


bination with E Bonds) pay a 


full 5%. The extra interest will 


be added as a bonus at maturity. 


And now you can buy the 
Bond/Freedom Share combina- 
tion any time—no monthly 
commitment necessary. Get the 


facts where you work or bank. 


U.S. Savings Bonds, 
new Freedom Shares 


zoned M-l, lighti ndustrial, un- 
der the Rolling Meadows zoning 
code. 


Petitioners ask a change to 


R-7, apartment, office and in- 
stitutional district, to permit 
construction of a 400-room mo- 
tor inn similar to the Marriott 
near O'Hare Field. 


The high rise design will also 


require a variation from the 60- 
foot limitation set in the zoning 
code. 


THE PROJECT IS part of a 


program to greatly expand the 
facilities of the race track. 


The motor inn is expected to 


offer tower rates than the high 
rise hotel now under construe 
tion adjacent to the Arlington 
Carousel restaurants, which will 
serve the new motor inn. 


A coffee shop will be included 


in the motor inn plans. 


The special zoning commis- 


sion will make a recommenda- 
tion to the city council on the 
zoning change, and the ZBA will 
rule on the height variation. 


All interested persons are 


urged to attend the joint hear- 
ing and will be granted opportu- 
nity to voice opinions. 


points in his statement: 


—That it is "vitally impor- 


tant" to achieve close coopera- 
tion between the various plan 
c o m m i s s i o n s and the high 
school districts. 


—That the main prerequisites 


for a school board member are 
"a willingness to serve and a 
sense of objectivity 
I be- 


lieve I have sufficient objectiv- 
ity to serve the students, the 
parents of the students and the 
taxpayer 
at-large. 
A 
board 


member must have a feeling of 
responsibility to each." 


—That he would do his best to 


insure "that, dollar for dollar, 
this district will have the best 
educational system that it col- 
lectively cares to afford." 


RYAN TOLD Paddock Publi- 


cations he felt he could serve as 
a bridge between the Arlington 
Heights Plan Commission and 
the high school district. He 
pointed out that board member 
Mrs. Leah Cummins holds 
similar position with the 
Grove Village Plan Commission 
while board 
member 
Frank 


Bergen serves on the Mount 
Prospect Plan Commission. 


Ryan called for using "lead- 


ership, direction and a willing- 
ness to listen to legitimate, le- 
gally presented student propos- 
als" as the answer to the trend 
of student "rebellion for rebel- 
lion's sake." 


Ryan, when he files' his peti- 


tion, will become the third 
name on the list, a list of candi- 
dates for the one-year term. 
The others are Don McGlothlin 
of Wheeling and John M. Cos- 
tello of Mount Prospect, now 
holding a seat on the board by 
appointment. 


RYAN, A LAWYER, is 


partner in the Chicago law firm 
of Morgan, Halligan, Lanoff anc 
Cook. 


He is a former director of the 


Arlington Heights Jaycees, for- 
mer president of the Arlington 
Vista Home Owners Association 
and general counsel for the Illi- 
nois Young Republicans. 


Between the Lines 


Responsibility 


Leans Two Ways 


by ED MURNANE 


City Editor 


Everyone talks about the responsibilities public of- 


fice holders have to the people who elected them. 


When school taxes go up, school board members are 


blamed because they, in the eyes of the taxpayer, are 
responsible for providing the best possible education at 
the lowest possible cost — which means no tax increas- 
es. 


When streets are chopped up or basements are 


flooded, the village or city officials are responsible be- 


cause, after all, they were elected to 
solve these problems and they'd better 
doit. 


When park facilities are not as 


adequate as parents would like for 
their children, the park district offi- 
cials hear about it because they are 
the ones who are supposed to be pro- 
viding outstanding recreational facil- 
ities for their constituents. 


HUKNANK 
THE responsibilities, although maybe 


somewhat overdramatized here, are heavy on office 
holders and most of them should be commended for their 
willingness to face them. 


But at this time of year, particularly during the next 


six weeks, the responsibilities fall on other shoulders too 
— the shoulders of the voters. 


This is the time — the eve of local elections — when 


candidates put their qualifications and their records on 
the line. 


And the voters, whose responsibility is to see that 


only the best candidates are elected, can only do that by 
getting to know the candidates, their qualifications, and 
just how the election of one candidate or another will 
affect the community. 


Fortunately, there are a number of occasions during 


the campaign when voters can meet the candidates and 
question them on issues, qualifications and past records. 


Failure by the voters to take these opportunities, 


whether they be the candidates night sponsored by the 
League of Women Voters or candidate forums sponsored 
by school districts, takes a lot of steam out of the same 
voters' compaints during the balance of the year. 


LAST YEAR, when High School Dist. 211 scheduled 


voter information sessions prior to a referendum, fewer 
than 20 people in both Palatine and Schaumburg Town- 
ships attended. 


That display of apathy by the voters was unprece- 


dented, and it should never be allowed to happen again. 
Voters who do not take the time and interest to inform 
themselves and become qualified to vote have no busi- 
ness entering the voting booth and even less business 
compaining when elected officials perform in a manner 
they said they would during the carr paign. 


What kind 


of investment 


is Freedom 


n» V.8, Govmmmt iott not 
pay for thi» advtrtttrmmt. It 
it tmmud u • *»6li« urvie* 
in cooperation wita Thl Dl- 
jwrtmfit of «*• Tr«uury ami 
fl* MnrMrtg CnneU. 


DShrewd? DSafe? DRatriotic? DExclusive? 


You're right if you checked all four boxes. 


Freedom Shares are a shrewd investment because they pay 4.74% when held 
to maturity. They mature in just four-and-a-half years, and are redeemable 
after one year. 


There is no safer investment because Freedom Shares are backed by The 
United States of America. 


. 
Exclusive? Absolutely. Not everyone can buy new Freedom Shares. You have 
to belong to the Bond-a-Month or Payroll Savings Plan. Freedom Shares are a 
bonus opportunity for these regular Bond buyers. 


And, as you help yourself by buying Freedom Shares, you're also helping your 
country. Sign up for Freedom. Get all the facts from the payroll people 
where you work or any officer where you bank. 


UiEi JlMEEft STATE St OF'AM'E RIGA 


Sfc.= L 000 000 000 


U.& Savings Bonds, 
New Freedom Shares 


U,S. Government doet not pay for this Advertisement. It « pretented at a public 


termce in cooperation with the Treasury Department and The Advertising Council. 


CHARGE BOY 


WITH HIT 
AND RUN 


Charges were filed against a 


tfi-year-old 
boy yesterday 
in 


connection with the Feb. 15 hit 
and run accident which criti- 
cally injured a .lack London 
High School student 


The injured boy was Daniel 


Osmon 13, son of Mr and Mrs 
Edward A Osmon. 406 Buffalo 
Grove Road, Buffalo Grove 


Wheeling 
Police questioned 


four teenagers for six hours be- 
fore filing the charges 


The juvenile driver of the car 


was booked for unlicensed driv- 


i ing, leaving the scene of an ac- 
cident involving personal injury, 


I failure to stop and render aid to 


I an injured person and give in- 
formation, failure to report a 
personal injury accident to an 
authorized police agency within 


1 48 hours, and failure to yield 
the right of way to a pedestrian 
in the roadway. 


AN APRIL 22 court hearing in 


'. Arlington Heights Dist. Court 


{ was set. 


Police brought the juveniles, 


two boys and two girls, in for 


Construction 
Area Guarded 


b> BARRY KIGALI: 


Buffalo Grove Police Chief 


Harold Smith heads a force in a 
village that is practically free 
from 
crime 
of any 
seiious 


nature 


Therefore, when Ix?vitt and 


Sons Inc . called on the police 
force to protect its unattended 
houses under construction in 
Strathmore it seemed a simple 
task 


However, since construction 


began, items' such as washers, 
dryers, refrigerators and ovens 
have been stolen from homes in 
the final stages of completion 


Besides their regular patrol 


duties, Smith has assigned a pa- 
trol car to make special rounds 
of the construction area during 
the day and night According to 
Smith, most of the vandalism 
occurs during the day. 


"THERK ARK about 350 or 


400 homes under construction 
right now," said Smith "And 
with all the trucks and station 
wagons in the area it is difficult 
to catch anyone in the act of 
stealing" 
' 


Levitt and Sons pays the Buf- 


falo Grove police force to patrol 
the construction area. 


Even when something is re-. 


ported missing, it is still hard to I 
find anyone who witnessed a i 
theft, explained Smith, because I 
there i.s a great deal of activity I 
in the area as plumbers and' 
carpenters come in and out 
' 


Another problem, said Smith, j 


is that the heavy appliances are 
installed in the buildings before 
their 
completion 
and 
before 


anyone has moved in. The emp- 
ty boxes are placed in front of 
the houses and can be seen by { 
anyone who wants to steal. 


AN EXAMPLE of the Buffalo , 


Grove police patrol paying off j 
occurred one night in Decem- 
ber. Smith, stationed 
in his 


squad car on a hill overlooking 
the construction site, turned off | 
his engine and lights and waited 
with binoculars in hand 
\ 


A.s he waited, a station wagon 


crept past the squad car with- 
out 
noticing 
him. 
The 
car 


stopped in front of one of the 
houses and two youths went in- 
side 


They made two trips from the 


house to the car, turned the car 
around and came back past the 


, squad car. Smith caught the 


, youths taking windows with 
frames worth $50. 


Since the December arrest, 


only two appliances have been 
reported missing as Chief Smith 
and his men continue to patrol 
the construction site. 


Arthur Gingold, a representa- 


tive of Levitt and Sons, refused 
to give out figures as to the ex- 
tent of the company's loss due 


, to vandalism. Such figures are 
' not available, he told The Her- 
ald. 


Gingold said he was satisfied 


with the job Buffalo Grove po- 
lice have been doing and had no 
more to say on the subject be- 
cause Levitt's job was to sell 
houses and not release vandal- 
ism figures. 


Auto Accident 
Charges Wrong 


A s t o r y in , Wednesday's 


Wheeling Herald incorrectly re- 
ported charges filed in a three 
car accident in the 700 block of 
S. Elmhurst in Wheeling on Fri- 


day. 


Bruno Dispenza, 26, of 1104 N. 


Harding, Chicago was charged 
with failure to reduce speed in 
the accident. 


The other drivers in the acci- 


dent, John M. Rowley, 48. of 508 
S. Stewart, Lombard, and Carol 
A. Torrens, 23, of 703 S. loka, 
M o u n t Prospect, were not 
charged in connection with the 
accident 


questioning after an anonymous 
tip. Police identified the person 
as a "civic-minded citize'n." 


Osmon was struck on High- 


way 83 near S. Merle Lane as 
he was crossing the road near 
Wheeling High School. He was 
struck by the north bound car 
at 6:32 p.m. after 
he 
was 


dropped off by a south bound 
car. 


j 
The 
car 
which police say 


struck Osmon is a 1963 Oldsmo- 
bile owned by Mrs. Frances Ko- 


j neski, of 811 C. Valley Stream 
Drive, Wheeling. Wheeling po- 
lice believe the vehicle was tak- 
en without her knowledge or 
permission. 


PAINT SAMPLES from the 


car match those taken from Os- 
mon's clothing according to a 
Chicago crime lab study. Police 


, planned Thursdav to impound 


1 the car as evidence. 
! 
The juvenile driver of the car 


i told police that Osmond 
ap- 


peared suddenly in front of the 


j car, was struck and thrown 


I through the air before the driv- 


1 er had a chance to hit the 


1 brakes. Osmond was dressed in 
dark clothing at the time of the 
accident. 


The boy told police he slowed 


the car down but did not stop 
after the accident because he 
was frightened. The young pas- 
sengers told police they weren't 
supposed to have the car. The 
driver had a learner's permit, 
but PI valid driver's license. 


Three of the four teenagers 


who were in the car, including 
the 
driver, 
gave 
voluntary 


statements to the police after 
being informed of their legal 
rights. A young child who was 
also a passenger in the car at 
the time of the accident was not 
questioned by police. 


P O L I C E SAID statements 


made 
by the three youths 


agreed with those given by wit- 
nesses to the accident. Charges 
filed were bused on the advice 
of the state's attorney, they 
noted. 


The Herald learned Thursday 


that Mrs. Koneski was told by 
the youths the damage to the 
car was a result of hitting a 
stop sign. She reportedly told 
the juvenile driver that he had 
to pay for the damage or she 
would report the incident to her 
insurance company and the po- 
lice would become involved. 


Parents of all the youths in- 


volved were notified by the po- 
lice before the questioning of 
the teenagers. 


Osmond was in good condition 


Thursday according to officials 
at Holy Family Hospital. He 
had been moved from the in- 
tensive care unit to the pediat- 
rics ward. Hospital authorities 
would not reveal whether in- 
juries to the boy would leave 
permanent damage, but said his 
initial injuries were fractures of 
the left shoulder, right hip and 
left leg. 
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AHHHHGGHHH! The human wishbone writhing in 
the grip of two tormentors is a Northwest Police 
Academy recruit undergoing a vigorous limbering 
up session before proceeding to an even more 


strenuous session of hand-to-hand combat. The 
classes are held in the gym at John Hersey High 
School, Arlington Heights. The academy trains po- 


lice recruits from Arlington Heights, Mount Pros- 
pect, Rolling Meadows, Palatine, Wheeling, and 
other communities in the suburban Northwest. 


(Staff Photo by Mike Seeling) 


Pangs of Village 
9s Boom 


Building Versus Zoning 


by MARY DRESSER 


Development in Buffalo Grove 


is proceeding at a head-long 
pace, and the Plan Commission 
faces a mammoth task of re- 


working the village code while 
holding off hordes of hungry de- 
velopers. 


Several crucial loopholes ex- 


ist in the zoning code, and, un- 


less they are stopped-up quick- 
ly, a developer could take ad- 
vantage of these omissions. 


Monday night the Plan Com- 


mission reviewed some of the 


Graduate of Viator 
Dies in Viet War 


A purple heart winner, who 


requested a three-month exten- 
sion to stay in Vietnam until 
May 10, is the first soldier from 
Prospect Heights to be killed in 
the Vietnam war. 


Pfc. James M. Kalter, 21, of 


211 Wolf Road, died Monday in 
a hospital at Long Dinh after 
being wounded in the head by 
shrapnel from an enemy gre- 
nade. 


Private Kalter was among the 


first graduating class in 1965 at 
St. Viator High School in Arling- 
ton Heights. He attended St. Al- 
phonsus grammar schoql in 
Prospect Heights. 


VANDALISM WATCH at the Strathmore home construction 
site ia under the direction of Buffalo Grove Police Chief Har- 


old Smith. The valuable equipment stored in the vacant 
homes makes them a tempting target for vandals and thieves. 


At St. Viator, Private Kalter 


was a member of the school pa- 
per, and participated in the se- 
nior play, "Stalag 17." He was 
also a member of the chess club 
and book club and won a certifi- 
cate and medal for his out- 
standing knowledge of Latin. 


P R I V A T E KALTER was 


drafted into the army in 1966 
and would have been eligible 
for release last month. 


"He felt he was needed over 


there more than stateside," said 
Private Kalter's sister, Gloria, 
25. "He was assigned to the in- 
fantry division but wanted to 
become a machine gunner on a 
helicopter. He was granted a 
three-month extension because 
there were no immediate open- 
ings in the aviation 
depart- 


ment." 


Private Kalter was on bunker 


guard duty in Cu Chi, 18 miles 
northwest of Saigon, when he 
was wounded by the enemy. 


Doctors notified the family Sat- 
urday that he was in critical 
condition. He died two days lat- 
er. 


PRIVATE KALTER received 


the purple heart after being 
wounded in the back by shrap- 
nel from a mortar attack in Au- 
gust. Last May he was one of 
three men of a group of 18 who 
survived a bitter enemy am- 
bush near Tay Ninh. In a letter 
home he said he arid the two 
other soldiers were holed up for 
four hours, cut off from any ra- 
dio contact, and praying to get 
out safely. He was awarded the 
Combat Infantry Badge follow- 
ing the Tay Ninh ambush. 


Funeral arrangements have 


not been made pending the re- 
turn of Private Kalter's body in 
a week to 10 days. 


Private Kalter is survived by 


his mother, Mrs. Florence Kal- 
ter; two brothers, Willard, 33, 
and Lawrence 31; and his sis- 
ter, Gloria. 


soft spots in the ordinances and i things were allowed," said Fab- 
resolved to go over 
chapter by chapter. 


the code ish. 


THE PLAN commission is 


CURRENTLY THE code does j aware that the appearance of 


not limit the height of ground the community has much to do 
signs. 
i with the values of the houses in 


"Someone could put up a i 'ne area. It doesn't want to see 


monster and we couldn't do 
anything about it," said Plan 
Commission Chairman Edward 
Fabish. 


The plan commission voted to 


ask the village board to route 
all sign requests through the 
commission until the sign ordi- 
nance is overhauled. 


The commission also wants to 


rework the manufacturing dis- 
trict ordinance. 


Currently the M-l manufac- 


turing ordinance will allow such 
businesses as animal hospitals, 
car washes, cement contractors, 
garages and parking lots. These 
business operations would be 
allowed in the Buffalo Grove In- 
dustrial Park. 


building in Buffalo Grove that 
lowers property values. 


"We are growing so fast our 


reaction is way too late," says 
Fabish. 


The board intends to examine 


a truck and trailer ordinance 
that will allow parking in the 
back of a private lot, but will 
prevent vehicles from protrud- 
ing at the front of a building. 


A monotony ordinance is also 


up for study. This type of ordi- 
nance would prevent a builder 
from erecting houses of similar 
exteriors or design adjacent to 
each other. 


Meanwhile, developers' repre- 


sentatives at Strathmore are 
speculating that the Levitt * 
Son plans to build 1,300 homes 


Northside Phones 
Coming - Swiftly 


"We didn't even realize such may be revised upward. 
4 Stories OK; 
6 Too High 


Apparently a four-story apart-1 THE PLAN Commission will 


ment building is okay in Buffalo, hold its first hearing on the con- 
Grove, but a six-story 
con-1 dominium proposal April 16. 


domimum is too high. 
, Meanwhilei the four-story Mo- 


Comments made at Monday iser apartment development on 


nights Plan Commission meet-,the northwest corner of Buffalo 
ing mdicate going will be rough Grove Road and a 
Ma .g 


for the proposed six-story con- • Park 
was 
^ a , 


domimum development planned 


Telephone service to homes in 


the northern section of Buffalo 
Grove will arrive April 21. 


Illinois Bell Telephone Co. is 


speeding work on the job as a 
result of complaints from irate 
new 
homeowners 
who have 


waited months for phone in- 
stallation. 


The d°lay is due to a work 


back-up resulting from the five 
month telephone strike in 1968 
says Illinois Bell Rep. R. E. 
Montgomery. 


June had been the target date 


for final installation but pres- 
sure from homeowners caused 
company Pres. James W. Cook 
to insist on a speed-up. 


TELEPHONE company em- 


ployes are working a 24-hour, 
three-shift day to finish the job 
on time, Montgomery said. 


The telephone cable to serve 


the area in the northern part of 
t h e Strathmore development 
must 
come 
down Elmhurst 


Road to Checker Road and then 
go west toward the homes. 
Workers must lay conduit, then 
pull cables through the conduit 
and interconnect the lines with 
those already connected to the 
homes. 


In some areas in northern 


Strathmore the only telephone 
service available is an emer- 
gency pay phone installed by 
the telephone company at street 
intersections. 


Ta; 


term, $800,000 mortgage by the 
John Hancock Mutual Life In- 
surance Co. 


M o s e r ' s development, the 


Stonegate Garden apartments, 
will be the tallest residential 
buildings in Buffalo Grove, so 
far. 


STONEGATE Garden will in- 


clude 64 one-bedroom and two- 
bedroom 
apartments 
with a 


rental range of {180 to $220 per 
month. The project will contain 
four two-story buildings and will 
feature air-conditioning, 
dish- 


w a s h e r s , carpeting, and a 
heated swimming pool. 
! 
The apartment complex is 


| scheduled for completion in two 
List Monday ;vears 


In lieu of a land donation to 


the village, Moser has agreed to 
construct and install four vil- 
lage tennis courts at a cost not 
to exceed $12,000. 


for the Arlington Country Club 
on Dundee Road in 
Buffalo 


Grove. 


The Plan Commission is cool 


to the prospect of allowing six- 
s t o r y buildings 
in 
Buffalo 


Grove. 
! 


One of the reasons given is 


that tne new fire department; 
aerial 
equipment will reach 


only four stories. 
i 


Attorneys 
for 
the 
country i 


club, Marx, Marx, and Kaplin, 
requested an extension of 30' 
days from Wednesday's sched- i 
uled hearing date before pre- i 
senting their preannexation pe- 
tition. 
! 


A listing of quadrennial tax 


assessments in Wheeling Town- 
ship will be included in Mon- 
day's Herald. 


r 


Sheila Semite 
LE 7-2724 


LEADING THE 31st annual Knights of Co- 
lumbus youth fund drive Is V. Andrew Bal- 
ducci of Prospect 
Heights. Balduccl (far 


right) is shown with Msgr. Edward J. Kelly, 
C Y.O. executive director, and Earl J. Gron- 


dy, executive secretary for ttie youth fund 
drive. The drive will begin with a dinner on 
March 31 in the Sherman House. Balducci, a 
past Grand Knight of the Father Linden K. C. 
council, says this year's fund goal is $125,000. 


Plan Motorized 
Treasure Hunt 


Jim Lenahan, candidate for 


election to the Buffalo Grove 
Village Board, is organizing a 
motorized treasure hunt to pro- 
mote his campaign 


Registration for the treasure 


hunt starts at 7:30 pm. Satur- 
day night at the Ranch Mart 
Shopping Center. Dundee and 
Buffalo Grove Roads Cars are 
to lease at 8 p m 


Participants must return to 


their final destination by 11:30 
j> m According to Lenahan, the 
final destination will be a res- 
taurant serving both food and 
drinks 


,\ TROPHY will be presented 


the winners 


The cost of the expedition will 


be $3 per car with a two couple 
maximum in each car 
The 


treasure hunt will be limited to 
>5 cars 


Treasure hunters are instruct- 


ed to dress casually and bring a 
flashlight 
a "good" northwest 


suburban roadmap. a pen or 
pencil. ixxHs, and enthusiasm 


Information may be obtained 


by callmg 537-7372 or 537-9078 


LAUGH TIME 


"Will you hold on a second—I'll see if he has a 


free ear." 


"I'll get it!" 


Quick Action 


Our sports writers really get involved in 
the games they cover, though we hope 
they don't try this hard or we're likely to 
have one sports writer listed in the box 
score. 


Fans and coaches, alike, expect Paddock 
sports writers to know more about what's 
going on in the local sports scene than 
anyone else. It's one t>f the things that 
makes our paper the best in the area (and 
the heaviest). 


Sure, it takes time and talent to develop 
such an outstanding sports staff, but our 
readers expect the best in a Paddock 
paper, and we're determined to give it to 
them. 


So next time yon see sports writers cover- 
ing a local event, smile at the one without 
the press card in his hat — he's our man. 
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Dialing Meadowbrook... 


Shirley 
and 
Dick Missing 


have returned to 115 W. Man- 
chester, after a week's holiday 
in the Carribbean. They flew 
via Miami to the Grand Ba- 
hama Island and stayed 
in 


Freeport. Though the weather 
was cool for swimming, they 
marvelled at the crystal clear 
water from their ride on a ca- 
tamaran. Other highlights of 
their stay were guided tours 
around the island and evening 
visits to the gambling casinos. 


Seer Irene Hughes fascinated 


Shirley Mihatek, 409 S. Meadow- 
brook, Gloria Nicholson, 248 W. 
Jeffrey, and Robie Johanson, 
377 S. Meadowbrook, with her 
predictions of future happenings 
on Feb. 27, as guest speaker at 
the Republican Women's lunch- 
eon at Rolling Green Country 
Club. 


HEARING Irene Hughes on 


Friday night were Alice and 
Bob Wargo, 401 S. Wolf Road 
and Dee and Frank Connell, 376 
S. Meadowbrook Lane, at 
United Air Lines dinner at Itas- 
ca Country Club. 


Ann and Harold Franklin, 377 


S. Jeffrey, celebrated their 21st 
wedding anniversary Feb. 28, 
with dinner at Hapsburg Inn. 


The five-year-old newcomer 


to 370 S. Meadowbrook Lane is 
Helen, she came last week to 
live with Maine and Mike Witte. 


Neighbors rallied round the 


Don Wilson family, 379 S. Mar- 
vin, when Don and Mary were 
injured in an automobile acci 
dent Friday night. They were 
admitted to Lutheran General 


l o s p i t a l , where Don was 
rested for lacerations and a 
iroken wrist and Mary for lac- 
erations, a broken ankle and 
ibs. Don was released Sunday, 
>ut Mary will be confined for 
ome time. 
Another hospital resident last 


week was Gary, son of Florence 
and Hank Kean, 99 W. Jeffrey. 
The infant was admitted to 
Edgewater Hospital, Chicago, 
on Sunday night, with a severe 
case of flu. 


Gloria and Vic Nicholson and 


their fellow dancers welcomed 
he Milk Pail Dancers from 


Harvard, 111., to Heritage Park 
on Saturday night. In the guest 
group were Gloria's aunt and 
uncle, Ann and Joe Kupper of 
Harvard. 


THE NICHOLSONS and the 


Tom Crosses proceeded to the 
Union Hotel and then back to 
the Nicholsons' for an early 
morning 
breakfast. 
Regulars 


absent from the group were for- 
mer Meadowbrookers, Tom and 
Lena Kozimor, as Lena recently 
broke her foot playing vol- 
leyball. 


The Nicholsons recently were 


guests of former neighbors, Rae 


and Don Swanson, hi their Lib- 
ertyville home. With Tom and 
Joan 
Crose and Jean and 


George Valentine, they spent 
the evening playing cards. 


Here from her home in Hoi- 


yoke, Mass., is Mrs. Charles 
Lavelle, visiting her daughter, 
Helen Pattison and family at 
101 E. Meadowbrook Lane. 


A chorus of "Happy Birth- 


day" to Tom Barry, 192 W. Jef- 
frey, adding another year Feb. 
25; to Georgia Lesley, 401 S. 
Meadowbrook Lane, March 1, 
and to Frank Connell, 376 S. 
Meadowbrook, March 4. 


FRI., MAR. 7, 1969 


Offer Picture 
Framing Course 


Community School Servkes 


will offer a picture framing 
c o u r s e for adults starting 
March 26 in the Art Room at 
Jack London Junior High. 


The eight week class open to 


Dist. 21 residents will meet 
from 7:30 to 9:30 p.m. A fee of 
$10 not including materials will 
be charged 
for the 
course 


taught by Len Swanson. 


Registration is from 8:30 a.ir. 


to 4:30 p.m. weekdays by call- 
ing 537-8270. 


Hard to Believe 


There were 4,000 fatal poison- 


ings in the United States in 
1967. 


SHOP IN WHEELING 
and BUFFALO GROVE 


WITH YOUR LOCAL MERCHANTS 


BUFF4LO GROVE . . . 


It's no longer a toll call 


to call a Realtor! 


To buy or sell a home 
Call 537-3200 


Rev. McCarthy 
To Talk on Sin 


Adult education lectures in 


religion at St. Joseph the Work- 
er parish have passed the half 
way mark. 


T o n i g h t , Rev. Warren 


McCarthy, a counselor at Niles 
Seminary, will present "Sin in 
1969. Is it different?" 


"Personality Growth through 


Christian Uving" will be the 
topic next Friday; the speaker 
will be Rev. Gene Ahern, reli 
gion director at Niles and an 
active member of the Associ 
ation of Chicago Priests. Both 
talks are scheduled for 8 p.m. 


THE SERIES was launched 


on Jan. 27 by Rev. Lawrence 
Gorman, who spoke on "Moral 
ity Today." Father Gorman i 
president of the ACP. 


February titles were "Reli 


gion: Who Needs It?" by Siste 
Mary Sheehan, formerly of St 
Xavier College, and "Our Par 
ish? Our Church? What Is It?' 
by Rev. Donald Hughes, associ 
ate pastor of St. Stephen Par 
ish, Des Plames, and activ 
member of ACP. 


Miss Drabant Is 
On Ripon List 


Judith Drabant, daughter of 


Mr. and Mrs. Edward J. Dra- 
bant, Rt. No. 1, Prairie View, 
has been named to the dean's 
list at Ripon College for the 
first semester of the 1968-69 
academic year. 


A senior at Ripon, Miss Dra- 


bant obtained a straight-A aver- 
age. 


Sgt. Andrews Is 
At Da Nang AB 


Sgt. Ronald A. Andrews, son 


of Mr. and Mrs. Raymond W. 
Andrews, 501 Bernice Court. 
Wheeling, is on duty at Da 
Nang AB, Vietnam. 


Sgt. Andrews is a helicopter 


mechanic. Before his arrival in 
Vietnam, he was assigned at 
Forbes AFB, Kan. 


The sergeant is a 1965 gradu- 


ate of Arlington High School. 


HOMfFINDERS 


HOMEFINDERS 


100 W. Dundee Rd. 


Buffalo Grove 


Member M A.P. Multiple Listing Service 


HENRY'S HAMBURGERS 
34 N. ELMHURST RD. 
Wheeling 
LE 7-1361 


Community Organizations 


Measles can cause 
mental retardation. 


Now, for the first time, 
you can protect your child 
against measles and its 
serious complications 
with a new vaccine* 


Make sure your child gets 
the measles vaccine 
at the earliest time 
recommended by your doctor 
or clinic. There are other 
safeguards against menial 
retardation. You should 
know about them. 
Write for a free booklet. 


Th* Praiidtnt't Commmn 
on MinUI RitMdatkxi 
Wtwhlngton, D.C.2O20L 


Crty 


Stitt 


PuMI»h«! M • puMIe wrvto m cooptnllon 
«Nk Th» MwrtWni COMC«. 


Wheeling 


AMERICAN FIELD SERVICE—Lloyd Peterson, president, meets 


3rd Wednesday, Wheeling High Faculty Lounge. 


AMERICAN LEGION—Gene Sackett, commander, meets 2nd 


Wednesday, 8 p.m., Masonic Lodge. 
«mj0« 
AMVETS-Kenneth Griffith, commander, meets 2nd Monday, 


Amvets Hall. 
_ . 


AMVETS AUXILIARY—Marge Rannie, pres., meets 1st Wednes- 


day, p.m., Amvets Hall, Sue Biederer, secy. 


ARCHERY CLUB—Tom Kozimor, pres., meetst 2nd Thursday, 


8 p.m., Amvets Hall. 


ATHLETIC ASSN.-Alvin Nelson, pres., meets 2nd Tuesday, 7:30 


p.m., Heritage Park. 


ATHLETIC ASSN. AUXILIARY—Meets 3rd Tuesday, 8 p.m., Jack 


London Jr. High cafeteria, Mrs. Frank Wajda, chairman. 


BEAUTIFICATION CLUB-Chuck Mihalek, chairman, meets 1st 


Wednesdays, 8 p.m. at Heritage Park. 


CHAMBER OF COMMERCE-Stanley Gross, pres., Ken Kopper, 


exec secy , 537-7400. Meets 3rd Wednesday at Borchardt's 
Restaurant. 


CIVIL DEFENSE—Robert Buerger, director, meets 1st and 3rd 


Wednesday,7:30 p.m., Village Hall. 


COMMUNITY COUNCIL-Dr. Ian Taylor, pres., meets 1st Tues- 


day, 8:30 p.m., Dist. 21 Board Room. 


COMMUNITY POOL-Lee Beck, manager. 
COMMUNITY SCHOLARSHIP FOUNDATION — Glenn Oaks, 


pres., Mrs. Leanne Spletzer, secy., meets 8 p.m., 4th Tuesday 
at Wheeling High School. 


COMMUNITY THEATRE-Meets 2nd Tuesday, 8 p.m., Union 


Hotel 


DEMOCRATIC PARTY ORGANIZATION—James McCabe, com- 


mitteeraan. 


DEMOCRATIC WOMEN'S ORGANIZATION-Mrs. Helen Thiele, 


pres., 537-2099, meets 4th Tuesday at headquarters, 735 W. 
Dundee Road. 


GARDEN CLUB—Mrs. John Coolidge, pres., meets 4th Tuesday, 


8 p m. in Heritage Park Building. 


FIRE DEPARTMENT—B. Koeppen, chief, meets 3rd and 4th 


Monday at fire station. 


EXPLORER POST 49—Paul Sousy, advisor, meets 2nd and 4th 


Wednesdays at 8 p.m , 537-0806. 


HISTORICAL SOCIETY—John Koeppen, pres , meets 8 p.m., 4th 


Wednesday at Village Hall. 


HUMAN RELATIONS COMMISSION—EL'c Nekimken, chairman, 


meets 3rd Thursday, 8:30 p.m., Village Hall. 


INDUSTRIAL COMMISSION—Ray Roach, chairman, meets 8:30 


p.m., 2nd Wednesday, village hall. 


INFANT WELFARE ASSN.—Mrs. Victor Haben, pres., clinics, 


2nd Wednesday, 1-2:30, Heritage Park Field House. 


INSTRUMENTAL LEAGUE — Ted Falen, pres., Mrs. Frank 


Brancato, meets 8 p.m., 1st Wednesday at Wheeling High 
School. 


JAYCEE JILLS—Mrs. Ron Mulholland, pres., meets 2nd Tues- 


day, 8:30 p.m. 


JAYCEES—Otis Hedlund, pres., meets first Friday, 8 p.m. Jay- 


cee Room, Union Hotel. 


JUNIOR WOMAN'S CLUB-Mrs. Raymond Olson, pres., 537-1753, 


meets 3rd Tuesday, 8 p.m., Field School. 


KIWANIS OF WHEELING TOWNSHIP—Meets from 12:10 to 


1:30 p.m. every Thursday at Seven Countries Restaurant. Don 
Day, president. 


KNIGHTS OF COLUMBUS-John Walsh, grand knight, meets 1st 


and 3rd Wednesday, Wheeling Hall, 102 S. Milwaukee, 
n 15 p m. 


LADIES OF THE LIONS—Mrs. William Warr, pres., meets 3rd 


Monday, 7:30 p.m., local restaurants. 


LA LECHE LEAGUE —Mrs. Roland Shepard, pres., 259-3784, 


meets 2nd Tuesday at 8:30 p.m. 


LIBRARY BOARD—Henry J. Henke, pres., Mrs. Ray Burling- 


ham, secretary, meets 1st Tuesday, 8 p.m., at Library. 


LIONS CLUB—Earl Sauter, pres., meets 1st Thursdays, 7:30 p.m. 


at various restaurants, meets 3rd Thursdays, 7:30 p.m. at 
Clayton House 


MASONIC ORDER 


—Vitruvious Lodge 81, meets 4th Saturday, Masonic Temple, 


Chrles R. Limy, master. 


-Easter Star Chapter 850, meets 1st and 3rd Tuesday, 8 p.m.. 


Masonic Temple, Susan Plymale, matron. 


—Rainbow Girls, meets 2nd and 4th Tuesday, 7:30 p.m., Masonic 


Temple. Mrs. Ferrall Miller, mother advisor. 


MEADOWBROOK WOMEN'S CLUB—Mrs. Joseph Ciolino, pres , 


537-4210, meets in the members' homes in alphabetical order. 


NORILL CHORAL CLUB—Marjorie Beu, director, reherses Tues- 


days 8 to 10 p.m. Jack London Junior High School. All inter- 
ested persons are invited. For information call Robert Ander- 
son, 537-5311. 


NURSES CLUB-Mrs. Joseph Volk, president, 537-2677, meets 4th 


Wednesday, 7:30 p.m., Jack London Jr. High School. 


OVER 50 CLUB-Meets 1st and 3rd Thursdays, 10 a.m. to 4 p.m. 


and 2nd Thursdays, 8 p.m. to 10 p.m. at Heritage Park, Mrs. 
Martha Pfunt, president. 


NORTHWEST HOMEOWNERS ASSOCIATION-Bill Neuenfeldt. 


pres., meets 1st Thursday, 8:30 p.m. on rotating basis. 


PARK DISTRICT-Ferdinand Arndt, supt., meets 3rd Thurs- 


day at Heritage Park Building. 


PLAN COMMISSION-Michael Valenza, chairman, meets 2nd and 


4th Thursday, 7:30 p.m., Village Hall. 


POLICE 
AND FIRE 
COMMISSION-meets 2nd Tuesday, 


8 p.m., Village Hall. 


POLICE RESERVES—Jack Bucalo, president. 
PUBLIC RELATIONS COMMISSION - James Tate, chairman, 


meets 1st Friday, 8:30 p.m., village hall. 


PUBLIC WORKS DEPT.—George Raupp, acting-superintendent, 


537-1300. 


GOP ACTION COMMITTEE—Charles Mihalek, chairman, meets 


4th Tuesday, 8:15 p.m., Hartmann House. 


ROTARY CLUB—William Simpson, pres., meets Friday, 12:15 


p.m., Borchard's Restaurant. 


ROYAL NEIGHBORS—Mrs. Fred Moeller, Oracle, meets 3rd 


Thursday, Masonic Temple. 


SCHOOL DISTRICT 21-Mary Jo Reid, president, Kenneth GUI, 


superintendent, board meets 2nd and 4th Thursday, 8 p.m., 
administration building. 


TOPS CLUB—Mrs. Miki Bieber, pres., meets Tuesdays, 7:30 p.m.. 


recreation hall, Buffalo Grove Ranch Mart. 


TORCH—Richard Stanowski, chairman, meets 3rd Wednesday, 8 


p.m., Wheeling High School/ 


YOUTH COMMISSION—Gerald Greenman, chairman, meets 


2nd Monday, 8 p.m., 366 Leslie Lane. 


VFW—Richard Gurney. commander, meets 2nd Saturday, 8 p.m. 


Union Hotel. 


VFW AUXILIARY—Mrs Robert Hellquist, pres., meets 1st 


Wednesday, Mark Twain School. 


VILLAGE BOARD—Ted Scanlon, pres., meets Mondays, 8-30 


pm., village hall. 


ZONING BOARD—Doug Cargill, chairman. 


Buffalo Grove 


AMVETS—Jim Mangrum, commander, meets 2nd and 4th Thurs- 


day, 8 p.m., Bills Buffalo House. 


AMVETS AUXTLIARY-Peggy Slove, pres., meets 1st Wednesday, 


8 p.m., Alcott School. 


BUILDING COMMISSIONER — Ed Venetianer, 537-0196. Office 


hours: Monday 7-9 p.m., Sat. 9 a.m. to noon. Emmerich Park. 


COMMUNITY COUNCIL-Charles Krause, pres., meets 3rd Tues- 


day, 8 p.m., Alcott School. 


FINANCE COMMITTEE—Robert Gleeson, chairman, meets 1st 


Thursday, 8 p.m., Emmerich Park. 


FIRE DEPT.—Wayne Winter, Fire Chief, 537-1861. 
FIRE DEPARTMENT AUXILIARY-Mrs. John Leligdon, pres 


537-6439, meets 2nd Wednesday, home rotation. 


FIRE AND HEALTH COMMITTEE—Charles Wilhelm, chairman, 


meets 1st Thursday at 8 p.m., Emmerich Park. 


GARDEN CLUB-Mrs. Lee Paulauskas, pres., 537-2215, meets 


2nd Tuesday, Buffalo Grove Rose Bowl, visitors welcome. 


JAYCEES—Ben McQueen, pres., meets 2nd Wednesday, 8 p.m., 


Bill's Buffalo House. 


JAYCEE-ETTES—Mrs. Mary Haltz, pres., meets every 3rd Thurv 


day at 8:30 p.m. 


NEWCOMERS—Mrs. Pat Kiddle, pres, meets 3rd Thursday. 
OVER 50 CLUB—Mrs. Hogman, pres., meets 2nd and 4th Wednes- 


day, Ranch Mart Community Room. 


PARKS AND RECREATION COMMITTEE-Harold Schoephoes- 


ter, chairman, 537-0799, meets 3rd Thursday, Bill's Buffalo 
House. 


PLAN COMMISSION-Ed Fabish, chairman, 537-1822, meets 3rd 


Wednesday, Emmerich Park. 


POLICE AND FIRE COMMISSION - E. Racette, chairman. 


537-2583, meets 1st Monday, police station. 


POLICE AND PUBLIC SAFETY COMMITTEE - Rex Lewis, 


chairman, meets 2nd Tuesday, 8 p m., police station. 


POI TCE DEPT.-Harold Smith, police chief, 537-4221. 
POLICE DEPT. AUXILIARY-Mrs. Betty Armstrong, president 


i 
meets 3rd Wednesday, home rotation. 


PUBLIC IMPROVEMENTS COMMITTEE—Charles Wilhelm, 
chairman, meets 1st Thursday at 8 p m., Emmerich Park. 


PUBLIC RELATIONS COMMlTTEE-Ken Felt en, chairman, 


537-0536, meets 2nd Friday, alternate homes. 


RECREATION ASSN —Eugene Muryn, president 
TOPS—Mrs. Inez Baer, president, meets every Monday, 8 p m 
TRAFFIC AND SAFETY COMMITTEE—Rex Lewis, chairman. 
meets 1st Monday, police station. 


VILLAGE BOARD—Donald Thompson, pres., meets 2nd and 4th 


Mondays, 8 p.m., Emmerich Park. 


VILLAGE CLERK-Mrs. -Dorothy Hopkins, 537-6373: Monday 
9-11:30 a.m. and 7-9 p.m.; Tuesday, Thursday, Friday 9-11:30 
a.m.; Saturday 9 a.m. to noon; Emmerich Park. 


WELCOME WAGON CLUB—Mrs. Frank Guerino, pres., meeta 


4tb Thursday, 8 p.m., Rrnch Mart Community Room, Buffalo 
Grove. 


WOMEN'S CLUB—Mrs. Robert Thompson, pres., 537-6067, meets 


third Wednesday, 8 p.m., Kilmer School. 


ZONING BOARD—Richard Witt, chairman. 


Prepare for 
6 Footlights' 


With final rehearsal dates set 


for the coming week, members 
of the Wheeling High School 
Community Scholarship Foun- 
dation are confident all will be 


in readiness for "Footlights to 
the Future-1969. 


Sub-titled: "Growing Pains," 


in observance of the Wheeling 
and Buffalo Grove anniversary 


dates, the foundation's third an- 
nual variety show will be held 
at 8 p.m., March 14 and 15, at 
the Wheeling High School Little 
Theatre. 


Groups Meet To Divide 
'Growing Pains9 


The Wheeling Township Men- 


tal Health Board, elementary 
s c h o o l districts and other 
groups interested in receiving a 
share of this year's 
surplus 


funds will meet with the town- 
ship Board of Auditors during 
the week of March 17 


Township officials will scruti- 


ni/e budget figures for 1969-70 
tomorrow morning and official- 
ly approve the amount available 
to area groups thus year 


Estimated 
figures show 
a 


projected balance of $270,000 It 
is expected, however, that resi- 
dents attending the town meet- 
ing in April will vote $19,000 to 
the township general assistance 
and cemetery budgets, leaving 
$251.000 to be allocated to eli- 
gible groups. 


THE MENTAL Health Board, 


appointed by the township last 
year to recommend grants, will 
suggest that a total of $83.760 be 
slotted for mental health needs. 


Agencies named to share in 


the funds are Clearbrook Center 
for 
the 
Retarded. 
Northwest 


Mental 
Health 
Clinic, 
Coun- 


tryside Center for the Retarded, 
Community Social Services of 
Wheeling 
a.xi 
the 
Salvation 


Army's family service center in 
Des Flames. 


The Over 50 clubs for >enior 


citizens plan to ask for $10.000 
to be divided among the Arling- 
ton Heights. Buffalo Grove and 
Wheeling groups 


A bill co-sponsored by State 


R e p 
E u g e n e Schtickman, 


R-Arlmgton Heights, in 1967 al- 
lows 
township historical so- 


cieties to receive a total of $10.- 
ooo in surplus funds. Both the 
Arlington Heights and Wheeling 
. s o c i e t i e s which .shared the 
amount equally last year will 
again submit budgets to the 
Board of Auditors 


JOHN KOEPPKN. president 


of the Wheeling group, said that 
budget needs of the club are 
higher this year Their financial 
s t a t e m e n t lor August. 1968 
shows total expenditures of $4,- 
122 for the preceding year 


The Arlington Heights society, 


which 
plans 
to 
remodel 
a 


recently-acquired second build- 
ing, is still ironing out budg- 
etary details 


The 
bulk 
of the 
township 


last year's figures. Costs of this 
spring's election, $15,500, is in- 
cluded in the projections. The 
township slate is elected once 
every four years. 


Cemetery funds, also up this 


year from $3,000 to $9,000 in- 
clude a water main installation 
charge of $4,000 and increased 
money for new trees and sod. 


, 
THE 
TOWNSHIP Committee 


on Youth, granted $5,000 two 
. years ago, still maintains an 
' unexpended balance of $3,600. 
, 
The budget for the township 


I highway department is $235,000, 


i part of which must be rebated 
to the villages for their road im- 
provements. 


(W(G(M(A 


Municipal Building 
Land May Be Farmed 


Wheeling's village board Mon- 


day directed Village Clerk Mrs. 
Evelyn Diens to write to An- 
drew Koeppen concerning farm- 


Hamer and from the architect 
for the new municipal center, S. 
Guy 
Fishman, decided 
that 


Koeppen could lease the proper- 


ing of the land behind the new I ty. He was asked to present a 
municipal building. 


Koeppen had asked the board 


if it would be possible to lease 
the land for farming since it 


lease agreement to the board 
for consideration. 


MRS. DIENS was instructed 


to write to Koeppen asking him 
to submit such an agreement to 
was not being used at present. 
,the ^^ 
and place consid. 


The board, after asking ad- eration of the agreement on 


vice from Village Atty. Paul next week's agenda. 
Library to Contact 
Searle Co. on Land 


O u r 
participating 
groups 


have adopted their own individ- 
ual heavy rehearsal schedules 
during recent weeks," advised 
Charles Mihalek, who will again 
serve as director of 'Foot- 
lights." 


His check on the individual 


acts indicated "everyone was 
busy sewing costumes, prac- 
ticing, taping, or making last 
minute revisions." 


THE ORGANIZATIONS con- 


tributing acts to the show in- 
e l u d e : Norill Choral Club, 
Wheeling Woman's Club, Buf- 
falo Grove Woman's Club, Our 
Redeemer 
Lutheran 
Church, 


Wheeling Public Relations Com- 
mission, Knights of Columbus, 
Wheeling Woman's Club aux- 
iliary, Eugene Field PTA, Buf- 
falo Grove Jayceettes, Wheeling 
Athletic Association auxilliary, 
Joyce Kilmer PTA, Americar 
Field Service and the Cameo 
Players. 


Funds raised will provide post 


high school scholarships and 
public recognition to Wheeling 
High students. 


Scholarship assistance will be 


on the college and technical 
school level. 


Tickets for the Friday or Sat- 


urday performances may be 
purchased at 
Wheeling High 


School, by contacting a Wheel- 
ing high student, or from mem- 
bers of participating organiza- 
tions. In addition, those wishing 
to reserve a block of tickets 
may call ticket chairman, Mrs. 
Raymond Olson at LE 7-1753. 


GI'l'TY-UP "Saddle Tramps" will be the theme for the Wheel- 
ing Athletic Association Auxiliary's contribution to the Wheel- 
ing High School Community Scholarship Foundation variety 
show March 14 and 15. Auxiliary members Mrs. Robert 


Lewis, Mrs. Gerald Wallace, Mrs. Dick Colucci, and Mrs. 
Vernon Rieb worked on their costumes last week in prepara- 
tion for the show. 


(Staff Photo) 


People coounicate with people through WANT ADS 


The Village of Wheeling had 


planned to contact the G D 
Searle Pharmaceutical Co of 
Skokie for the Wheeling Library 
Dist.. but the library district de- 
cided Tuesday that they should 
do it themselves. 


The village board on Monday 


had directed its attorney. Paul 
Hamer, to contact the company 
to ask if they would negotiate 
with the library district on the 
sale of three or four acres of | 
land directly to the west of the 
new municipal building on Dun- 
dee Road. 


THE BOARD has refused a li- 


brary district proposal to buy 
the remaining frontage belong- 
ing to the village on the 15 acre 
municipal building lot. 


The library board 
decided 


that their own attorney, Roger 
Bjorvik, 
should 
contact 
the 


Searle Company rather than 
Hamer. 


The board also decided to in- 


vestigate the Searle property as 
a possibility before turning to 
other sites on a list recommend- 
ed by their consultant Peter 
Bury. 


Sheila Schnltz 
LEhigh 7-2724 


News of North Wheeling 


elementary schools, to be split 
according to as.sessed valuation. 
Last year school districts di- 
vided $165,000 


Estimated township expenses 


for the 1969-70 year total $151,- 
000. an increase of $32,000 over 


Visual World 
Course Planned 


Community 
School 
Services 


open to Dist 21 residents is of- 
fering an exploration of the vi- 
sual world for boys and girls 
from 7 to 16 in a new basic 
drawing class 


The christening of John Henry 


I Molloy on Feb. 23 was a family 
; affair, as Katie and Danny Mol- 
' loy were godparents for their 
brother Witnessing the baptism 


i by 
Deacon Peter McNamara 


' were the baby's parents, Mary 
: and Bill, siblings, Maggie. Bob- 


by and Billy, Jan D'Argo and 
her son and Pam Artese Fol- 
lowing the ceremony, the Mol- 


t h e grandparents' 
home in 


Evanston 


On March 2. John Molloy was 


introduced to maternal grand- 
parents. Mr and Mrs. Harry 
Kirsch from Valders, Wis , to 
uncle. Jack Molloy. and cousins 
at a family dinner party at 304 
Walnut. The Kirsches remained 
for an extended visit. 


For their birthday 
celebra- 


tions, Steven and Suzanne Bell 


he class which will 


elude the use of different media ' 
such as pencil, crayon, pastels, 
ink. gouache, and oil paints: a 
development of the awareness 
of texture, lines, shapes, and 


their times, and their works 


THK COURSE will meet for, 


e i g h t 
Saturday's beginning I 


March 22 with classes meeting | 
in the art room of Jack London 
Junior High School 


Class times will be set after 


registrations A fee of $15 ex- 
clusive of materials is charged 


Registration for the class can 


he made by calling 
537-82701 


from 8 30 a m tn 5 p m.. or 537-1 
4969 after 5 p m and on Satur-1 
day 
' 


IT A V ill Meet 
Board Hopefuls 


Dust 23 PTA will mec' Tues- 


day in the MacArthur Junior 
HiKh School g>m at 0 p m 


Three school board candidates 


will be on hnnd to conduct a 
question and answer 
period 


They are Arthur S Kester, of 
201 S 
Maple Lane. Prospect 


Heights. Alan Kriasky. of 2027 
R n A e h i 1 1 
Drive, 
Arlington 


Heights: and John B Stull. of 
309 
Viola 
L.ine. 
Prospect 


Heights 


Ronald Greenhcrg from the 


Prospect Heigh's Park Dist is 
also on the agenda to explain | 
the spr.ng and summer pro- 
grams 


(G(A 


Robin. 30 6th St., on a four-day 
winter holiday to Three Lakes, 
Wis They stayed with Robert's 
parents, Mr. and Mrs. James 
Bell 
In addition to festivities 


for Steven's first birthday, Feb. 


28. the Bells enjoyed sledding 


ON SUNDAY. Michael Mudry 


received his First Holy Commu- 
nion at St Joseph the Worker 
Church. 
His 
brother, 
Jack, 


came home from North Central 
College m Naperville for the oc- 
casion 
Michael was fetrd by 


his parents and six brothers and 
sisters at a dinner celebration 
that day. 


Joan Sheik. 177 Sunrise, and 


Irene Melntyre, 383 S 
Wille, 


were among the women peeking 
into the future at Rolling Green 
Country Club on Feb. 27 Guests 
at 
the 
Republican Women's 


Club luncheon, they heard Irene 
Hughes' predictions of things to 
come 


Terence David, son of Laurel 


and Terry Sroka, 444 Capri, was 
christened at St. Joseph 
the 


Worker Church on March 2 by 
Deacon Peter McNamara God- 
parents were Demst Wci.slo and 
uncle. Tim Sroka. home from 
J o h n Carroll University 
in 


Cleveland for the occasion 


Following the baptism, grand- 


mother, Irene Sroka, was host- 
ess at a buffet in honor of her 
first grandchild in her Highland 
Avenue home The group includ- 
ed maternal grandmother, La- 
verne Krug, aunts, Cathy and 
Chris Krug and Maria Sroka, 


j uncle, FranKit 2.^a, Lynn and 


i Doug Moore and Tom Cassidy. 


JOINING THE grandparents' 


group for the first time are the 
Nickolas Millers, llth Street. 
Their daughter, and son-in-law, 
Carolyn and William Grams, of 
Fox Lake, presented them with 
a granddaughter, Lisa Marie, 
on Feb. 19. 


The younger set gathered at 


245 Edgewood Drive on Feb. 23, 
to fete Robin Lynn Garard on 
her fourth birthday. Parents 


, Sandra and James helped Robin 


j welcome Susan and Annmarie 
' Atchison, Sandy Peavey, Mike 


; Taylor. Susan Manago, Billy 
Klaproth, Angie and Michelle 
Bertrand, 
Lynn Stacey 
and 


Chris Leimetter. 
Machines 
Stolen 


W h e e l i n g police are in- 


vestigating the theft of two soft- 
drink machines recently from 
the K-Mart store in Wheeling. 


The machines 
were 
taken 


from a K-Mart loading dock 
where they had been placed for 
pickup 
by 
distributing 
com- 


panies 
The 
machines 
were 


being removed from the store 
because they lacked proper li- 
censes from the village. 


Police say the machines were 


taken sometime between Feb. 
17 and 20 They are valued at 
$546 each. 
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WHEELING 
MARK 


SELF-SERVICE 


_ Y D R U G S T O 
C 


YOUR PRESCRIPTION HEADQUARTER 


G 


PRICE SMASHING 


REG. 98' VAPORIZING OINTMENT 


124Camera 


•/'-. 
READY 
Ml 
TOUSE 


1088 


MODEL A124R 


VlCKS 
VapoRub 


RUB IT ON 
USE IT IN STEAM 


(5) 


REG. SJ.J9 LARGE SIZE 


LISTERINE 
ANTISEPTIC 


KILLS GERMS BY 
MILLION ON CONTACT 


14 OUNCE SIZE 


the perfect hygiene companions 


Slllj FEMININE 
1 SYRINGE 
^_ 
^•*__ ,,Y , „« SHY 
"•""""•inv^K-- 
<• 
SYRINGE 


The easier, modern way. No hose or 
hang-up. Petite, compact . . . Yet holds REGULAR 
two quarts of water. Simple to u^e . 
« mat 


Choose Pink, Blue, Mint, Ulac or Gold. *^" 
only 


CHOICE OF PROFESSIONAL HAIR STYLISTS 
THE 
HOUSE 
OF 
STYLE 


HAIR 
SPRAY 
• REGULAR • HARD TO HOLD 


LOWEST PRICES! 


K2r SPOT-LIFTER 


1 OUNCETUBE 


WKZr Spot-lifter 


LIFTS THE SPOT 


NEVER LEAVES 


A RING 66* 


VALUES TO $1.19 
PAINT ROLLER 


COVERS 


7" AND 9" 


PLASTIC 
CORES 47' 


IRONING 
BOARD 


PAD AND COVER SET 


COATED 


W/TH 


7EFLON 49* 


rfi 


^EXCLUSIVE POWER SPRAY GUN 
~# Wl TO HOLD UNO USE 
96 


FULL QUARI SIZE 


APOLLO-MARK II 
Alarm 
Clock 


30 HOUR 


ALARM MOVEMENT 


FAMOUS LIQUORS AT SAVINGS! 


VODKA!k 
THR£E' 
F"™' 
R1 
MEISTERBRAU 


HALLERS" 


DISTILLED FROM 


100% GRAIN 
044 


^•1 
FIFTH 


QUART 3 
BRANDY 


IMPORTED 
IMPERIAL 
NAPOLEON 
BRAND 


REGULAR or DRAFT 


12 OZ. CANS 
12 PAK 
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Ryan 3rd Candidate 
For Dist. 214 Board 


.James T Ryan, of l!W6 Rose- 


hill. Arlington Heights, today 
announced he will bo a candi- 


date April 12 for a one-year 
term on the High School Dist. 
214 board. 


Free Lance 


by MARY DRESSEK 


It is ridiculous to prohibit bingo when people want to 


Knmblo and the state could make a buck from it. 


Current legislations says the little old lady who 


wants to pay 25 cents for a bingo card in hope she will 
win $.">!) is a law breaker. 


However, the gas station chain is allowed to offer a 


football" bingo card that pays off in new cars. 


The local super market can legally 


sponsor a weekly horserace derby as a 
promotional come-on. 


THE GAMBLING instinct is pre- 


sent equally in the housewife washing 
her magic numbers under the tap and 
sticking them on her bingo card and 
the old lady at the church social with 
her bingo cards. 


\ 
* . 
The super markets and gas sta- 


imrisrn 
tions make a profit on their games of 


chance by bringing customers into their stores to pick up 
the cards 


However, churches are prohibited from making a 


profit on the gambling instinct 


A bill introduced into the Illinois House of Represen- 


tative by John l-'ary. D-Chicago would allow non-profit 
<>rg.!Tii/atinns such as churches, hospitals and charitable 
groups to operate bingo games 


The operators would pay the state $100 a year for a 


license to operate the game. The bill sets a top prize 
limit of 51..WO and limits the games to one a week. 


The bingo bill provides that 10 per cent of the money 


spent on the game would go to the state, Fary estimates 
this would yield $:w million to be used for education and 
nid f> the mentally ill. 


TMK B M.ANC'K OF the bingo money is clear profit 


lor the churches, hospitals, etc. 


Parochial schools are screaming for financial aid 


and threatening to dump their students into the public 
school system State aid to parochial education is remote 
because, riuht now. the state doesn't have enough money 
t'i suhMdi/e the public schools adequately. 


Why not allow the parochial schools to use bingo to 


help keep themselves solvent. The state can certainly 
use $:«) million 


It private enterprises such as supermarkets can use 


gambling tn fill the .shopping carts, win not let the 
church schools use it to keep themselves in business? 


Hingo has provided revenue for churches in the past 


and the fact that some individuals consider it a vice 
should not prohibit it, if its use can IMS beneficial to the 
t immunity. 


Opponents of gambling say it opens the door to 


syndicate control, and they may well be right. It's hard 
to keep the syndicate out of anything profitable as any- 
body who uses a cigarette machine or wipes his hands 
nn j restaurant towel should know. 


(itMBMMi IS THE syndicate's soft spot because 


s\n.(ticate profits are based on illegal wagers such as 
foothnll parlays, numbers and off-track betting. Legalize 
such gambling and put it under state control and the 
syndicate has no more reason to sell its services. 


The state would be in better shape to fight "juice" 


loans and infiltration of semi-legitimate operations if it 
were not burdened with the job of restricting the instinct 
to gamble 


Rather than sales tax. which hurts the little man in 


his fowl bill. I'd like to see the state gorge itself on taxes 
on liquor, cigarettes, bingo and other forms of gambling. 


I'd even be for a tax on private vice if anyone could 


figure out a way to collect it. 


Otoituaries 


Road Problem 


The Arlington Heights Plan | center in Buffalo Grove. 


CommisMon backed itself into a, Second, the road could be 
complex thoroughfare problem | looped 
southeast of Dundee 


Wednesday night and found a \ Road to connect with the pre- 
deaitomi 
j sent route, which runs just east 


The 
problem 
is the 
inter-1 of the Arlington Industrial and' 


Ryan, who had. been one of 


five persons weighed for two 
s c h o o l board appointments 
made last month, said he was 
encouraged to run and had con- 
sidered the matter for a long 
time before deciding to take out 
candidate petitions. 


He said he wanted to assure 


himself that he could give the 
school board the proper time 
and without shorting the Arling- 
ton Heights Plan Commission, 
on which he serves. 


In a statement released to the 


papers he explained, "I specif- 
ically announce my candidacy 
for the one-year term so that 
each and every voter . . . will 
have the opportunity to review 
my record in one year." 


RYAN 
ALSO 
made 
these 


points in his statement: 


—That it is "vitally impor- 


tant" to achieve close coopera- 
tion between the various plan 
c o m m i s s i o n s and the high 
school districts." 


—That the main prerequisites 


for a school board member are 
"a willingness to serve and a 
sense of objectivity 
. . I be- 


lieve I have sufficient objectiv- 
ity to serve the students, the 
parents of the students and the 
taxpayer 
at-large. 
A board 


member must have a feeling of j 
responsibility to each." 


—That he would do his best to' 


insure "that, dollar for dollar, i 
this district will have the best 
educational system that it col- 
lectively cares to afford." 


RYAN TOLD Paddock Publi- 


cations he felt he could serve as 
a bridge between the Arlington 
Heights Plan Commission and 
the high school district. He 
pointed out that board member 
Mrs. 
Leah Cummins holds a 


similar position with the Elk 
Grove Village Plan Commission 
while board member 
Frank 


Bergen servos on the Mount 
Prospect Plan Commiss'on. 


Ryan called for using "lead- 


ership, direction and a willing- 
ness to listen to legitimate, le- 
gally presented student propos- 
als" as the answer to the trend 
of student "rebellion for rebel- 
lion's sake." 


Ryan, when he files his peti- 


tion, will become the 
third 


name on the list, a list of candi- 
dates for the one-year term. 
The others are Don McGlothlin 
of Wheeling and John M. Cos- 
tello of Mount Prospect, now 
holding a seat on the board by 
appointment. 


RYAN, A LAWYER, is a 


partner in the Chicago law firm 
of Morgan, Halligan, Lanoff and 
Cook. 


He is a former director of the 


Arlington Heights Jaycees, for- 
mer president of the Arlington 
Vista Home Owners Association 
and general counsel for the Illi- 
nois Young Republicans. 


Farewell to Arms 


The Census Bureau reports 62 


per cent of the United States 
population lives in cities. 


John P. Meagher 


John P. Meagher, 76, died 


Tuesday in DuPage County Me- 
morial Hospital, Elmhurst. 


He was born Oct. 15, 1892, in 


McComb, Miss., and lived at 
4N619 Church Road in Ben- 
senville. 


Visitation is today at Geils 


Funeral Home, 180 S. York 
Road, Bensenville. Funeral ser- 
vices will be held tomorrow at 
10:30 
a.m. from the funeral 


home to St. Alexis Catholic 
Church in Bensenville, for 11 
a.m. mass. Interment will be at 
St. Joseph Cemetery, 
River 


Grove, 


Surviving 
are 
his 
widow, 


Irona; two daughters, Mrs. Vir- 
ginia Davies of Bensenville, and 
Mrs. 
Alice Furlan of Harwood 


Heights, 111.; four sons, Tom of 
Tampa, Fla., Jack of Jackson- 
ville, Fla., Robert tnd Henry, 
both of Bensenville; 14 grand- 
c h i l d r e n ; 17 great-grand- 
c h i l d r e n ; a sister, Maggie 
Rausa of Sort tie, Wash.; three 
brothers, Harry Rausa and Nick 
Rausa, both of Chicago, and 
Frank Rausa of Hartsville, Ala. 


Deaths Elsewhere 


Donald L. Bach, 51, of Whea- 


ton, 
died suddenly Feb. 21, in 


Central DuPage Hospital, Win- 
field. Funeral services 
were 


held Feb. 24, at the Wheaton 
Evangelical Free Church in 
Wheaton. 
The Rev. LaReau 


Thorwall officiated. Interment 
was at Memory Gardens Ceme- 
tery in Arlington Heights. Sur- 
viving are his widow, Doris; 
three daughters, 
Carolyn at 


home, Mrs. Virginia Sandsmark 
of Wilmette, and Annette Bach 
of Chicago; two sons, Marvin 
and Donald at home; his moth- 
er, Mrs. "Martha Bach of Arling- 
ton Heights; two sisters, Mrs. 
Dorothy Carleston of Dundee, 
and Mrs. Marlyn Culton of 
Springfield, Mo.; and a brother, 
Harold Bach of Elgin. 


Mrs. 
Mary Jane Mead, 59, of 


Park 
Ridge, 
died 
suddenly 


Tuesday in her home. Memorial 
services will be held tomorrow 
at 2 p.m. at the Church of the 
Good Shepherd, 301 Ridge (cor- 
ner of Ridge and Landmeier 
Road) in Elk Grove Village. 
The Rev. Lloyd Weber will offi- 
ciate. Surviving are two daugh- 
ters, Mrs. Nedra Morbeck of 
Elk Grove Village, and Mrs. 
R a d a h Repel of Arlington 
Heights; a son Hal Mead of Chi- 
cago; seven grandchildren; and 
two sisters. 


Mrs. Marie Julia Georgen, 73, 


of Pompano Beach, Fla., died 
Tuesday in Holy Cross Hospital, 
Fort Lauderdale, Fla. Funeral 
services will be held tomorrow 
at 10:30 a.m. from Lewis Funer- 
al Home, 7600 W. Grand Ave., 
Elmwood Park, to St. Cyprian 
Church in River Grove, for 11 
a.m. mass. Interment will be at 
St. Joseph Cemetery, 
River 


Grove. Surviving are her hus- 
band, Louis J.; two daughters,1 


Mrs. 
Marion Bedore of Ohio, 


and Mrs. Florence Williams of I 
Texas; two sons, Richard J. of 
Mount Prospect, and Robert J. 
of Chicago; 19 grandchildren 
and two great-grandchildren. 


s e c t i o n s 
which 
Arlington 


Heights Road makes with Dun- 
dee Road on the northern edge 
of Arlington Heights and 
the 


.southern edge of Buffalo Grove. 


The commission agreed that 


some vvav schould be found to 
straighten the road ithe village 
would like to ronnect the two 
portions of the 
graceful 
curve > 


road 


but 


with a 
that 
it 


could not find the answer 


So. it sent the problem to the 


village board, to permit the six 
liustee.s and ttv village presi- 
dent to try to find a solution 


TWO GKNEHAI, alternatives 


are possible 
First. 
Arlington 


Heights Road could be looped 
noithwest of Dundee Road to 
link up with the present road 
ne,u the Lake County line 


However. High School Dist 


'.Ml is not aiiMous to lose part of 
a school site, and Kenroy Build- 
ers is not pleased with a loss of 
t t a f l v near a planned shopping 


Research Center. 


If that pattern is followed, 


however, several homes would 
have to be demolished to clear 
a path for the road. 


JOHN BUST, a planning engi- 


neer for Arlington Heights, and 
Cnmr James Ryan, who has 
served as a committee of one to 
seek a solution, agreed that 
some answer — even if it must 
come from the state or the 
county — should come as soon 
as possible. 


Each 
existing intersection, 


however, is partially in Buffalo 
Grove. Both villages lack spe- 
cific jurisdiction on the two in- 
tersections, although a plan for 
the road has been on the Buf- 
falo Grove thoroughfare plan 
for the past three years. 


The village board will try to 


resolve the problem of a revised 
route for the road, which will 
become a heavily-traveled thor- 
oughfare, on March 17. 


Reject Re-zoning 


Fear 
of 
increasing 
traffic 


problems 
by 
Winston 
Park 


homeowners in Palatine was re- 
moved Wednesday night when 
re-zoning for one of the largest 
p r o p o s e d apartment devel- 
opments in the area was re- 
jected 


The Arlington Heights Plan 


Commission 
overwhelmingly 


voted to recommend denial of 
Miller 
Builders" petition that 


would have paved the way for 
construction of more than Hi*) 
apartments on the 45-acre tract 
northeast of the Pnlatme Road- 


Route 53 interchange. 


Approval of such a project un- 


doubtedly would have increased 


1 traffic 
flow 
along Anderson. 


Williams and Winston Drives in 
Palatine. 


PROPOSAL to close either 


the Wiaston or Williams Drive 
intersection with Palatine Road 
were made last fall But resi- 
dents of Winston Park subdivi- 
sion strongly objected since it 
would leave only one road con- 
necting the area with the junior 


I expressway, Palatine Road. 


65 YEARS AGO 


Cook County Herald, March 4.1904 


Over $2,000,000,000 will be poured into the pockets of the 


people of the United States because of the war between Russia! 


and Japan. Of the sum, over half will go into the pockets of the 
farmer. The man behind the plow in the Middle West now stands 
as dictator to Russia and Japan. The wheat he raised, the corn he 
plowed, the cattle he owns are needed in the Far East and when 
the victor comes to figure up the war indemnity, he will find that 
the bulk of the expense has gone to the American farmer. 


50 YEARS AGO 


Cook County Herald, March 7,1919 


The regular meeting of the Arlington Heights Village Board 


was held Monday, March 3,1919. 


The finance committee reported favorably on bills and pay 


roll amounting to $252.60 which were ordered to be paid. 


A petition signed by property owners abutting north Dunton 


Avenue from the end of the paving to the village limits pledging 
$200 to have the road fixed up by putting on crushed stone, was 
referred to the street committee. 


The treasurer's report, showing a balance of $467.74 was read 


and referred to the finance committee. 


25 YEARS AGO 


Arlington Heights Herald. March 3,1944 


An A&P super market ad reminded shoppers to bring their 


ration stamps and listed the following prices for food; Pork roast, 
25 cents a pound; bacon, 25 cents a pound; smoked ham, 29 cents 
a pound; link sausage, 39 cents a pound; ground beef, 25 cents a 
pound ^and chuck roast, 25 cents a pound. 


Other food prices included three pounds of coffee for 59 cents, 


four pounds of cabbage for 10 cents, a pound of fresh peas for 15 
cents, and two bunches of fresh beets for 11 cents. 


10 YEARS AGO 


Arlington Heights Herald, March 5, 1959 


The death sentence, as it is applied in Illinois, is arbitrary, 


rare, haphazard and useless as a deterrent to capital offenses. So 
concludes a survey released last week by Eugene S. Zemans, 
executive director of Chicago's John Howard Association. 


The study was made in connection with a proposal in the 


Illinois legislature to establish a six-year moratorium on the use 
of the death sentence. 


PADDOCK PUBLICATIONS 
FRI., MAR. 7, 1969 


Watchdog 


of the Northwest 


friendly pets 


tv sets 


pool floats 


motor boats 


foreign stamps 


antique lamps 


Looking for something special? A lost cocker spaniel? A rare foreign stamp? A good 
portable typewriter — or a good portable TV? Someone in town has just what you're 
searching for. He's right at your fingertips, in the Classified pages of Paddock Publica- 
tions. Go ahead . . . take a peek at the Classified Ads. 


Or, you may be on the other side of the fence, looking for the owner of that adorable 
puppy yon found; looking for someone who'll use that old portable more than yon do. The 
solution to your "extra" problem is an easy one — a Classified Ad in Paddock Publica- 
tions. Give it a try! 


Paddock Publications 


217 WEST CAMPBELL STREET 
• 
ARLINGTON HEIGHTS, ILLINOIS 60006 


Want Ads 394-2400 • Circulation 394-0110 • Other Depts. 394-2300 • Chicago 775-1990 


THE ACCEPTED 
INFLUENCE 
IN THE NORTHWEST SUBURBS 


1 


BRAID 


13th Year—70 
Prospect Heights, Illinois 60070 FRIDAY, MARCH 7, 1969 
56 Pages 
Home Delivery $1.25 per Month —15c a Copy 


The human wishbone writhing in 


the grip of two tormentors is a Northwest Police 
Academy recruit undergoing a vigorous limbering 
up session before proceeding to an even more 


strenuous session of hand-to-hand combat. The 
classes are held in the gym at John Hersey High 
School, Arlington Heights. The academy trains po- 


lice recruits from Arlington Heights, Mount Pros- 
pect, Rolling Meadows, Palatine, Wheeling, and 
other communities in the suburban Northwest. 


(Staff Photo by Mike Seeling) 


Car's Driver Was Juvenile 
File Hit-Run Charges 


Charges were (ilcd against a 


IB-year-old boy yesterday in 
connection with the Feb. 15 hit 
and run accident which criti- 
cally injured a Jack London 
High School student. 


The injured boy was Daniel j 


Osmon, 13, son of Mr. and Mrs. 
Edward A. Osmon, 406 Buffalo 
Grove Road, Buffalo Grove. 


Wheeling Police questioned 


four teenagers for six hours be- 
fore filing the charges. 


The juvenile driver of the car 


was booked for unlicensed driv- 
ing, leaving the scene of an ac- 
cident involving personal injury, 
failure to stop and render aid to 
an injured person and give in- 
formation, failure to report a 
personal injury accident to an 
authorized police agency within 


48 hours, and failure to yield 
the right of way to a pedestrian 
in the roadway. 


AN APRIL 22 court hearing in 


Arlington Heights Dist. Court 
was set. 


Police brought the juveniles, 


two boys and two girls, in for 
questioning after an anonymous 
tip. Police identified the person 
as a "civic-minded citizen." 


Osmon was struck on High- 


way 83 near S. Merle Lane as 
he was crossing the road near 
Wheeling High School. He was 
struck by the north bound car 
at 6:32 p.m. after he was 
dropped off by a south bound 
car. 


The car which police say 


struck Osmon is a 1963 Oldsmo- 
bile owned by Mrs. Frances Ko- 
neski, of 811 C. Valley Stream 


Critics State Case 
Against Crystal Ship 


Strong objections to the oper- 


ation of the Crystal Ship, Mount 
Prospect's 
church-sponsored 


coffce house, have been raised 
by several church members. 


Despite earlier reports this 


week that the controversy over 
the teen center is dying down, 


at least one church member has 
said that an increasing number 
of families are either dropping 
out of the church or withholding 
contributions in protest to the 
Crystal Ship. 


In a letter to The Herald, 


er Collin, 625 S. George, Mount 


4 Stones OK; 
6 Too High 


Apparently a four-story apart- 


ment building is okay in Buffalo 
Grove, but a six-story 
con- 


dominium is too high. 


Comments made at Monday 


night's Plan Commission meet- 
ing indicate going will be rough 
for the proposed six-story con- 
dominium development planned 
fnr the Arlington Country Club 
on Dundee Road in 
Buffalo 


Grove. 


The Plan Commission is cool 


to the prospect of allowing six- 
.story buildings 
in 
Buffalo 


Grove. 


One of the reasons given is 


thsit the new fire department 
aerial 
equipment 
will 
reach 


only (our stories. 


Attorneys for 
the country 


club. Marx. Marx, and Kaplin, 
requested an extension of 30 
days from Wednesday's sched- 
uled hearing date before pre- 
senting their prcunnexation pe- 
tition. 


THK PLAN Commission will 


hold its first hearing on the con- 
dominium proposal April 16. 


Meanwhile, the four-story Mo- 


ser apartment development on 
{the northwest corner of Buffalo 
| Grove Road and St. Mary's 
[Parkway was granted a long 
'term, $800,000 mortgage by the 
John Hancock Mutual Life In- 
surance Co. 


M o s e r ' s development, the 


1 Stonegate Garden apartments, 


I will be the tallest residential 
! buildings in Buffalo Grove, so 
>r. 


STONEGATE Garden will in- 


clude 64 one-bedroom and two- 
bedroom apartments with a 
rental range of $180 to $220 per 
month. The project will contain 
four two-story buildings and will 
feature air-conditioning, 
dish- 


w a s h e r s , carpeting, and a 
heated swimming pool. 


The apartment complex is 


scheduled for completion in two 
years. 


In lieu of a land donation to 


the village, Moser has agreed to 
construct and install four vil- 
lage tennis courts at a cost not 
to exceed $12,000. 


Prospect, denied earlier com- 
ments by Frank Auwater, a 
member of the session, that 
families were not leaving the 
church. 


COLLIN SAID "The group of 


people who are for a clean, 
Christian youth program 
are 


very much active and as long 
as the Crystal Ship remains in 
operation, especially that type 
of operation . . . there will be 
objections." 


The full text of the Collin let- 


ter will appear in the Monday 
issue of The Herald. 


Objections to the operation of 


the coffee house center around 
the display of allegedly Commu- 


Fire Dept. 
Notes Some 
Flaws, Too 


The Crystal Ship, a local cof- 


fee house run by youths of the 
C o m m u n i t y 
Presbyterian 


Church in Mount Prospect, was 
found to have violated the vil- 
lage's fire 
safety 
code last 


week. 


Fire Chief Edwin Haberkamp 


said the Ship violated about Six 
fire code regulations. "All of 
them were housekeeping viola- 
tions and the Ship said they 
would correct them," he said. 


The fire chief, however, said 


he wouldn't make public exactly 
what 
those 
violations were. 


"It's a hot potato today," he 
said, in reference to the Ship. 


nist literature in the Crystal 
Ship and the general decor of 
the basement meeting place. 


Collin said there was no doubt 


in his mind or in the minds of 
many others that much of the 
graffiti on the walls was Com- 
munist oriented. 


He further claimed that he 


saw a young girl burn a dollar 
bill in the Crystal Ship as a pro- 
test to this country's economic 
system. 


"WE ARE worried 
about 


this," Collin said, "and there 
are many church families and 
residents around the church 
that are worried as well." 


Collin said he did not object 


to youth programs sponsored by 
the church and did not object to 
the music or the entertainment 
provided at the Crystal Ship. 


"But I do object to a dark, 


crowded room where smoking is 
excessive and where kids can 
neck in the corners. 
These 


things happen, but do they have 
to happen under the sponsorship 
of the church?" 


The Mount Prospect resident 


said the church families who 
are dissatisfied with the Crystal 
Ship are trying to decide wheth- 
er to leave the church or to act 
for change. Collin said several 
meetings 
have taken 
place 


among objectors to the coffee 
house and furthur meetings are 
planned. 


"I BELIEVE IN a good youth 


program," Collin stated in his 
letter," but it must be morally 
clean and Christian throughout 
its operation. 


Crystal Ship is not that kind 


of operation, nor do we want it 
on church property or for that 
matter in Mount Pospect" 


Drive, Wheeling. Wheeling po- 
lice believe the vehicle was tak- 
en without her knowledge or 
permission. 


PAINT SAMPLES from the 


car match those taken from Os- 
mon's clothing according to a 
Chicago crime lab study. Police 
planned Thursday to impound 
the car as evidence. 


The juvenile driver of the car 


told police that Osmond ap- 
peared suddenly in front of the 
car, was struck and thrown 
through the air before the driv- 
er had a chance to hit the 
brakes. Osmond was dressed in 
dark clothing at the time of the 
accident. 
| The boy told police he slowed 
the car down but did not stop 
after the accident because he 
was frightened. The young pas- 
sengers told police they weren't 
supposed to have the car. The 
driver had a learner's permit, 
but no valid driver's license. 


Three of the four teenagers 


who were in the car, including 
the 
driver, 
gave voluntary 


statements to the police after 
being informed of their legal 
rights. A young child who was 
also a passenger in the car at 
the time of the accident was not 
questioned by police. 


P O L I C E SAID statements 


made by the three youths 
agreed with those given by wit- 
nesses to the accident. Charges 
filed were based on the advice 
of the state's attorney, they 
noted. 


The Herald learned Thursday 


that Mrs. Koneski was told by 
the youths the damage to the 
car was a result of hitting a 
stop sign. She reportedly told 
the juvenile driver that he had 
to pay for the damage or she 
would report the incident to her 
insurance company and the po- 
lice would become involved. 


Parents of all the youths in- 


volved were notified by the po- 
lice before the questioning of 
the teenagers. 


Osmond was in good condition 


Thursday according to officials 
at Holy Family Hospital. He 
had been moved from the in- 
tensive care unit to the pediat- 
rics ward. Hospital authorities 
would not reveal whether in- 
juries to the boy would leave 
permanent damage, but said his 
initial injuries were fractures of 
the left shoulder, right hip and 
left leg. 


Tax List Monday 


A listing of quadrennial tax 


assessments in Wheeling Town- 
ship will be included in Mon- 
day's Herald. 


Gl EXTENDS 
VIET STAY 
AND DIES 


] 
A purple heart winner, who 


requested a three-month exten- 
sion to stay in Vietnam until 
Hay 10, is the first soldier from 
Prospect Heights to be killed in 
the Vietnam war. 


Pfe. James M. Kalter, 21, of 


211 Wolf Road, died Monday in 
! a hospital at Long Dinh after 
being wounded in the head by 
shrapnel from an enemy 
nade. 


Private Kalter was among the 


first graduating class in 1965 at 
St. Viator High School in Arling- 
ton Heights. He attended St. Al- 
phonsus grammar 
school in 


Prospect Heights. 


At St. Viator, Private Kalter 


was a member of the school pa- 
per, and participated in the se- 
nior play, "Stalag 17." He was 
also a member of the chess club 
and book club and won a certifi- 
cate and medal for his out- 
standing knowledge of Latin. 


P R I V A T E KALTER was 


drafted into the army in 1966 
and would have been eligible 
for release last month. 


"He felt he was needed over 


there more than stateside," said 
Private Kalter's sister, Gloria, 
25. "He was assigned to the in- 
fantry division but wanted to 
become a machine gunner on a 
helicopter. He was granted a 


three-month extension because 
there were no immediate open- 
ings in the aviation depart- 
ment." 


Private Kalter was on bunker 


guard duty in Cu Chi, 18 miles 
northwest of Saigon, when he 
was wounded by the enemy. 
Doctors notified the family Sat- 
urday that he was in critical 


gre- condition. He died two days lat- 


i er. 


PRIVATE KALTER received 


the purple heart after being 
wounded in the back by shrap- 
nel from a mortar attack in Au- 
gust. Last May he was one of 
three men of a group of 18 who 


survived a bitter enemy am- 
bush near Tay Ninh. In a letter 
home he said he and the two 
other soldiers were holed up for 
four hours, cut off from any ra- 
dio contact, and praying to get 
oat safely. He was awarded the 
Combat Infantry Badge follow- 
ing the Tay Ninh ambush. 


Funeral arrangements have 


not been made pending the re- 
tjrn of Private Kalter's body in 
a week to 10 days. 


Private Kalter is survived by 


his mother, Mrs. Florence Kal- 
ter; two brothers, Willard, 
and Lawrence 31; and. his sis- 
ter, Gloria. 


Northside Phones 
Coming - Swiftly 


Pf c, JAMES M. KALTER 


Telephone service to homes in 


the northern section of Buffalo 
Grove will arrive April 21. 


Illinois Bell Telephone Co. is 


speeding work on the job as a 
result of complaints from irate 
new homeowners 
who have 


waited months for phone in- 
stallation. 


The d-^lay is due to a work 


back-up resulting from the five 
month telephone strike in 1968 
says Illinois Bell Rep. R. E. 
Montgomery. 


June had been the target date 


for final installation but pres- 


• sure from homeowners caused 
| company Pres. James W. Cook 


j to insist on a speed-up. 


j 
TELEPHONE company 
em- 


1 ployes are working a 24-hour, 
three-shift day to finish the job 
on time, Montgomery said. 
j 


The telephone cable to serve; 


| the area in the northern part of i 
' t h e Strathmore development 
must 
come 
down 
Elm hurst • 


Road to Checker Road and then i 
go west toward the homes. 
Workers must lay conduit, then, 
pull cables through the conduit j 
and interconnect the lines with 


those already connacted to the 
homes. 


In some areas in northern 


Strathmore the only telephone 
service available is an emer- 
gency pay phone installed by 
the telephone company at street 
intersections. 


Auto Accident 
Charges Wrong 


A sXftry.. in. Wednesday's 


Wheeling Herald incorrectly re- 
ported charges filed in a three 
car accident in the 700 block of 
S. Elmhurst in Wheeling on Fri- 
day. 


Bruno Dispenza, 26, of 1104 N. 


Harding, Chicago was charged 
with failure to reduce speed in 
the accident. 


The other drivers in the acci- 


dent, John M. Rowley, 48, of 508 
S. Stewart, Lombard, and Carol 
A. Torrens, 23, of 703 S. loka, 
M o u n t Prospect, were not 
charged in connection with the 
accident. 


SEVERAL THOUSAND students and towns- 
people from the Northwest suburbs heard one 
of the nation's rising black leaders, the Rev. 
Jesse Jackson, "tell it like it is" during a 


lecture Wednesday in Elk Grove High School. 
His appearance was sponsored by Harper Ju- 
nior College. (See story inside today's paper) 


(Staff PhotoXEFftall 
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LIBRARY, 
VILLAGE 


EYE TO EYE 


The library board and vil- 


I laep board have finally come to 


d meeting of the minds," said 
Gil Liebenow, library board 
pusident last night 
| 
The library board has made 


1 its point as to what it takes to 
jun a libraly and the village 


I will provide the funds 
| 
We now have funds to com- 


plete the projection of the origi- 
nal appropriation request, and 
the village understands there 
•nay have to be an advance- 
ment of money until the taxes 
come m in July " 


The tax monies are being col- 


lected and distributed at least 
one month late this year 


"THIS IS A reading commu 


mt> 
said Liebenow, "with 


ovoi 230CO card-carrying resi- 


AHHlllKiMIHtr The human wishbone writhing in 
the grip of two tormentors is a Northwest Police 
Aciukrrn recruit undergoing a vigorous limbering 
up session before proceeding to an even more 


strenuous session of hand-to-hand combat 
The 


classes are held in the gym at John Hersey High 
School, Arlington Heights The academy trains po- 


lice recruits from Arlington Heights, Mount Pros 
pect, Rolling Meadows, Palatine, Wheeling, and 
other communities in the suburban Northwest 


(Staff Photo by Mike Seeling) 


Fact Carries Battle for 'Pros' 
Debate Old SchooVs Sale 


The pi os pl,i>ed the cons at 


the Dlst ~>7 public hearing on 
I entrnl Si hool \\ cdnesday night 
and the pros won 


While (hi cons were loud in 


their rejection 
of the school I 


hoard s plan to sell Central 
School and make Lincoln the 
only junior hii(h m the district 
they were few m number and 
seemed more intent on arguing 
generall> rather than offering 
concrete objections 


The pros on the other hand, | 


seemed to be more familiar 
with school policies and backed 
their statements with applause I 
and promises to work for the 
referendum 
tentatively sched 


uled for March 29 


Dist 57 board members pre- 


sented their case for the sale of 
(entral speaking easily back- 
ing their statements with fact. 
They told of the hours needed to 
reach their decision on the 
school and the plans to improve 
Gregory and Sunset Park as 
well as add to Lincoln 


WHILE THE 
three building 


program will cost more than 
$1 2 million the district hopes 
to offset some of this cost with 
the proceeds from the Central 
sale 


Senled bids on Central are to 


be opened March 15 and the 
board has reserved 21 days in 
which to accept a bid or reject 
all of them 


During that 21 days the refer- 


endum for the building funds is 
scheduled 
Board 
members 


hope the referendum will be for 
no more than approximately 
$750000 they told the audience 
Wednesday 


According to Harry Hanson, 


board president, this would add 
4 5 cents per $100 assessed va- 
lue to the tax bill for the first 
year Following the first year 
this will drop, Hanson said, be- 
cause bonds for an older issue 
will be retired 


ONE CRITIC of the plan said 


he didn't mind paying $4 50 
more a year and was willing to 
pay more in order to have two 
junior highs He said he was 
willing to pay an additional $16 
a year so that the children of 
the district could have "any- 
thing that exists in any school 
anywhere I don't want this 10 
years from now, but now when 
my kids are in school " 


Another man said all the 


schools in the district are "to- 
tally inadequate" and criticized 
the district for a lack of kinder- 
garten At this the audience 
shouted him down, telling him 


he must be in the wrong dis- 
trict, because Dist 57 has kin- 
dergarten in its curriculum 


Three women in the audience 


who were seated together ob- 
jected to the loss of foreign lan- 
guage last year and to the idea 
of one junior high 


Board members, in their an- 


swer, emphasized the increased 
flexibility they hoped to get 
when 18 staff members from 
Central are combined with the 
28 now at Lincoln 


"WE CAN DO so much more 


with a staff of 46 than we can 
with one of 18 or 28," said 
Ralph Walberg, chairman of the 
facilities committee 


Board members said that ju- 


nior high schools are being built 
to accommodate 1,000-1,200 stu- 
dents throughout the nation in 
order to offer more to the stu- 
dents 


They said the building at Lin- 


coln would house a projected 
peak of 985 which would even- 
tually drop to approximately 850 
students, 
accoiding to pre- 


school census 


Supt Eric Sahlberg said the 


census in past years had proved 
amazingly accurate and said 
the kindergarten enrollment had 
been exactly correct this year, 


Spoonful of Music 
Lets Kids Have Fun 


(Second in a Series on ancllla- 
n 
education 
programs in 


Mount 
Prospect s 
Dist. 
57 


schools) 


nt HHTII HtKlM) 


The spoonful of sugar that 


makes the medicine of school 
go down for many primary 
children is voc.il music For 
one (HIiod a week thev use 
the instrument every child is 
born with - his vote*; — and 
the) pnxlme their own vei- 
sion of evmthing from ser 
vice songs tn contemporary 
tunes 


Hopefullv their version will 


npproxim.iti the original but 
Robert Kothwell music teach 
«r at Bussc ,IIH| Pai mew in 
Dist 57 sa\s 
I Wiint them to 


know we dun t expect operatic 
stars PrinumK it s supposed 
to be fun to sing 


Rothwoll enters ,i class and 


puts 
n 
nniMCiil 
stuff 
with 


notes on the blackboard By 
rtMclmu the notes correctly 
the children learn the "mys- 
tery wort!' for the day A 
covey of homb shot up in a 


third grade class visited by 
The Herald 


The secret was out — it was 


' red barn " 


JT IS HARDLY a secret 


that Robert Henry, chairman 
of the music department, fa- 
vors the instrumental portion 
of his program 
Henry is 


bandmaster for Dist 57 Last 
week he told his students to 
go home and tell their parents 
to write letters to the school 
board in order to "save the 
band piogram " 


There are five vocal music 


t e a c h e r s 
and three in- 


strumental teachers in the 
schools In a presentation be- 
foie the school board at a re- 
cent meeting, Henry said he 
felt tnat any further cuts from 
the music program should 
come in the vocal music por- 
tion Instrumental music was 
cut by one teacher last year 
and Henry told board mem- 
bers that any further cuts in 
t h e instrumental 
program 


would "emasculatei it" 


Henry's point of view has 


been challenged 
by board 


member Jack Ronchetto, who 
noted that all children except 
those in kindergarten receive 
some vocal music, while 440 
students 
take 
instrumental 


work 


A 
few instrumerts 
are 


owned by the school and 
l o a n e d to students, but 
most students must buy their 
instruments 
The high in- 


vestment makes parents very 
protective toward the pro- 
gram 


A band fee of $750 is 


charged, but this does not 
cover the cost of the program 
Under a new Illinois legal 
opinion 
fees may 
not be 


charged for courses offered 
by the district and this could 
eliminate the band fee, al- 
though parents have indicated 
they would not object to pay- 
ing more 


WHILE BAND parents sug- 


gest dropping art teachers 
and vocal music teachers in 
the K-6 buildings to retain the 


(Continued on Page 4) 


meeting the projection made on the hours they had spent on 
three years ago 
| the plans 


SAHLBERG WAS questioned 


by Richard Bachhuber, a Dist 
214 board member, on the ca- 
pacity of the building and plans 
for practical arts and home eco- 
nomics 


He told the elementary school 


board that if they did not plan 
for these things in the building 
they would never be included 
later 


Landon Risteen, a parent who 


served as co-chairman during 
the last successful tax referen- 
dum, complimented the board 


"I 
don t have the 
hours 


needed to study this and I ac- 
cept the firithngs of my elected 
representatives," Risteen said 


Mrs Joseph Vavra scolded 


the audience for 'sectionalism' 
and asked 
Don t we all live in 


Mount Prospect' Why must 
there be a north side school and 
a south side school7 Why can't 
these children cross the railroad 
when St Raymond's kids have 
done it for yeais7 ' 


Her remarks were met with 


applause 


Candidates 
To Appear 
At Forum 


Dist 57 Caucus Nominees will 


join village and library candi- 
dates in a public forum to be 
held April 9 at Lions Park 
school Candidates this year are 
Alex Casper, Leo Floros and 
Jereold Shutt 


The forum will be conducted 


by the League and will give the 
public a chance to hear school 
candidates who will be elected 
April 12 to the two terms of 
three years open on the board 


Robert Novy, chairman of the 


Caucus, said the candidates also 
will appear at PTA meeting 
throughout the district during 
the month of March 


Their schedule included Sun- 


set Park on March 6, Gregory 
school March 13 Fairview and 
Westbrook March 18 Lincoln, 
March 26 and Central, March 
27 A special meeting has been 
scheduled by Busse on April 10 


At the present time no inde- 


pendent candidates have filed 


dents Books are our stock and 
trade and we hope to continue 
to see books circulating among 
citizens " 


"The library is purchasing 


books to catch up with what we 
ought to have for a library in a 
community this size With over 
50,000 books, the stock should be 
twice this number," Liebenow 
said 


The library board has tenta- 


tive plans for moving the chil 
dren's section upstairs and ad- 
ding shelving and seating to the 
adult section on the ground 
floor 


"We're fortunate that the vil- 


lage board understood our need 
and took the necessary steps to 
start the project," Liebenow 
said 


'Ship' Has 
Its Critics 


Strong objections to the oper- 


ation of the Crystal Ship, Mount 
Prospect's 
church-sponsored 


coffee house, have been raised 
by several church members 


Despite earlier reports this 


week that the controversy over 
the teen center is dying down, 
at least one church member has 
said that an increasing number 
of families are either dropping 
out of the church or withholding 
contributions in protest to the 
Crystal Ship 


In a letter to The Herald, 


er Collm, 625 S George, Mount 
Prospect, denied earlier com- 
ments by Frank Auwater, a 
member of the session, that 
families were not leaving the 
church 


COLLIN SAID "The group of 


people who are for a clean, 
Christian youth program are 
very much active and as long 
as the Crystal Ship remains in 
operation, especially that type 
of operation 
there will be 


objections " 


The full text of the Collm let 


ter will appear in the Monday 
issue of The Herald 


Objections to the operation of 


the coffee house center around 
the display of allegedly Commu- 
nist literature in the Crystal 
Ship and the general decor of 
the basement meeting place 


Collm said there was no doubt 


in his mind or in the minds of 
many others that much of the 
graffiti on the walls was Com- 
munist oriented 


He further claimed that he 


saw a young girl burn a dollar 
bill in the Crystal Ship as a pro- 
test to this country's economic 
system 


"WE 
ARE 
worried about 


this ' Collm said, "and there 
are many church families and 
residents around the church 
that are worried as well " 


Collm said he did not object 


to youth programs sponsored by 
the church and did not object to 
the music or the entertainment 


provided at the Crystal Ship 


"But I do object to a dark, 


crowded room where smoking is 
excessive and where kids can 
neck in the corners 
These 


things happen, but do they have 
to happen under the sponsorship 
of the church'" 


The Mount Prospect resident 


said the church families who 
are dissatisfied with the Crystal 
Ship are trying to decide wheth- 
er to leave the church or to act 
for change Collin said several 
meetings 
have taken 
place 


among objectors to the coffee 
house and furthur meetings are 
planned 


"I BELIEVE IN a good youth 


program," Collm stated in his 
letter," but it must be morally 
clean and Christian throughout 
its operation 


Crystal Ship is not that kind 


of operation, nor do we want it 
on church property or for that 
matter in Mount Pospect " 


Fire Dept. 
Notes Some 
Flaws, Too 


Ths Crystal Ship, a local cof- 


fee house run by youths of the 
C o m m u n i t y 
Presbyterian 


Church in Mount Prospect, was 
found to have violated the vil- 
lage's fire safety code last 
week 


Fire Chief Edwin Haberkamp 


said the Ship violated about six 
fire code regulations "All of 
them were housekeeping viola- 
tions and the Ship said the> 
would correct them," he said 


The fire chief, however, said 


he wouldn t make public exactlv 
what 
those violations were 


"It's a hot potato today," he 
said, in reference to the Ship 


4-Wing School 
Plan Is Unveiled 


SEVERAL THOUSAND students and towns- 
people from the Northwest suburbs heard one 
of the nation's rising black leaders, the Rev 
Jesse Jackson, "tell U like it is" during a 


lecture Wednesday in Elk Grove High School 
His appearance was sponsored by Harper Ju- 
nior College (See story inside today's paper) 


(Staff PnotoHEF&all 


High School Dist 214 board 


members last night saw plans 
for the new Rolling Meadows 
high school that call for putting 
the new public school building 
directly across Central Road1 


from 
Sacred 


High School 


Heart of Mary 


call for three entrances to the 
building via road, two of them 
onto Central and the third at 
the southwest corner of the site 
onto Barker Street "when it 
goes in ' 


An exit onto Barker will re- 


quire a bridge over Salt Creek 
Orput estimated cost of the 
bridge — at some later date — 
to be $25,000 


The Rolling Meadows school 


will have an 800-seat auditorium 


*—' 
— 'With a balcony and a physical 
cation space for the new school I education wu.g with as much 
can be consolidated on the east 
i space as Hersey High School s 


ern edge of the 40-acre proper gymnasulm and f.eldhouse to- 
tv 
gether 
Plans shown the board call 


for a building with four wings, 
three of them two stories high 


The fourth, on the south side 


of the site, will have what only 
will look like a second story 
opening on-grade where the 
property slopes up at the south 


Alden Orput of Orput , Orput 


and Associates, architects, said 
the location of the Rolling Me- 
dows school had been shifted 
somewhat to the west of earlier 
site plans so that physical edu 


Orput said the designs now 


Sports* Finals: 
Call 394-1700 


Groups Meet To Divide Surplus Twp. Funds 


T1w Wheeling Township Men-' share of this year's surplus 


tnl Health Board, elementary funds will meet with the town- 
s c h o o l districts and other ship Board of Auditors during 
groups interested in receiving a the week of March 17. 


FACTORY AUTHORIZED 
ANNUAL 


SALE 


Hurry! Last 2 weeks 


at Shelkop TV! 
COLOR 


TV 


...always 
brings you 


perfect pictures 


AUTOMATICALLY! 


Magnavox Instant Automatic Color—is the most impor- 
tant advancement in Color TV! Just turn your 
M.ignavm on—it tine tunes itself automatical^, giving 
>ou a perfcctK-tuncd picture that is always precise—on 


Ui.inncl, c\crv time! 


NOW ONLY 
$54350 


Charming Early Ameri- 
can—model 6954, on con- 
cealed swivel casters, is also 
available in beautiful Medi- 
terranean, Contemporary, 
French or Italian Provincial 
styles Save $50 on Remote 
Control, also Annual Sale 
pnced-NOW 9648.60 


• Enjoy thrilling 295 sq. in. pictures • the biggest 
in Color TV • plus the superb performance and extra 
value Magnavox features that give you many years o' 
color viewing enjoyment • Brilliant Color for the 
most natural color ever • Chromatone adds beauty 
and depth to color, warmth to black and white • 
Qulck-On pictures flash-to-life four times faster • with 
Magnavox High-Fidelity sound you'll experience 
unequaled program realism • and exclusive Magnavox 
Bonded Circuitry assures lasting reliability! 


82-Channel Instant Automatic 
Remote Control—with more func- 
tions and more conveniences than 
any other UHF/VHP remote unit today 
— is optional on many Magnavox 
Annual Sale Color TV models. 


Township officials will scruti- 


nize budget figures for 1969-70 
tomorrow morning and official- 
ly approve the amount available 
to area groups this year. 


Estimated 
figures 
show a 


projected balance of $270,000. It 
is expected, however, that resi- 
dents attending the town meet- 
ing in April will vote $19,000 to 
the township general assistance 
and cemetery budgets, leaving 
$251,000 to be allocated to eli- 
gible groups. 


THE MENTAL Health Board, 


appointed by the township last 
year to recommend grants, will 
suggest that a total of $83,760 be 
slotted for mental health needs. 


Agencies named to share in 


the funds are Clearbrook Center 
for the Retarded, Northwest 
Mental Health Clinic, Coun- 
try-side Center for the Retarded, 
Community Social Services of 
Wheeling and the Salvation 
Army's family service center in 
Des Plaines. 


The Over 50 clubs for senior 


citizens plan to ask for $10,000 
to be divided among the Arling- 
ton Heights, Buffalo Grove and 
Wheeling groups. 


A bill co-sponsored by State 


R e p . E u g e n e Schlickman, 
R-Arlington Heights, in 1967 al- 
lows township historical so- 
cieties to receive a total of $10,- 
000 in surplus funds. Both the 
Arlington Heights and Wheeling 
s o c i e t i e s which shared the 
amount equally last year will 
again submit budgets to the 
Board of Auditors. 


JOHN KOEPPEN, president 


See over 40 M.ignavox Color TV now from '299s 


Solid Sl.ilt Portable STCRtO 


$7490 


Northwest Suburbs' Largest 


TV. Stereo Specialists 


SHELKOP 


TV and APPLIANCES 


700 E. Northwest Hwy. (Rt. 14) 


ARLINGTON HEIGHTS 


CL 3-2187 
CL3-2188 


D i / 8 10 lo 9. Saturday lo 6 


Clo«d Sunday 


FREE PARKING 


if the Wheeling group, said that 
mdget needs of the club are 
ligher this year. Their financial 
t a t e m e n t for August, 1968 
hows total expenditures of $4,- 
122 for the preceding year. 


The Arlington Heights society, 
•hich plans to remodel a 
recently-acquired second build- 
ing, is still ironing out budg- 
etary details. 
The bulk of the township 
unds goes traditionally to the 
lementary schools, to be split 
iccording to assessed valuation. 
Last year school districts di- 
vided $165,000. 


Estimated township expenses 


'or the 1969-70 year total $151,- 


Your choice of 
five space-saving 
furniture styles 


Synagogue Will 
Receive Eight 
Holy Scrolls 


Eight Sacred Scrolls of the 


Prophets will be presented to 
Maine Township Jewish Congre- 
gation in a ceremony March 14, 
n :)0 p m , as part of the regular 
Family Sabbath services, in the 
Synagogue 
Auditorium, 
8800 


Ballard Road, Des Plaines. 


The Ateres Zion Synagogue of 


Chicago, formerly one of the 
city's most prominent congrega- 
! tions, has seen fit to present the 
Des Plaines Synagogue with 
the.se holy scrolls and other rit- 
ual furnishings, including the 
Menorahs. for the pulpit and Ark 
curtain. 


Rabbi Jay Karzen has pre- 


pared a special ceremony of 
welcome for these gifts. Stu- 
dents of the religious school will 
participate in the program, as 
well as officers of the Ateres 
Zion Synagogue and the MTJC. 


The presidents of both congre- 


gations — Harry X. Richman of 
Ateres Zion, and Dr. Norman 
Meltzer, of the host congrega- 
tion, will be honored in the pro- 
cessional. 


The traditional Chupah (cano- 


py) will accompany the scrolls 
to their new home in the Holy 
Ark. 


PADDOCK PUBLICATIONS 


Publishers of 


Hanover Strearmvood Herald 
A r l i n g t o n Helnhts Herald 
Rolling M c o t f o w j Herald 
Prospect Heights Herald 
DuPagc County Register 
Mount Prospect Herald 
Cook County Herald 
Benscmlllc Register 
Palatine 
Enterprise 
Elk Grove Herald 
Schnumburz Herald 
Addlfton 
Register 
Wheeling Herald 
Rrwllo Register 
Hoffman Herald 
itnscn Register 


Published Monday. 


Wednesday nnd Friday by 
Paddock Publications, Ine 


999 Elmhurst Road 
Mount Prospect, III 


SI'IKtCHIPTlON HATES 


Homo Delivery In 
Mount Prospect 
25<- Per Week 
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78 
JM 
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$600 
$1200 


4 
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6 
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8 
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311 S Arlington Hts Rd. 
394-0111 


Want Mi 394-2400 Other Dtpti. 394-2300 
Horn Delivery 394-0110 ChlcliO 77S-1NO 
I 
awunu Liu>3 ixmago paid at 
I 
Mount Prospect, Illinois 60058 
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000, an increase of $32,000 over 
last year's figures. Costs of this 
spring's election, $15,500, is in- 
cluded in the projections. The 
township slate is elected once 
every four years. 


Cemetery funds, also up this 


year from $3,000 to $9,000 in- 
clude a water main installation 
charge of $4,000 and increased 


money for new trees and sod. 


THE TOWNSHIP Committee 


on Youth, granted $5,000 two 
years ago, still maintains an 
unexpended balance of $3,600. 


The budget for the township 


highway department is $235,000, 
part of which must be rebated 
to the villages for their road im- 
provements. 


IWU Campus 
Sweetheart 


Two area co-eds, students at 


Illinois Wesleyan 
University, 


are candidates 
for Campus 


Sweetheart. 


Joanne Mayer, daughter of 


Mr. and Mrs. Edward Mayer of 
413 S. Arlington Heights Road, 
Arlington Heights, represents 
Delta Omicron in the com- 
petition. She is a junior at IWU 
majoring in music. She is a 1966 
graduate 
of Arlington High 


School. 


Janet E. O'Leary, daughter of 


Mr. and Mrs. James A. O'Leary 
of 156 N. Schubert, Palatine, is 
representing Ferguson Hall. She 


a sophomore home economics 


major at IWU, and a 1967 grad- 
uate of Palatine High School. 


Dale Is M.C. 
For 'Challenge' 


An Arlington Heights soph- 


omore is master of ceremonies 
for Western Illinois University's 
televised quiz program, Western 
Challenge. 


He is Lawrence Dale, 1020 N 


Walnut. 


A major in psychology, he mi- 


nors in radio and television 


Miss Derwin In 
'Sweet Charity' 


Charlotte Derwin, daughter of 


Mr. and Mrs. LeRoy Derwin of 
1508 Palm Drive, Mount Pros- 
pect, played the role of Nicki in 
the Lowell Mason Club's presen- 
tation of "Sweet Charity" at Il- 
linois State Univertity, Normal. 


Miss Derwin also was a mem- 


ber of the costume and publicity 
crews. 


Area Students 
In S1U Drama 


In the recent production of 


"Guernica," one of three one- 
act plays presented by Southern 
Illinois University's Southern 
Players, three area students 
were members of the cast. 


They are Gene Good of 506 


Knob Hill Drive, Arlington 
Heights, Dan Feyereisen of 620 
Albion Lane, Mount Prospect 
and Patricia C. Smith of 305 E 
Euclid, Arlington Heights. 


Randwood Civic 
Dance April 12 


F i n a l arrangements have 


been made for the Randwood 
Civic Association dinner-dance 
to be held in the Citation Room 
of the Arlington Carousel, Eu- 
clid and Rohlwing Road on 
April 12. Tickets will go on sale 
this week. 


For further information call 


Helen Zylstra at 259-3818 during 
the day or Jackie Aberle at 259- 
5937 after 6 p.m. 


From the Library 


The Shroud' Good 
Reading for Lent 


by LAURIE ROSSI 


Probably no one has given up 


reading for Lent. With this in 
mind, the Mount Prospect Pub- 
ic Library has collected books 
with a religious, moral, and in- 
spirational tone to comprise a 
Lenten reading shelf. 


These books are available and 


interesting 
year-round, 
but 


many of them come to our at- 
tention more obviously now, as 
we approach the Easter season. 


I chose several of these books 


.0 scan, and ended up reading 
>ne of them from cover to cov- 
er, in one sitting. "The 
Shroud," by John Walsh, is a 
'ascinating book about one of 
the most amazing historical ob- 
jects preserved today, or one 
that 
constitutes the largest 


hoax. 


This object which is so de- 


bated over is the clottj pre- 
served at Turin, Italy, believed 
by many to be the actual wind- 
ing sheet of Christ. 


THE CLOTH bears body and 


'aerial imprints which appear to 
be identical with those Christ 
would have left. Many scholars 
have assumed much about the 
stature and details of Jesus 
iolely from the evidence of the 
shroud. 


The book has pictures of the 


shroud, showing these details as 
well as blood stains in appro- 
priate places. Skeptics have vo- 
unteered the ide'a that years 
ago someone could have traced 
the outlines on the shroud with 


thin mixture of paint, thus 


emphasizing the details which 
show up so clearly now. 


However, it was pointed out 


that the people of those times 
would have known about the 
fresh paint and protested, and 


A. Warning 
To Glue 
Sniffers 


Reports indicate 
that curious teenagers 
are putting the modern 


highly volatile glues into a paper bag and trying for 
a kick out of inhaling the fumes. This exposes the 
sniffer to the highly concentrated, intoxicating and 
poisonous fumes. 


Permanent damage to the liver, blood and brain 


often results. Many accidents have been traced to 
"glue drunks." Do not take the chance of ruining 
your health hv glue sniffing. Empty glue containers 
are a warning to parents. 


YOUR DOCTOR CAN PHONE US when you 


need a medicine. Pick up your prescription if shop- 
ping nearby, or we will deliver promptly without 
extra charge. A great many people entrust us with 
their prescriptions. May we compound and dis- 
ifjense yours? 


HARRIS 
PRESCRIPTION SHOP 
1430 N. Arlington Heights Rd. 
Arlington Heights 
CW 3-i-b» 


Mrs. Vavra Cited 
For Community Aid 


Mrs. Joseph Vavra, 502 N. 


Prospect Ave., Mount Prospect, 
was presented a bronze plaque 
award for community service 
Tuesday, by Bill Kiedaisch, 
managing editor of Day Publi- 
cations. 


Mrs. Vavra is a volunteer at 


Northwest Community Hospital, 
a member of the Combined Ap- 
peal board, and she has worked 
for 
the 
American Cancer 


Society and Salvation Army in 
Mount Prospect. 


OTHER nominees present for 


the award ceremony are: Mrs. 
David Hanna, 201 W. Hiawatha, 
for service in Girl Scouts; John 
Frekof, 114 N. Stevenson, for 
assistance 
in annexation of 


Fairview Gardens; John Danc- 
er, 519 Emerson St., for service 
in Boy Scouts; Mrs. Dolores 
Haugh, 7 S. Edward, for service 
to the Mount Prospect Business 
and Women's Club; and Mrs. 
Vern Childers, 210 S. Main St, 
for service in Camp Fire Girls. 
Maryann Ray 
Is Initiated 


Maryann Ray, daughter of 


Mrs. Edith Ray of 1926 Ivy 
Lane, Mount Prospect, has been 
initiated into Theta Eta chapter 
of Kappa Delta Pi, national hon- 
or society, at National College 
o f 
Education, 
Evanston-Wil- 


mette 


any paint used at the time 
would have cracked when the 
shroud was folded. 


The question has also been 


raised about whether or not the 
shroud could simply be an 
imprint of someone else. Schol- 
ars maintain that Christ's body 
was in the doth too short a 
time for putrefaction to occur, 
and if corruption had set in, any 
impression made would have 
been destroyed. There is no sign 
of corruption 
on this linen 


shroud. 


AUTHOR JOHN Walsh won't | 


satisfy the reader with an opin- 
ion of his own. He begins and 
confronted with the question of 
it is either one or the other — 
miracle or gigantic hoax. 


With increased 
efforts in 


space, we are more and more 
confronted with th question of 
the reality of God, Just recently 
we heard excerpts from Genesis 
read from outer space. 


The experience of the astro- 


nauts near the moon prompted 
them to select these passages 
from the Bible as their most ap- 
propriate message to earth. 


The book, "God in the Space 


Age" e-qjlores the relationship 
of science and religion, and dis- 
cusses controversial 
subjects 


like life on other planets, and 
whose property the moon is. 


YOU CAN SECURE a pamph- 


let in the library which lists 
over 500 books to read during 
Lent. They cover a wide range 
of subjects and interests. 


You can choose from in- 


spirational biographies, books 
on the morality of our times, 
and religious books for mod- 
erns, like "Is the Last Supper 
Finished?" and "Religion: Out 
or Way Out." 


GRAND 


OPENING 


Monday, March 10 at 9:30 


Refreshments 
casual, daytime 


and evening wear 


Junior »i« Ihnt 2O 


FASHIONS 


of Arlington Heights 


• Sportswear 
• Knits 
• Sweater!, 


• Handbags 
• Scarfs 
• Costume jewelry 


IN THE EVERGREEN SHOPPING CENTER 


24 South Evergreen, Arlington Heights 


253-2290 
Daily 9 30 to 5 30, Friday 9:30 to 9 


Mary Agrws Kokej and Mart* Breuwtr, Proprietors 


Your next can 


Chrysler. 


Ctnyirtr Newport Cuttom 4-Door Sedan 


MARK MOTORS 
has lots of affordable 


dreams for sale. 


You're a lot closer to a Chrysler than 
you might think. In fact, for only a few 
dollars a month more in price than 
the most popular smaller cars, com- 
parably equipped, you could be driving 


AUTHORIZED DEALERS 


a new Chrysler. That's right, those few 
dollars could move you up to a full-size 
Chrysler Newport. See your Chrysler 
dealer today. Make your move. Make 
your possible dream come true. 


CHRYSLER 
MOTORS CORPORATION 


MARK MOTORS 


2020 E. Northwest Hwy. 


CLearbrook 9-4455 


Arlington Heights 
(Closed Sunday) 


PA<;K FOI K 
COOK PADDOCK PUBLICATIONS 
FRI., MAR. 7, 1969 


Spoonful of Music 


(Continued from Page I ) 


b.inil program, the board has 
militated the answer might be 
mm c efficient use of the vocal 
ir.u.ii 
-staff 
m 
the 
junior 


Ingh.s 


Superintendent 
Knc 
Sahl- 


i>erg says the district has at- 
tempted to briny special en- 
r i i li in e n t subjects down 
through the grade> to the 
primary level through greater 
•4.ifl use 


' These 
younger 
students 


are entitled to some of these 
subjects. (DO." Sahlberg told 
The Her.ild 


Music students in the K-6 


>ehcx>|s are given instruction 
according to the level of their 
understanding The course in- 


cludes musical history, theo- 
ry, identification and study 
of instruments, in addition to 
singing and listening to mu- 
sic. 


Though this may be a tall 


order, music is a subject that 
is attractive to children. They 
enjoy the time they spend 
with it and teachers like Roth- 
well encourage their enjoy- 
ment. 


U K 
T E A C II K S 
rhythm 


with a hand-clapping, thigh- 
thumping game similar 
to 


Simon Says. But while they 
clap, he reinforces the action 
b> quickly erasing and adding 
notes and rests to the count 
on the blackboard. 


"In studying composers and 


musicians I like to eliminate 
the idea that musicians are 
sissies," Rothwell said. "I 
want the children to realize 
that music isn't stuffy — it's 
fun." 


His success can be mea- 


sured by the third grader who 
had never before carried a 
tune. After his mother over 
heard him singing his way 
through an intricate contem- 
porary song, she asked where 
he had learned it. 


"Oh, 
that's just something 


that Mr. Rothwell ran off on 
the ditto for our own use," 
said the newly-hatched vir- 
tuoso. 


Ryan 3rd Candidate 
For Dist. 214 Board 


.(.lines T Ryan, of -'ow Rose- 
-That it is "vitally impor- 


lull 
Arlington Heights, today tant' to achieve close coopera- 


amwunced he will be n candi- tion between the various plan 
date April 12 for H one-year | c o m m i s . s i o n s and the high 
term »n the High School Dist. | school districts." 
214 hoard. 
I 
—That the mam prerequisites 


Kyan. who had l>een one of j for a school board member are 


f i v e persons weighed for two! "a willingness to serve and a 
s c h i) o I board 
appointments .sense of objectivity . . . I be- 


lieve I have sufficient objectiv- 
ity to serve the students, the 
parents of the students and the 
taxpayer 
at-large. 
A board 


member must have a feeling of 


nude last month, said he was 
encouraged ID run and had con- 
sidered the matter for a long 
time before deciding to take out 
tamlnlatp petitions 


He said he wanted to assure responsibility to each." 


himself that he could give the} 
- That he would do his best to 


school hoard the proper time 
and without shorting the Arling- 
ton Heights Plan Commission, 
on which he serves 


In a statement released to the 


papers he explained. "I specif- 
ically announce im candidacy 
for the one->eui term so that 
each and eu-r\ voter . 
will 


have the opportunity to review 
m> record in one year " 


RY \N 
\I.SO " made 
ihese 


points in his statement 


insure "that, dollar for dollar, 
this district will have the best 
educational system tliat it col- 
lectively cares to afford." 


RYAN TOLD Paddock Publi- 


cations he felt he could serve as 
a bridge between the Arlington 
Heights Plan Commission and 
the 
high school district. He 


pointed out that board member 
Mrs. 
Leah Cummins holds a 


similar position with the Elk 
Orove Village Plan Commission 


while board 
member 
Frank 


Bergen serves on the Mount 
Prospect Plan Commission. 


Ryan called for using "lead- 


ership, direction and a willing- 
ness to listen to legitimate, le- 
gally presented student propos- 
als" as the answer to the trend 
of student "rebellion for rebel- 
lion's sake." 


Ryan, when he files his peti- 


tion, will 
become 
the 
third 


name on the list, a list of candi- 
dates for the one-year term. 
The others are Don McGlothlin 
of Wheeling and John M. Cos- 
tello of Mount Prospect, now 
holding a seat on the board by 
appointment. 


RYAN, A LAWYER, is a 


partner in the, Chicago law firm 
of Morgan, Halligan, Lanoff and 
Cook. 


He is a former dirtctor of the 


Arlington Heights Jaycees, for- 
mer president of the Arlington 
Vista Home Owners Association 
and general counsel for the Illi- 
nois Young Republicans. 


Howard Cooper Appeals 
Again for Liquor License 


Howard 
Cooper, 
owner of 


Farmer Cooper's restaurant, is 
expected to make, his fourth ap- 
peal for a liquor license today. 


Previous applications for a 


beer license at the restaurant, 
located at 
:n>:i K Kensington 


Koad. have been denied 


Cooper's restaurant was the 


subject of heated debate within 
ullage government when the 
owner churned that he needed a 
beT license in order to survive 
.is a businessman in the village 


Today's application before the 


transferred with the sale of the 
corporation. 


Cooper said Thursday he had 


made application to the vil- 
lage's Economic Development j or so?" 
Commission in an effort to get 
the village commission to un- 
dertake a study of the value of 
increased business to the village 
as a whole. Cooper said his 
request was denied. 


Critics of the Farmer Cooper 


application have said that the 
business is in such poor shape 


cense sooner, but what harm 
conld come to the village for 
them to issue me a beer license 
and let me try it for six months 


now that granting a license to 
the restaurant would mean that 
Farmer Cooper would have to 


Board of Appeals will request 
that the beer license be issued 
in the name of Howard Cooper | sell more beer m the one res 
instead of the name of the cor-1 taurant than is sold in the whole 
poration 
I of the village. 


VIM.AdE officials had ob-' 


lected to the issuance of a beer 
permit to the corporation be- 
cause, they said, it would leave 
the village open to condoning a 


permit which would 
be 


TO 
THIS Cooper replied: 


"I've suffered a substantial loss 
of business as a result of the 
village hearings. I 
admit 
I 


made an honest business mis- 
take in not seeking a beer li- 


TESTEBIEAB 


Fred Himbaugh, head of the 


v i l l a g e ' s Economic Devel- 
opment Commission acknowl- 
edged that Cooper had asked 
help from the commission but 
refused to comment on the mat- 
ter before speaking about it to 
Village 
Mgr. Robert 
Moore. 


Himbaugh said he would bring 
the matter to the manager's at- 
tention "in the near future." 


Dist. 57 Salary- 


Talks Saturday 


The Mount Prospect Dist. 57 


salary 
committee 
will meet 


with the Mount Prospect Educa- 
tion Assn. to negotiate teacher 
salary schedules for next year 
this Saturday at 8:30 a.m. in the 
district administration building, 
701 W. Gregory St. The meeting 
is a closed session. 


SIX PERSONS were injured in a chain accident on 
Algonquin Road in Rolling Meadows Wednesday af- 
ternoon. Bernard Gerstein, Hoffman Estates, and 
his wife, Paulette, suffered face and head injuries 
when the car Gerstein was driving plowed into the 
rear of a stopped westbound car, driven by Ronald 
Lucarz who lives in the nearby Three Fountains 
apartments. Lucarz told police he was waiting to 


make a left turn onto Newport Ave. and his wheels 
were turned, so the impact pushed his car into the 
path of an eastbound cement mixer truck. Lucarz 
suffered leg injuries, his wife, Dorothy, head in- 
juries, and his mother, Mrs. Florence Tomusiak, a 
broken leg and head injuries. The driver of the 
Vulcan Material Co. truck, Peter Christensen of 
Chicago, complained of chest pains when he 


climbed out of his vehicle, which rolled over in the 
ditch as he swerved in an attempt to avoid the 
crash. Gerstein was cited by Rolling Meadows po- 
lice for failure to reduce speed to avoid an acci- 
dent, although he claimed he did not see brake 
lights or flashing turn signals on Lucarz' car. Fire- 
men hosed down spilled gasoline until all the cars 
were removed. 
(Staff Photos) 


Reappoint Mosquito 
Abatement Trustees 


T h r e e t r u s t e e s of the 


Northwest Mosquito Abatement 
Dist. will be re-appointed to 
three-year terms in spite of 
questions posed by Palatine's 
mosquito 
investigating 
com- 


mittee since last July. 


Although Judge Harry Comer- 


ford 
delayed the re-appoint- 


ments since December so he 
could meet with trustees and 
the committee, he said the pre- 
sent board will continue as pol- 
icy makers of the district after 
the meeting on Tuesday after- 
noon. 


The meeting was called by 


the judge "to promote an ex- 
change of ideas and intelligent 
co-operation between the com- 
m i 11 e e from Palatine and 
trustees," he said. 


"I 
hope we accomplished 


CHAIRMAN OF the mosquito 


investigating 
committee 
ap- 


pointed by Village Pres. John 
Moodie last summer is Mrs. 
Clayton Brown, who said, "The 
judge had to arrive at the deci- 
sion to re-appoint trustees based 
on the information presented." 


A f t e r 
attending 
several 


NMAD meetings and gathering 
information about the district 
and mosquito control, the com- 
mittee submitted the names of 
four residents to be considered 
for trustee positions 


"The committee thought that 


men with technical knowledge 
applicable to mosquito control 
should be considered for the 
job," Mrs. Brown explained. 


"But the judge's only re- 


course was to re-appoint the 
trustees because we deliber- 
ately did not present all the in- 
formation we have compiled," 
she said. 


"TO PRESENT all of it on 


Tuesday would not have accom- 
plished anything. However, it 
will accomplish something when 
we include it in a report to our 
board along with our recom- 
mendations," she said. 


The committee hopes to have 


its report ready within two 
weeks for village trustees to 


study. 


A basic conclusion of the com- 


mittee's study has been that 
more permanent control meth- 
ods and less temporary control 
techniques should be started by 
the mosquito district. 


"I have no way of knowing if 


this is the correct approach to 
mosquito 
abatement," 
Judge 


Comerford admitted. 


After the meeting on Tuesday, 


NMAD trustees and the direc- 
tor, 
Wilbur Mitchell will be willing 
to listen to suggestions from the 
Palatine group, according to the 
judge. 


"TAXPAYERS are entitled to 


be heard, if they have a com- 
plaint — that's why I called the 
meeting this week," he said. 


Asked if the Palatine com- 


mittee's only method of com- 
plaint was through the appoint- 
ing judge, he said, "I wouldn't 
like to think a meeting like this 
was necessary to do that." 


"But there was an apparent 


communication breakdown be- 
tween the trustees and the 
group from Palatine," he ad- 
mitted. 


Since the 
committee 
was 


formed, 
it 
has 
experienced 


problems in collecting all the in- 
formation necessary for a thor- 
ough study of why Palatine was 
swarming with mosquitos last 
summer. 


THE JUDGE said he was 


aware 
of the 
problem, 
but 


thinks the problem was solved 
at Tuesday's meeting. 


At the 
meeting, 
NMAD 


Trustee Richard David of Hoff- 
man Estates said the district's 
tax rate is a n 
insignificant 


amount on the average tax bill, 
according to Mrs. Brown. 


"But 
it's 
not insignificant 


when you look at the district's 
total budget which comes to 
more than $300,000," she said. 


"This is taxation without rep- 


resentation because we have no 
control 
over 
the 
board of 


trustees," she added. 


OTHER MEMBERS of the 


B.-. YEARS A(;o 


( nok Cnunlv Hrriilil. March I. 1904 


over $2 IKMI DOO.WO will be poured into the pockets of the 


people of the I'mted States because of the war between Russia 
ami Japan Of the sum. over half will go into the pockets of the 
farmer The man behind the plow in the Middle West now stands 
.is dictator to Russia and Japan. The wheat he raised, the corn he 
plowed, the cattle he owns are needed in the Far East and when 
the victor comes to figure up the war indemnity, he will find that 
Hie bulk of the expense has gone to the American farmer. 


:>» YEARS A«0 


( m.k Count* Hi-mid. March 7. I91» 


The regular meeting of the Arlington Heights Village Board 


v,.is held Monday. March 3, 191!) 


The finance committee reported favorably on bills and pay 


toll amounting ID $252 BO which were ordered to be paid. 


A petition signed by property owners abutting north Dunton 


.\\enue (mm the end ol the paving to the village limits pledging 
V!oo to have the road fixed up by putting on crushed stone, wasi! 
reierreH to the street committee 


The treasurer's report, showing a balance of $467.74 was read 


•iml relerreil to the finance committee. 


Z5 YEARS A(iO 


\rlltiKlim llrights Ill-rail). March :i. 1944 


An A&P super market ad reminded shoppers to bring their 


M'imi stamps and listed the following prices for food: Pork roast, 
;• cents a pound, bacon 25 cents a pound: smoked ham, 29 cents 
a pound, link sausage. :«» cents a pound: ground beef, 25 cents a 
po'iml and chuck roast. 25 cents a pound. 


oiher food prices included three pounds of coffee for 59 cents, 


four pounds of cabbage for in cents, a pound of fresh peas for 15 
rent* ami two bunches of fresh beets for 11 cents. 


10 YEARS A(.0 


\rllngtnn Height!) HrraUI. March 5, 1958 


Thi death sentence, as it is applied in Illinois, is arbitrary, 


rare. haph«/.urd and useless as a deterrent to capital offenses. So 
concludes a survey released last week by Eugene S. Zemans, 
cxecutue director of Chicago's John Howard Association. 


The study was made in connection with a proposal in the 


Illinois legislature to establish a six-year moratorium on the use 
of the death sentence. 


ROBERT ROTHWELL. DIST. 57's vocal mu- 
sic teacher, goes through a number as part of 
his ID-room programs at Busse and Fairview 


schools. The children are taught something 
about reading music and expressing them- 
selves vocally. • 


P a l a t i n e committee include 
Richard Dawson, village direc- 
tor of environmental 
health, 


Mrs. 
Martha Lawson, School 


Dist. 15 director of health ser- 
vices, Earl Dailey, research 
chemist for Chas. Bruning Co. 
and Howard I. Olsen, township 
supervisor. 


Trustees to be re-appointed by 


the judge include president of 
the board, Richard Crandall, 
P a l a t i n e , Walter J. Wells, 
Mount 
Prospect and Jacob 


Goldman, Barrington. 
Obituaries 


John P. Meagher 


John P. Meagher, 76, died 


Tuesday in DuPage County Me- 
morial Hospital, Elmhurst. 


He was born Oct. 15, 1892, in 


McComb, Miss., and lived at 
4N619 Church Road in Ben- 
senville. 


Visitation is today at Geils 


Funeral Home, 180 S. York 
Road, Bensenville. Funeral ser- 
vices will be held tomorrow at 
10:30 
a.m. from the funeral 


home to St. Alexis Catholic 
Church in Bensenville, for 11 
a.m. mass. Interment will be at 
St. Joseph Cemetery, 
River 


Grove. 


Surviving 
are 
his 
widow, 


Irona; two daughters, Mrs. Vir- 
ginia Davies of Bensenville, and 
Mrs. Alice Furlan of Harwood 
Heights, 111.; four sons, Tom of 
Tampa, Fla., Jack of Jackson- 
ville, Fla., Robert and Henry, 
both of Bensenville; 14 grand- 
c h i l d r e n ; 17 great-grand- 
c h i l d r e n ; a sister, Maggie 
Rausa of Scrttle, Wash.; three 
brothers, Harry Rausa and Nick 
Rausa, both of Chicago, and 
Frank Rausa of Hartsville, Ala. 


Deaths Elsewhere 


Donald L. Bach, 51, of Whea- 


ton, died suddenly Feb. 21, in 
Central DuPage Hospital, Win- 
field. Funeral i services were 
held Feb. 24, at the Wheaton 
Evangelical Free Church in 
Wheaton. The Rev. 
LaReau 


Thorwall officiated. 
Interment 


was at Memory Gardens Ceme- 
tery in Arlington Heights. Sur- 
viving are his widow, Doris; 
three daughters, 
Carolyn at 


home, Mrs. Virginia Sandsmark 
of Wilmette, and Annette Bach 
of Chicago; two sons, Marvin 
and Donald at home; his moth- 
er, Mrs. Martha Bach of Arling- 
ton Heights; two sisters, Mrs. 
Dorothy Carleston of Dundee, 
and Mrs. Marlyn Culton of 
Springfield, Mo.; and a brother, 
Harold Bach of Elgin. 


Mrs. Mary Jane Mead, 59, of 


Park 
Ridge, 
died 
suddenly 


Tuesday in her home. Memorial 
services will be held tomorrow 
at 2 p.m. at the Church of the 
Good Shepherd, 301 Ridge (cor- 
ner of Ridge and Landmeier 
Road) in Elk Grove Village. 
The Rev. Lloyd Weber will offi- 
ciate. Surviving are two daugh- 
ters, Mrs. Nedra Morbeck of 
Elk Grove Village, and Mrs. 
R a d a h Repel 
of Arlington 


Heights; a son Hal Mead of Chi- 
cago; seven grandchildren; and 
two sisters. 


Mrs. Marie Julia Georgen, 73, 


of Pompano Beach, Fla., died 
Tuesday in Holy Cross Hospital, 
Fort Lauderdale, Fla. Funeral 
services will be held tomorrow 
at 10:30 a.m. from Lewis Funer- 
al Home, 7600 W. Grand Ave., 
Elmwood Park, to St. Cyprian 


VESELY 


Prospectus 


Street Names No 
Mistake-Honest 


by JAMES VESELY 


One of the most puzzling things about Mount Pros- 


pect is the rather curious names given to some of the 
streets in town. 


New residents of the village are often perplexed by 


the odd names of the avenues and lanes of the commu- 


nity, not realizing that each street 
name is steeped in the lore of the area 
and rich in the traditions of Mount 
Prospect. 


So, for the new residents of Mount 


Prospect, here is the first of a series of 
guides to the streets in your village: 


NALBERT ST.: Named after an 


early founder of Mount Prospect, AJ- 
bert Nalbert, who first cleared virgin 
timber from the area in 1837. Nalbert, 


whose fate is clouded in legend, is believed to have been 
the first Mount Prospect resident to pledge flood control 
to the area. He disappeared the following spring when 
early rains caught him laying pipe in what was later 
called Weller Creek. 


SHABONEE TRAIL: A street which commemorates 


the obscure Indian tribe which once inhabited this re- 
gion. The Shabonees had their campsite on what is now 
Randhurst and some say they are still in the vicinity. 
One habit of the Shabonees is to wander over their old 
campgrounds and take baubles and trinkets from un- 
locked cars in the Randhurst lot. 


MANAWA: Named after the famous cry of Mount 


Prospect's first taxi cab driver, Rudolfo (Che) Kream- 
ero, a Cuban exile who first drove a cab in town shortly 
after the Spanish-American War. Rudolfo's cry became 
well known in the village each Saturday when he would 
get caught in Mount Prospect traffic and shout "Ma- 
nawanagetoutahere!" 


HI LUSI: Actually the nickname of one of the early 


architects in Mount Prospect, Johnathan (Hi Lusi) Zim- 
merman, who came to this country from Belgium. Zim- 
merman won his nickname shortly after the cyclone of 
'96. Half of the buildings in town blew away causing 
local residents to call Zimmerman's construction meth- 
ods "high and loose." The architect was run out of town 
just after completing what is now known as Central 
school. He is known to have created an active business 
in San Francsico shortly before the quake. 


NA WAT TA AVE.: As its name suggests, this is an 


Indian phrase. 


Although various sources differ on the exact meaning 


of the words, early settlers were quick to pick up the 
phrase. When the early property-owners were faced 
with a drought in summer, village officials would smile 
and quote the Indians, "Na Wa Ta" (no water). One 
village official suggested that a huge gold water tower 
be built in the village to store the water but it was 
commonly acknowledged that the thing would be so ugly 
that no one would put up with it. 


Sitter 
Hero 
Blaze 


in 


A basement fire caused dam- 


age estimated at approximately 
$400 to the Thomas Grossman 
home, 3108 Starling Lane, Roll- 
ing Meadows, Wednesday night. 


More estensive damage was 


avoided ':hrough the correct ac- 
tion by a teenaged baby-sitter, 
according to Fire Chief Tom 
Fogarty. 


Dorothy Johnson, of 3805 Hol- 


ly, smelied smoke, opened the 
basement door and saw flames, 


Meadows Park District and the 
local schools. 


Each course includes training 


by Fireman Charles Sellards on 
correct action in case of a fire. 


"It paid off." remarked the 


chief. 


The fire apparently started in 


a 
corner 
where toys were 


stored. Chief Fogarty said ceil- 
ing beams and subflooring of 
the first floor were charred, and 
the house was smoke-filled. 


closed 
the 


phoned the 


door 
fire 


tightly and 
department, 


taking the two small children to 
a neighbor's home. 


SHE HAD BEEN trained in 


one of the classes for baby- 
sitters sponsored 
by Rolling 


Church in River Grove, for 11 
a.m mass. Interment will be at 
St 
Joseph 
Cemetery, River 


Grove. Surviving are her hus- 
band, Louis J ; two daughters, 
Mrs. Marion Bedore of Ohio, 
and Mrs. Florence Williams of 
Texas: two sons, Richard J of 
Mount Prospect, and Robert J. 
of Chicago; 
19 grandchildren 


and two great-grandchildren. 
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EYE TO EYE 


AHHHUfiGHHH! The human wishbone writhing in 
the grip of two tormentors is a Northwest Police 
Academy recruit undergoing a vigorous limbering 
up session before proceeding to an even more 


strenuous session of hand-to-hand combat. The 
classes are held in the gym at John Hersey High 
School, Arlington Heights. The academy trains po- 


lice recruits from Arlington Heights, Mount Pros- 
pect, Rolling Meadows, Palatine, Wheeling, and 
other communities in the suburban Northwest. 


(Staff Photo by Mike Seeling) 


Fact Carries Battle for 'Pros' 
Debate Old SchooVs Sale 


The pros played the cons at, 


the Dist. 57 public hearing on 
Central School Wednesday night' 
and the pros won. 


While the cons '.vere loud in! 


their rejection of the school: 
hoard's plan 
to sell Central j 


School and make Lincoln the 
only junior high in the district,, 
they were few in number and 
seemed more intent on arguing 
generally rather than offering 
concrete objections. 


The pros, on the other hand,! 


seemed to be 
more familiar 1 


with school policies and backed < 
their statements with applause1 


and promises to work for the j 
referendum 
tentatively sched- 


uled for March 29. 


DLst. 57 board members pre-, 


sented their case for the sale of 
Central, speaking easily, back- 
ing their statements with fact. 
They told of the hours needed to 
reach their decision on 
the 


school and the plans to improve 
Gregory and Sunset Park as 
well as add to Lincoln. 


WHII.K THE 
three-building 


program will cost more than 
$12 million, the district hopes 
to offset some of this cost with j 
the proceeds' from the Central! 
sale. 
I 


Sealed bids on Central are toj 


be opened March IS and the 
board has reserved 21 days in 
which to accept a bid or reject 
all of them. 
; 


During that 21 days the refer- i 


endum for the building funds is 
scheduled. 
Board 
members 


hope the referendum will be for 
no more than approximately 
S750.000 they told the audience 
Wednesday. 


According to Harry Hanson, 


board president, this would add 
4.5 cents per $100 assessed va- 
lue to the tax bill for the first! 
year. Following the first year! 
this will drop, Hanson said, be-, 
cause bonds for an older issue i 
will be retired. 
\ 


ONE CRITIC of the plan said 


he didn't mind paying $4.50 
more a year and was willing to; 
pay more in order to have two! 
junior highs. He said he was' 
willing to pay an additional $161 
a year so that the children of 
the district could have "any- 
thing that exists in any school 
anywhere. I don't want this 10 
years from now, but now when 
my kids are in school." 


Another man said all the 


schools in the district are "to- 
tally inadequate" and criticized j 
the district for a lack of kinder- 
garten. At this the audience 
shouted him down, telling him 


he must be in the wrong dis- 
trict, because Dist. 57 has kin- 
dergarten in its curriculum. 


Three women in the audience 


who were seated together ob- 
jected to the loss of foreign lan- 
guage last year and to the idea 
of one junior high. 


Board members, in their an- 


swer, emphasized the increased 
flexibility they hoped to get 
when 18 staff members from 
Central are combined with the 
28 now at Lincoln. 


"WE CAN DO so much more 


with a staff of 46 than we can 
with one of 18 or 28," said 
Ralph Walberg, chairman of the 
facilities committee. 


Board members said that ju- 


nior high schools are being built 
to accommodate 1,000-1,200 stu- 
dents throughout the nation in 
order to offer more to the stu- 
dents. 


They said the building at Lin- 


coln would house a projected 
peak of 985 which would even- 
tually drop to approximately 850 
students, 
according 
to 
pre- 


school census. 


Supt. Eric Sahlberg said the 


census in past years had proved 
amazingly accurate and said 
the kindergarten enrollment had 
been exactly correct this year, 


Spoonful of Music 
Lets Kids Have Fun 


(Second in a Series on ancilla- 
ry 
rducalinn 
programs 
in 


Mount 
Prospect's 
Dirt. 
57 


schools i 


by KIIITH FKKL'ND 


The spoonful of sugar that 


makes the medicine of school 
go down for many primary 
children is vocal music. For 
one period a week they use 
the instrument every child is 
horn with — his voice — and 
they produce their own ver- 
sion of everything from ser- 
vice songs to contemporary 
tunes. 


Hopefully, their version will 


approximate the original, but 
Robert Hotliwell. music teach- 
er at Busse ami Kairview in 
Dist. r>7 say^. "I want them to 
know we don't expect operatic 
stars. Primarily it's supposed 
lobe fun losing." 


Kothwell enters a class and 


puts 
n 
musical 
stuff 
with 


notes on the blackboard. By 
rending the notes correctly 
the children learn the "mys- 
tery word" for the day. A 
covey of hands shot up in a 


third grade class visited by 
The Herald. 


The secret was out — it was 


"red barn." 


IT IS HARDLY a secret 


thnt Robert Henry, chairman 
of the music department, fa- 
vors the instrumental portion 
of his program. Henry is 
bandmaster for Dist. 57. Last 
week he told his students to 
go home and tell their parents 
to write letters to the school 
board in order to "save the 
band program." 


There are five vocal music 


t e a c h e r s and three in- 
strumental teachers in the 
schools. In a presentation be- 
fore the school board at a re- 
cent meeting, Henry said he 
felt that any further cuts from 
the music program should 
come in the vocal music por- 
tion. Instrumental music was 
cut by one teacher last year 
and Henry told board mem- 
bers that any further cuts in 
t h e 
instrumental 
program 


would "emasculate it." 


Henry's point of view has 


been challenged by 
board 


member Jack Ronchetto, who 
noted that all children except 
those in kindergarten receive 
some vocal music, while 440 
students 
take 
instrumental 


v/ork. 


A 
few instrumerts 
are 


owned by the school and 
l o a n e d to students, but 
most students must buy their 
instruments. 
The 
high 
in- 


vestment makes parents very 
protective toward the pro- 
gram. 


A band fee of $7.50 
is 


charged, but this does not 
cover the cost of the program. 
Under a new Illinois legal 
opinion, fees may 
not 
be 


charged for courses offered 
by the district and this could 
eliminate the band fee, al- 
though parents have indicated 
they would not object to pay- 
ing more. 


WHILE BAND parents sug- 


gest dropping art 
teachers 


and vocal music teachers in 
the K-6 buildings to retain the 


(Continued on Page 4) 


meeting the projection made, on the hours they had spent on 
three years ago. 
; the plans. 


SAHLBERG WAS questioned 


by Richard Bachhuber, a Dist. 
214 board member, on the ca- 
pacity of the building and plans 
for practical arts and home eco- 
nomics. 
I 


He told the elementary school! 


board that if they did not plan 
for these things in the building 
they would never be included 
later. 


Landon Risteen, a parent who 


served as co-chairman during 
the last successful tax referen- 
dum, complimented the board! 


"I 
don't have the hours 


needed to study this and I ac- 
cept the findings of my elected 
representatives," Risteen said. 


Mrs. Joseph Vavra scolded 


the audience for "sectionalism" 
and asked, "Don't we all live in 
Mount 
Prospect? 
Why must 


there be a north side school and 
a south side school? Why can't 
these children cross the railroad 
when St. Raymond's kids have 
done it for years?" 
I 


Her remarks were met with. 


applause. 
! 


The library board and vil- 


lage board have finally come to 
a meeting of the minds," said 
Gil Liebenow, library board 
president, last night. 


"The library board has made 


its point as to what it takes to 
run a library and the village 
will provide the funds. 


"We,now have funds to com- 


plete the projection of the origi- 
nal appropriation request, and 
the village understands there 
may have to be an advance- 
ment of money until the taxes 
come in in July." 


The tax moniej are being col- 


lected and distributed at least 
one month late this year. 


"THIS IS A reading commu- 


nity." said Liebenow, "with 
over 23,000 card-carrying resi- 


Candidates 
To Appear 
At Forum 


Dist. 57 Caucus Nominees will 


join village and library candi- 
dates in a public forum to be 
held April 9 at Lions Park 
school. Candidates this year are 
Alex Casper, Leo Floros and 
Jerrold Shutt. 


The forum -will-be conducted 


by the League and will give the 
public a chance to hear school 
candidates who will be elected 
April 12 to the two terms of 
three years open on the board. 


Robert Novy, chairman of the 


Caucus, said the candidates also 
will appear at PTA 
meeting 


throughout the district during 
the month of March. 


Their schedule included Sun- 


set Park on March 6, Gregory 
school, March 13, Fairview and 
Westbrook, March 18; Lincoln, 
March 26 and Central, March 
27. A special meeting has been 
scheduled by Busse on April 10. 


At the present time no inde- 


pendent candidates have filed. 


dents. Books are our stock and | 
trade and we hope to continue j 
to see books circulating among! 
citizens." 
| 


"The library is purchasing 


books to catch up with what we 
ought to have for a library in a 
community this size. With over 
50,000 books, the stock should be 
twice this number," Liebenow 
said. 


The library board has tenta- 


tive plans for moving the chil- 
dren's section upstairs and ad- 
ding shelving and seating to the 
adult section on the ground 
floor. 


"We're fortunate that the vil- 


lage board understood our need 
and took the necessary steps to 
start the project," 
Liebenow 


said. 


'Ship' Has 
Its Critics 


Strong objections to the oper- 


ation of the Crystal Ship, Mount 
Prospect's 
church-sponsored 


coffee house, have been raised 
by several church members. 


Despite earlier reports this 


week that the controversy over 
the teen center is dying down, 
at least one church member has 
said that an increasing number 
of families are either dropping 
out of the church or withholding 
contributions in protest to the 
Crystal Ship. 


In a letter to The Herald, 


er Collin, 625 S. George, Mount 
Prospect, denied earlier com- 
ments by Frank Auwater, a 
member of the session, 
that 


families were not leaving the 
church. 


COLLIN SAID "The group of 


people who are for a clean, 
Christian youth program are 
very much active and as long 
as the Crystal Ship remains in 
operation, especially that type 
of operation . . . there will be 
objections." 


The full tsxt of the Collin let- 


ter will appear in the Monday 
issue of The Herald. 


Objections to the operation of 


the coffee house center around 
the display of allegedly Commu- 
nist literature in the Crystal 
Ship and the general decor of 
the basement meeting plaes. 


Collin said there was no doubt 


in his mind or in the minds of 
many others that much of the 
graffiti on the walls was Com- 
munist oriented. 


He further claimed that he 


saw a young girl burn a dollar 
bill in the Crystal Ship as a pro- 
test to this country's economic 
system. 


"WE 
ARE 
worried about 


this," Collin said, "and there 
are many church families and 
residents around the church 
that are worried as well." 


Collin said he did not object 


to youth programs sponsored by 
the church and did not object to 
the music or the entertainment 


provided at the Crystal Ship. 


"But I do object to a dark, 


crowded room where smoking is 
excessive and where kids can 
neck in the corners. 
These 


things happen, but do they have 
to happen under the sponsorship 
of the church?" 


The Mount Prospect resident 


said the church families who 
are dissatisfied with the Crystal 
Ship are trying to decide wheth- 
er to leave-tfre rburcb-oc to act 
for change. Collin said several 
meetings 
have 
taken place 


among objectors to the coffee 
house and furthur meetings are 
planned. 


"I BELIEVE IN a good youth 


program," Collin stated in his 
letter," but it must be morally 
clean and Christian throughout 
its operation. 


Crystal Ship is not that kind 


of operation, nor do we want it 
on church property or for that 
matter in Mount Pospect." 


Fire Dept. 
Notes Some 
Flaws, Too 


Th3 Crystal Ship, a local cof- 


fee house run by youths of the 
C o m m u n i t y 
Presbyterian 


Church in Mount Prospect, was 
found to have violated the vil- 
lage's fire 
safety code 
last 


week. 


Fire Chief Edwin Haberkamp 


said the Ship violated about six 
fire code regulations. "All of 
them were housekeeping viola- 
tions and the Ship said they 
would correct them," he said. 


The fire chief, however, said 


he wouldn't make public exactly 
what 
those 
violations were. 


"It's a hot potato today," he 
said, in reference to the Ship. 


4-Wing School 
Plan Is Unveiled 


SEVERAL THOUSAND students and towns- 
people from the Northwest suburbs heard one 
of the nation's rising black leaders, the Rev. 
Jesse Jackson, "tell it like it is" during a 


lecture Wednesday in Elk Grove High School. 
His appearance was sponsored by Harper Ju- 
nior College. (See story inside today's paper) 


(Staff Photo)(EF&all 


High School Dist 214 board 


members last night saw plans 
for the new Rolling Meadows 
high school that call for putting 
the new public school building 
directly across Central Roarf 
from Sacred Heart of Mary 
High School. 


Alden Orput of Orput , Orput 


and Associates, architects, said 
the location of the Rolling Me- 
dows school had been shifted 
somewhat to the west of earlier 
site plans so that physical edu- 
cation space for the new school 
can be consolidated on the east- 
ern edge of the 40-acre proper- 
ty. 


Plans shown the board call 


for a building with four wings, 
three of them two stories high. 


The fourth, on the south side 


of the site, will have what only 
will look like a second story 
opening on-grade where the 
property slopes up at the south. 


Orput said the designs now 


I call for three entrances to the 
building via road, two of them 
onto Central and the third at 
the southwest corner of the site 
onto Barker Street "when it 
goes in." 


An exit onto Barker will re- 


quire a bridge over Salt Creek. 
Orput estimated 
cost of the 


bridge — at some later date — 
to be $25,000. 


The Rolling Meadows school 


* will have an 800-seat auditorium 


j with a balcony and a physical 


1 education wii.g with as much 


! space as Hersey High School's 
| gymnasium and fieldhouse to- 
gether. f 
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VIATOR 1st: BERTH 


FINALS, 59-45 


VICTORIOUS VIATOR'S Dave Kaskie pumps 
in two of his 12 points in semi-final game of 
the Palatine Regional tournament last night. 
St Viator defeated Arlington, 59-43, and will 


move into the tourney final against Wheeling 
tonight Watching the Lion's center make his 
move are Dave Steele and Ken Jorgensen of 
Arlington and Don Raising of Viator. 


(Staff Photo by Bob Strawn) 


by CHUCK WILLOUR 


For the first time since the 


school opened its doors in Octo- 
ber, 1961, St. Viator has claimed 
a berth in the finals of a region- 
al basketball tournament. 


The Lions earned a spot in 


the finals of the Palatine region- 
al tonight against Wheeling by 
soundly 
whipping 
cross-town 


rival Arlington, 59-45, last night 
at Palatine. 


For the Lions of the Chicago- 


land Prep League, it was the 
third straight triumph recorded 
against Mid-Suburban League 
opponents. Early in the season, 
C o a c h 
Ed 
Wasielewski's 


charges took a decision over 
Palatine, 
and Tuesday they 


edged Fremd in the tourney's 
opening round. 


Tonight, starting at 7:30, the 


Lions will be out to grab their 
fourth straight win over a Mid- 
Suburban foe when thev chal- 
lenge 
Wheeling, the 
MSL's 


championship squad. 


For the Arlington Cardinals, 


the basketball season ends. On 
the year, the Cards compiled an 
18-6 record, one of the best in 
the area. 


Viator was headed by the 


Cards only in the game's open- 
ing minutes. And after Lion for- 
ward Dave Eriort popped in a 


base-line drive, Arlington was 
never again to own a lead over 
St. Viator. 


Erfort's shot made it 6-4 in fa- 


vor of the Lions, and that lead 
was upped to four points when 
teammate Terry Cullen dumped 
in a free throw, and then Effort 
added another of his own. 


From there the Lions went on 


reel off six more points in >the 
quarter, while holding the Cards 
to five, and the period ended 
j u s t 
after 
Cullen 
dropped 


through a short jumper to give 
the Lions a 14-9 advantage. 


For the first three minutes of 


the second period, it looked as 
if the Cards were about to pull 
themselves back into the game, 
when four quick buckets by Jim 
Baumgartner, Ken 
Jorgensen 


and Chris Buttenob plus a pair 
of 
gift 
shots by 
Jorgensen 


brought the Cards a tie at 18-18. 


But then Jack Doyle and 


Dave Kaskie combined for four 
more Viator two-pointers, and 
the squads went into inter- 
mission with the Lions enjoying 
a seven point lead, 28-21. 


In the third period, the Lions 


increased that margin to ten, as 
a cold spell for Arlington and 
some deft ballhandling by the 
Lions enjoyed a 17 point lead, 
40-23, before the Cards fought 


back to close the margin to 41- 
31 at the buzzer. 


And in the final stanza, the 


Lions kept pouring it on the 
frustrated Cards, hitting six 
baskets and seven charity toss- 
es to increase their total to the 
final 59, while the Cards picked 
up 14 to give them 45. 


Donning the hero's mantle for 


St. Viator were Don Reising and 
Greg Doyle. Reising's rebound- 
ing and sharp-shooting helped 


break open the Card defenses in 
the first half. Then, with Reis- 
ing pretty well kept under 
wraps by the Card defense in 
the second half, Doyle rose to 
the occasion and took up the 
slack 


Doyle finished the game with 


a big 17 points, ten of those 
coming in the fourth period 
when he was unstoppable. Next 
high was Reising with 13, and 
then came Kaskie with an even 
dozen. 


P a c i n g the Cards were 


Baumgartner 
and 
Buttenob, 


each with 13. 


At the end of the game — 


with little more than a minute 
to go — the Lion fans laid title 
to basketball supremacy in Ar- 
lington. The Palatine gymna- 
sium shock to their thunderous 
roar. 


"We're Number One! We're 


Number One!'1 they cried. 


Indeed they are. 


For the Inner-City Youngsters 
Ready Triendly Town' 


* 
* 
Falcons Win, 55-48; 
Victory's a Comeback 


Machinery is being set 
in 


gear to arrange for this sum- 
mer's Friendly Town visitors to 
Arlington Heights 


The program, which sends 


youngsters from the inner-city 
to suburbs and farms for two 
weeks, 15 undergoing a change 
of format this season. 


Applications were formerly 


cleared through Community Re- 
newal Service offices in Chi- 
cago, but this year churches m 
the village will be put in direct 
contact with a Chicago social 


agency or church, and arrange- 
ments will be personally ironed 
out by the two groups. 


Mrs Mary Ann Reiter, 1015 


N. Illinois Ave. will be respon- 
sible for requests made by par- 
ishioners of St. James Catholic 
Church and for families not cur- 
r e n 11 y affiliated with any 
church. 


HER CONTACT in Chicago, 


Faith Community Church, 3456 
W. Flournoy St., has not yet 
completed the guidelines affect- 
ing the children's visits, but the 


pastor suggests that students 
will be picked up at the church 
building following a special ser- 
vice for inner-city parents. 


He recommended the proce- 


dure so that both "sending" and 
"receiving" 
families 
would 


have an opportunity to meet 
and talk with one another prior 
to the visit. 


The West Side church also 


plans to change the starting day 
of the two-week holidays to Sun- 
day. 


Mrs. Reiter said the church 


Park Bids Stay 
Within Budget 


Bids opened this week for site 


development and building con- 
struction for Arlington Heights' 
proposed nine parks are low 
enough so the park district 
probably won't have to sacrifice 
any planned facilities 


Arlington Heights voters ap- 


proved a $28-million park dis- 
trict referendum last July after 
turning down two consecutive 
referendums m previous years. 


Although the combined bids 


aie almost $700,000 over the 
* 2 8 million. 
Park Director 


Thomas Thornton said he thinks 
the district won't have to elimi- 
nate any major 
facilities to 


keep wilhm its budget 


THE BIDS included several 


alternatives 
By 
eliminating 


some facets of the projects, the 
ward will keep within the budg- 
eted amount.'! 


"There is a tot which can be 


done to reduce the costs," 
Thornt' ,1 said The landscaping 
designer, architects. Novak Carl- 
son and Associates of Rolling 
Meadows, and the building ar- 
chitect, Joe L Bennett of Ar- 
lington 
Heights, 
will present 


recommendations to the park 
board at its next meeting Tues- 
day night 


Thornton said the board will 


have to decide what revisions 


will be made in the plans to 
bring the costs down. 


LOW BIDDER for site devel- 


opment was Milburn Brothers, 
Mount Prospect, with a bid of 
$470,900. 


W. R. Shields Co of Wauke- 


gan was the low bidder at $1,- 
714,479 39 as general contractor 
for buildings and pools. The 
lowest plumbing contractor bid 
of $503.000 was submitted by 
Frank Seville Plumbing Co. of 
Park Ridge. 


The lowest combined bid of 


$238,000 for heating and ventila- 
tion was submitted by United 
Piping Contractors of Broad- 
view. Klorek and Sullivan of 
Chicago submitted the low bid 
of $196.241 for electrical con- 
tracting. 


The total of the lowest bids 


for all nine park sites is $3,122,- 
62039, almost $700,000 over the 
$2 8-million 
referendum price 


tag 


PARK SITES included in the 


1 bidding were as follows 


j 
—Frontier Park (Greenbrier 


subdivision), swimming, diving 
and wading pools, deck area, 
bathhouse, meeting rooms, all- 
purpose room and maintenance 
building. 


-Heritage 
Park 
(Surrey 


Ridge), swimming, diving and 


wading pools, deck areas, bath- 
house and meeting rooms. 


—Camelot Park (Ivy Hill sub- 


division on Brighton Place and 
Suffield Drive), swimming, div- 
ing and wading pools and out- 
door wading pools, deck areas, 
administration offices and youth 
center 


-Camelot Park (Ivy Hill sub- 


division on Brighton Place and 
Suffield Drive), swimming, div- 
ing and outdoor diving pools, 
deck areas, bathhouse, meeting 
rooms and all purpose room. 


—Olympic Pool Park (adja- 


cent to Arlington High School), 
indoor swimming, diving and 
outdoor 
wading pools, deck 


areas, administration 
offices 


and youth center. 


-PATRIOT PARK (adjacent 


t o MacArthur 
Junior 
High 


S c h o o l near Palatine and 
Schoenbeck 
Roads), 
shelter 


building 


—Carefree Park (Pinehurst 


subdivision, 
near 
Belmont, 


White Oaks and Douglass), shel- 
ter building. 


—Evergreen 
Park 
(Grove, 


Forrest and Gibbons), shelter 
building 


—Hickory Meadows retention 


basin (Hickory and Marion), 
shelter building. 


will contact her again this week 
regarding other details of the 
program and she will then con- 
tact families who have partici- 
pated in the sessions in the 


LAST YEAR St. James pro- 


cessed 29 applications (15 from 
parishioners and 14 from other 
sources) and Mrs. Reiter is 
aiming for a total of 40 this 
year. 


She is planning a meeting for 


f a m i l i e s interested in the 
Friendly Town concept and said 
she will have a parent of one of 
the inner-city children who has 
visited in the past explain why 
families are willing to send the 
kids away to "strangers" for 
the two-week period. 


Other churches in Arlington 


Heights wishing to participate 
in the program will be referred 
to other Chicago agencies by 
the Community Renewal Ser- 
vice. 


Each local organization is 


free to set its own regulations 
and will be in charge of physi- 
cal examinations for the chil- 
dren prioi to their leaving the 
city. 


THE RENEWAL Service said 


that some agencies plan to ask 
interested suburban families to 
take two children this year and 
that all agencies will attempt to 
make appropriate arrangements 
for families desiring a particu- 
lar child who has visited them 
in the past. 


by PAUL LOGAN 


Forest View, trailing by 13 


points late in the third quarter, 
pulled off its greatest comeback 
of the season,1 knocking off 
Maine West last night, 55-48, in 
the Maine South regional tour- 
nament. 


The Falcons will now take on 


the hosting Hawks today at 8 
p.m . 


Coach Ken Arneson's boys be- 


gan their surge with two min- 
utes remaining in the third peri- 
od on a basket by Rich Olson 
which made the score 38-27. 


As Olson was scoring, the 


Warrior crowd was chanting, 
"We want South." 


All they got was a barrage of 


Falcon points. 


Wayne Meier put through the 


last points of the quarter for ei- 
ther side on a three-point play 
and a foul shot with no time re- 
maining. 


The Warriors got the tip in 


the final stanza but failed to 
score. Maine West's six-five 
center, George Horn, registered 
his fitfh foul following the miss- 
shot. Dave Long fired home the 
free-throw and the Falcons be- 
gan one of the most spectacular 
charity exhibitions in their his- 
tory. 


In this final quarter, they 


cashed in on 19 of 22 chances 
from the line; this decided the 
issue. 


Forest View outscored the 


Warriors 11-2 in the first four 
minutes of die period with Ste- 
ven Brown, who replaced Olson 
after he fouled out, hitting a 
clutch pair of gifters to give 


Forest View the lead for the 
first time since the opening 
quarter. 


The Warriors tied it up, but 


Mike Kinneman gave the Fal- 
cons the lead for good with two 
more free throws making the 
score 44-42, The rest of the way 


Forest View outscored Maine 
West 11-6 


Olson led his team with 14 


points followed by Long's 10 and 
Kinneman's rune. Brown played 
a vital role in the surge by com- 
ing off the bench to make six 
for six from the foul line. 


4—Wing School 
Plan Is Unveiled 


Architects last night told the 


High School Dist. 214 school 
board that the new Rolling 
Meadows High School will cost 
$9.2 million compared to Hersey 
High School at $7 1 million. 


They said the increase comes 


primarily from increased build- 
ing costs, up an estimated 25 
per cent since Hersey was bid 
in January, 1967. 


They said this places cost of 


the Rolling Meadows school at 
an estimated $23.39 per square 
foot. Hersey, opened this fall, 
cost $18.70. 


The plans call for putting the 


n e w public school building 
directly across Central Road 
from Sacred Heart of Mary 
High School 


Alden Orput of Orput , Orput 


and Associates, architects, said 
the location of the Rolling Me- 
dows school had been shifted 
somewhat to the west of earlier 
site plans so that physical edu- 
cation space for the new school 
can be consolidated on the east- 


ern edge of the 40-acre proper- 
ty. 


Plans shown the board call 


for a building with four wings, 
three of them two stories high. 


The fourth, on the south side 


of the site, will have what only 
will look like a second story 
opening on-grade where the 
property slopes up at the south. 


Orput said the designs now 


call for three entrances to the 
building via road, two of them 
onto Central and the third at 
the southwest corner of the site 
onto Barker Street "when it 
goes in." 


An exit onto Barker will 


quire a bridge over Salt Creek 
Orput estimated cost of 
bridge — at some later date 
to be $25,000 


The Rolling Meadows school" 


will have an 800-seat auditorium 
with a balcony and a physical 
education wing with as much 
space as Hersey High School's 
gymnasium and fieldhouse to- 
gether 


AHHHHGGHHH! The human wishbone writhing in 
the grip of two tormentors is a Northwest Police 
Academy recruit undergoing a vigorous limbering 
up session before proceeding to an even mor<> 


strenuous session of hand-to-hand combat. The 
classes are held in the gym at John Hersey High 
School, Arlington Heights. The academy trains po- 


lice recruits from Arlington Heights Mount Pros- 
pect, Rolling Meadows, Palatine, U heeling, and 
other communities in the suburban Northwest 


(Staff Photo bv Mike Seelm?) 
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Groups Meet To Divide Surplus Twp. Funds 


The Wheeling Township Men-1 share of this 


tal Health Board, 
s c h o o l district 


elementary 
and other 


groups interested in receiving a 


funds will meet with the town- 
ship Board of Auditors during 
the week of March 17 


FACTORY AUTHORIZED 
ANNUAL 


SALE 


Hurry! Last 2 weeks 


at Shelkop TV! 


COLOR 


TV 


...always 
brings you 


perfect pictures 


AUTOMATICALLY! 


Magnavox Instant Automatic Color—is the most impor- 
tant advancement in Color TV! Just turn your 
Magn.tvox on—it line tunes itself autnniatitally, giving 
you a perfectly-tuned picture that is always precise—on 
e\er\ channel, evi-rv time! 


Charming Early Ameri- 
can—model 6954, on con- 
cealed swivel casters, is also 
available in beautiful Medi- 
terranean, Contemporary, 
French or Italian Provincial 
styles. Save S50 on Remote 
Control, also Annual Sale 
priced-NOW 1648.50 


• Enjoy thrilling 295 sq. in. pictures • the biggest 
in Color TV • plus the superb performance and extra 
value Magnavox features that give you many years o* 
color viewing enjoyment • Brilliant Color for the 
most natural color ever • Chromatone adds beauty 
and depth to color; warmth to black and white • 
Quick-On pictures f lash-to-life four times faster • with 
Magnavox Hiflh-Fidelity sound you'll experience 
unequaled program realism • and exclusive Magnavox 
Bonded Circuitry assures lasting reliability 1 


82-Channel Instant Automatic 
Remote Control—with more func- 
tions and more conveniences than 
any other UHF/VHF remote unit today 
— is optional on many Magnavox 
Annual Sale Color TV models. 


SPC over 40 M.ign.ivox Color TV now from 299s 


Solid-Stalt PorUblt STCRCO 


Alto ««vt on 
mt» DI*C> *»**»'•") ma«t<*l 


2-JQ3 *»i!h 
A n , |,,«n t)l*yttr 1h»t l»t*t 


yntir i-rrjf t- l4"it I tiFaiirr* Ty»'» ipfljkufl 
• nil C')f"p4r( l'jr)').iq*| lik* C.1M You II 


$7490 


Northwest Suburbs' Largest 


TV • Stereo Specialists 


SHELKOP 


TV and APPLIANCES 


700 E. Northwest Hwy. (Rt. 14) 


ARLINGTON HEIGHTS 


CL 3-2187 
CL3-2188 


Doily 8 30 to 9, Saturday to 6 


Cloud Sunday 


FREE PARKING 


Township officials will scruti- 


nize budget figures for 1969-70 
tomorrow morning and official- 
ly approve the amount available 
to area groups this year. 


Estimated figures 
show a 


projected balance of $270,000. It 
is expected, however, that resi- 
dents attending the town meet- 
ing in April will vote $1&,000 to 
the township general assistance 
and cemetery budgets, leaving 
$251,000 to be allocated to eli- 
gible groups. 


THE MENTAL Health Board, 


appointed by the township last 
year to recommend grants, will 
suggest that a total of $83,760 be 
slotted for mental health needs. 


Agencies named to share in 


the funds are Clearbrook Center 
for 
the Retarded, Northwest 


Mental Health Clinic, Coun- 
tryside Center for the Retarded, 
Community Social Services of 
Wheeling 
and the Salvation 


Army's family service center in 
Des Plaines. 


The Over 50 clubs for senior 


citizens plan to ask for $10,000 
to be divided among the Arling- 
ton Heights, Buffalo Grove and 
Wheeling groups. 


A bill co-sponsored by State 


R e p . E u g e n e Schlickman, 
K-Arlington Heights, in 1967 al- 
lows 
township historical so- 


cieties to receive a total of $10,- 
000 in surplus funds. Both the 
Arlington Heights and Wheeling 
s o c i e t i e s which shared the 
amount equally last year will 
again submit budgets to the 
Board of Auditors. 


JOHN KOEPPEN, president 


of the Wheeling group, said that 
budget needs of the club are 
higher this year. Their financial 
s t a t e m e n t for August, 1968 
shows total expenditures of $4,- 
122 for the preceding year. 


The Arlington Heights society, 


which plans 
to remodel 
a 


recently-acquired second build- 
ing, is still ironing out budg- 
etary details. 


The bulk of the township 


funds goes traditionally to the 
elementary schools, to be split 
according to assessed valuation. 
Last year school districts di- 
vided $165,000. 


Estimated township expenses 


for the 1969-70 year total $151,- 


000, an increase of $32,000 over 
last year's figures. Costs of this 
spring's election, $15,500, is in- 
cluded in the projections. The 
township slate is elected once 
every four years. 


Cemetery funds, also up this 


year from $3,000 to $9,000 in- 
clude a water main installation 
charge of $4,000 and increased 


money for new trees and sod. 


THE TOWNSHIP Committee 


on Youth, granted $5,000 two 
years ago, still maintains an 
unexpended balance of $3,600. 


The budget for the township 


highway department is $235,000, 
part of which must be rebated 
to the villages for their road im- 
provements. 


From the Library 


;The Shroud' Good 
Reading for Lent 


Your choice of 
f iv« space-saving 
furniture styles 


Synagogue Will 
Receive Eight 
Holy Scrolls 


V 


Eight Sacred Scrolls of the 


Prophets will be presented to 
Maine Township Jewish Congre- 
gation in a ceremony March 14, 
8 30 p.m., as part of the regular 
Family Sabbath services, in the 
Synagogue 
Auditorium, 
8800 


Ballard Road, Des Plaines. 


The Ateres Zion Synagogue of 


Chicago, formerly one of the 
city's most prominent congrega- 
tions, has seen fit to present the 
Des Plaines Synagogue with 
thes>e holy scrolls and other rit- 
ual furnishings, including the 
Menorahs for the pulpit and Ark 
curtain. 


: 
Rabbi Jay Karzen has pre- 


| pared a special ceremony of 
1 welcome for these gifts. Stu 
dents of the religious school will 
participate in the program, as 
well as officers of the Ateres 
Zion Synagogue and the MTJC. 


The presidents of both congre- 


gations — Harry X. Richman of 
Ateres Zion, and Dr. Norman 
Meltzer, of the host congrega- 
tion, will be honored in the pro- 
cessional. 


The traditional Chupah (cano- 
iy) will accompany the scrolls 
;o their new home in the Holy 
Ark. 


PADDOCK PUBLICATIONS 


Publishers of 


Hanover Streamwood Herald 
Arlington Heights Herald 
Rolling Me rid owl .Herald 
Prospect HelKhts Herald 
DuPage County Register 
Mount Prospt'Ct Herald 
Cook County Herald 
BensenvlUu Register 
Palatine 
Enterprise 
Elk Grove Herald 
Schnumburg Herald 
Addlson 
Register 
Wheeling Herald 
Roscllc Register 
Hoffman Herald 
Itasca Register 


Published Monday, 
Wednesday and Friday by 
Paddock Publications, Inc. 
217 W. Campbell Street, 
Arlington HelKhts, Illinois 


SUBSCRIPTION RATES 


Home Delivery In 
Arlington Heights 
25c Per Week 
onm-lMuei 39 
7« 
1M 
1 and 2 
* 3 00 
S 6.00 
112.00 
3 and 4 ... 
4 00 
7 75 
15.25 
5 nnd 6 . .. 4 50 
8 75 
17.25 
7 and 8 
4.75 
9.50 
18.75 
City Circulation Office 
311 S. Arlington Hti. Rd. 
394-0110 


Wint M» 394-2400 Othtr Depti. 394-2300 
NORM Dtllvtry 394-0110 Chlctjo 775-1990 


Second clui postage paid at 
' llnglon Heights, lUlnois 60005(A 


IWU Campus 
Sweetheart 


Two area co-eds, students at 


Illinois 
Wesleyan University, 


are 
candidates 
for Campus 


Sweetheart. 


Joanne Mayer, daughter of 


Mr. and Mrs. Edward Mayer of 
13 S. Arlington Heights Road, 
Arlington Heights, 
represents 


Delta Omicron in the com- 
petition. She is a junior at IWU 
majoring in music. She is a 1966 
graduate 
of Arlington High 


School. 


Janet E. O'Leary, daughter of 


Mr. and Mrs. James A. O'Leary 
of 156 N. Schubert, Palatine, is 
representing Ferguson Hall. She 
is a sophomore home economics 
major at IWU, and a 1367 grad- 
uate of Palatine High School. 


Dale Is M.C. 
For 'Challenge' 


An Arlington Heights soph- 


omore is master of ceremonies 
for Western Illinois University's 
televised quiz program, Western 
Challenge. 


He is Lawrence Dale, 1020 N. 


Walnut. 


A major in psychology, he mi- 


nors in radio and television. 


Miss Derwin In 
'Sweet Charity' 


Charlotte Derwin, daughter of 


Mr. and Mrs. LeRoy Derwin of 
1508 Palm Drive, Mount Pros- 
pect, played the role of Nicki in 
the Lowell Mason Club's presen- 
tation of "Sweet Charity" at Il- 
linois State University, Normal. 


Miss Derwin also was a mem- 


ber of the costume and publicity 
crews. 


Area Students 
In SIU Drama 


In the recent production of 


"Guernica," one of'three one- 
act plays presented by Southern 
Illinois 
University's 
Southern 


Players, three area students 
were members of the cast. 


They are Gene Good of 506 


Knob 
Hill Drive, Arlington 


Heights, Dan Feyereisen of 62C 
Albion Lane, Mount Prospect, 
and Patricia C. Smith of 305 E 
Euclid, Arlington Heights. 


Randwood Civic 
Dance April 12 


F i n a l arrangements have 


been made for the Randwood 
Civic Association dinner-dance 
to be held in the Citation Room 
of the Arlington Carousel, Eu- 
clid and Rohlwing Road on 
April 12. Tickets will go on sale 
this week. 


For further information call 


Helen Zylstra at 259-3818 during 
the day or Jackie Aberle at 259- 
5937 after 6 p.m. 


by LAURIE ROSSI 


Probably no one has given up 
eadlng for-Lent. With this in 
mind, the Mount Prospect Pub- 
ic Library has collected books 
with a religious, moral, and in- 
;pirational tone to comprise a 
Lenten reading shelf. 


These books are available and 


interesting 
year-round, 
but 


many of them come to our at- 
tention more obviously now, as 
we approach the Easter season. 


I chose several of these books 


i scan, and ended up reading 
roe of them from cover to cov- 
r, in one sitting. "The 


Shroud," by John Walsh, is a 
:ascinating book about one of 
the most amazing historical ob- 
jects preserved today, or one 
that 
constitutes 
the largest 


hoax. 


This object which is so de- 


bated over is the cloth pre- 
ierved at Turin, Italy, believed 
by many to be the actual wind- 
ing .sheet of Christ. 


THE CLOTH bears body and 
acial imprints which appear to 
be identical with those Christ 
would have left. Many scholars 
have assumed much about the 
stature and details of Jesus 
solely from the evidence of the 
ihroud. 
The book has pictures of the 


shroud, showing these details as 
well as blood stains in appro- 
priate places. Skeptics have vo- 
.unteered the idea that years 
ago someone could have traced 
the outlines on the shroud with 


thin mixture of paint, thus 


emphasizing the details which 
show up so clearly now. 


However, it was pointed out 


that the people of those times 
would have known about the 
fresh paint and protested, and 


A Warning 
To Glue 
Sniffers 


Reports indicate 


that curious teenagers 
are putting the modern 


hiehlv volatile glues into a paper bae and trying for 
a kick out of inhaling the fumes. This exposes the 
sniffer to the highly concentrated, intoxicating and 
poisonous fumes. 


Permanent damage to the liver, blood and brain 


often results. Manv accidents have been traced to 
"glue drunks." Do not take the chance of ruining 
your health bv glue sniffing. Empty glue containers 
are a warning to parents. 


YOUR DOCTOR CAN PHONE US when you 


need a medicine. Pick up your prescription if shop- 
ping nearby, or we will deliver promptly without 
extra charge. A great many people entrust us with 
their prescriptions. May we compound and dis- 
pense yours? 


HARRIS 
PRESCRIPTION SHOP 
1430 N. Arlington Heights Rd. 
Arlington Heights 
CW 3-1-69 


Mrs. Joseph Vavra, 502 N. 


Prospect Ave., Mount Prospect, 
was presented a bronze plaque 
award for community service 
Tuesday, by Bill Kiedaisch, 
managing editor of Day Publi- 
cations. 


Mrs. Vavra is a volunteer at 


Northwest Community Hospital, 
a member of the Combined Ap- 
peal board, and she has worked 
for 
the 
American Cancer 


Society and Salvation Army in 
Mount Prospect. 


OTHER nominees present for 


the award ceremony are: Mrs. 
David Hanna, 201 W. Hiawatha, 
for service in Girl Scouts; John 
Frekot, 114 N. Stevenson, for 
assistance in annexation of 


any paint used at the time 
would have cracked when the 
shroud was folded. 


The question has also been 


raised about whether or not the 
shroud could simply be an 
imprint of someone else. Schol- 
ars maintain that Christ's body 
was in the cloth too short a 
time for putrefaction to occur, 
and if corruption had set in, any 
impression made would have 
been destroyed. There is no sign 
of corruption on this linen 
shroud. 


AUTHOR JOHN Walsh won't 


satisfy the reader with an opin- 
ion of his own. He begins and 
confronted with the question of 
it is either one or the other — 
miracle or gigantic hoax. 


With increased 
efforts 
in 


space, we are more and more 
confronted with th question of 
the reality of God. Just recently 
we heard excerpts from Genesis 
read from outer space. 


The experience of the astro- 


nauts near the moon prompted 
them to select these passages 
from the Bible as their most ap- 
propriate message to earth. 


The book, "God in the Space 


Age" explores the relationship 
of science and religion, and dis- 
cusses controversial subjects 
like life on other planets, and 
whose property the moon is. 


YOU CAN SECURE a pamph- 


let in the library which lists 
over 500 books to read during 
Lent. They cover a wide range 
of subjects and interests. 


You can choose from in- 


spirational biographies, 
books 


on the morality of our times, 
and religious books for mod- 
erns, like "Is the Last Supper 
Finished?" and "Religion: Out 
or Way Out." 


Mrs. Vavra Cited 
For Community Aid 


Fairview Gardens; John Danc- 
er, 519 Emerson St., for service 
in Boy Scouts; Mrs. Dolores 
Haugh, 7 S. Edward, for service 
to the Mount Prospect Business 
and Women's Club; and Mrs. 
Vern Childers, 210 S. Main St., 
for service in Camp Fire Girls. 
Maryann Ray 
Is Initiated 


Maryann Ray, daughter of 


Mrs. Edith Ray of 1926 Ivy 
Lane, Mount Prospect, has been 
initiated into Theta Eta chapter 
of Kappa Delta Pi, national hon- 
or society, at National College 
o f 
Education, 
Evanston-Wil- 


mette. 


GRAND 


OPENING 


Monday, March 10 at 9:30 


Refreshments 
c«suai, daytime 


and evening wear 


FASHIONS 


of Arlington Heights 


• Sportswear 
• Handbags 


• Knit>, 
• Scarfs 


• Sweaters 
• Costume jewelry 


IN THE EVERGREEN SHOPPING CENTER 


24 South Evergreen, Arlington Heights 


25 3-2290 
Daily 9:30 to 5.30, Friday 9.30 to 9 


Mory Agnts Kokes and Marie Brwww, Proprietors 


Your next can 


Chrysler. 


Ctoyitar Newport Cmtom 4-Door S*d«n 


MARK MOTORS 
has lots of affordable 


dreams for sale. 


You're a lot closer to a Chrysler than 
you might think. In fact, for only a few 
dollars a month more in price than 
the most popular smaller cars, com- 
parably equipped, you could be driving 


AUTHORIZED DEALERS 


a new Chrysler. Thaf s right, those few 
dollars could move you up to a full-size 
Chrysler Newport. See your Chrysler 
dealer today. Make your move. Maka 
your possible dream come true. 


CHRYSLER 
MOTORS CORPORATION 


MARK MOTORS 


2020 E. Northwest Hwy. 


CLeorbrook 9-4455 


Arlington Heights 
(Closed Sunday) 


r 


Hook Fair Set 


The PTA of Ivy HiU School, 


2211 N. Burke Drive, Arlington 
Heights, will sponsor a book 
(air Friday from 3 30 to 5 p m 
and Saturday from 11 a.m. to 2 
pm. 


Mrs. 
Robert Cox, chairman, 


said that 800 books will be 
available at the twoday sale. 
Included are reference texts, se- 
lections for prc-school children 
and paperback books for teen- 
agers and adults. 


Scotts 


Early Bird 


SALE 


Make your lawn 
uparklr lhi« year! 


. . . feeds slnwlv & ^teadilv, 
keeps jjrais greener lonxer, 
to". 


Save *2 


15.000 sq. ft. bag. 
left. U».»"» ll.<».» 


Save SI on 10.000 ,q. ft. 


bate, reg 9 9"> «.<»."> 


S«vrSOron"),l>OI] sq »'t. 


bag. fe;j. "i 4") 


Seed *ilh VI indoor 
for rugged beauty 


... the new improved varie- 
tv of Kenturkv hluegrass 
•with magnificent green col- 


Save• 1 


2..">l)(> sq ft box. 
res 11 }>•> I «.<>.» 


Snvp .V)r on 1.000 «q ft. 


box. rex 4 9"> >. t.1 


Blrnd "<rvpntv 2..VM) sq ft. 


box, reg. 9 9.", H.«r> 


Prevent crabgra«<< 


a* you ferlili/e 


. . . iet« up a burner which 
•top* crabgrnoH seed* as they 
pprout. Full-fertilises good 
gra« and grubpronfx at the 
gome time. 


Save *2 


f> ooo *<| it bni; 
reg 14 
l».'i la.'ir, 


Al-i> ««»r SI on 2..101) sq it 


bug. rpi; 7 
l>1 (,.<».> 


"United 


Rait-CUb 
70S I. Northwt.t Hwy. 


ArNfMfton Ho/rants 


Cl 9.3350 


arena 


by DAVID HOYT 


City Editor 


John Woods retires as village president April 31. And 
You are (most of you) the people who live in the 


houses that were built in the subdivisions that were 
passed by the boards John Woods ruled. And 


You will drive onto the Tollway by using the ramp 


that came from the push that Woods made. And 


You will applaud in the cultural center that was 


bought with the money that came from the builders who 
wanted to build houses that would make lots of money in 
the town that Woods ruled. And 


You will have flowers downtown because of the ef- 


forts that come from the group that came from an idea 


that Woods had. And 


Your tax bills may be less because 


of the industry that came from the zon- 
ing that came from the annexation that 
came from the dream that Woods had. 
And 


You will ski on a hill and swim in 


a lake (and maybe play golf) because 
of the land that was bought by the vil- 
lage that Woods built. 


What had to be done for Arlington 


Heights in the past eight y^ars Woods did very well. And 
this column is in the nature of a salute. Not a bow, 
mind; Woods hates fulsome praise. 


The man is an excellent planner. He and others had 


a clear appreciation in 1961 that a good deal would have 
to be done to attract industry to Arlington Heights or 
homeowners would stagger under the tax load. 


He was not in the least unique in recognizing the 


problem, but his handling of it set him apart. He went 
after the land that the village needed to make available 
to industrial developers. 


In fact a good deal of the success of Kenroy's 


northside industrial park can be attributed to the efforts 
of the board and to Woods in particular. 


The hours he has spent explaining, arguing, reason- 


ing (his ego will not permit him to plead) with con- 
tractors, developers, industrial clients, is awesome. 


The time he took from family and job was awesome. 
His performance is not likely to be repeated. There 


are few men so fortunately situated that they can take 
huge Routs of time away from their employment. High 
up at Universal Oil Products in Des Plaines, Woods 
could and will continue to have his own way, time wise. 


HK IS A tremendously able manipulator of events 


and people. Watching him control is a real education. An 


HOYT 


emotionally loaded, complex issue comes before the 
board and Woods does a masterful job of setting the 
stage, dressing the actors (sometimes in costumes defi- 
nitely not of their own choosing) and opening and closing 
the curtain to suit his own sense of propriety and logic. 


One of his most useful tactics might be best de- 


scribed as the analytical monologue. It used to drive his 
fellow board members right up the walls because it 
sounded like no more than a rehash of the matter at 
hand. 


But it was more. It was a detailed account of just 


how the matter had evolved and what the logical courses 
of action were. The issue was stripped of all emotion, 
robbed of its potential for overwhelming those con- 
cerned. 


These little monologues used to take up to a half 


hour and Woods would insist that the problem be ap- 
proached only after all parties had agreed that he had 
correctly recounted what the problem was and had set 
forth the only logical paths for solution. 


Because of this arid approach to the wrath of the 


righteous, such stumbling blocks as fair housing, night 
racing, tollway access, and the Park Manor Apartments 
project were resolved. 


NOT EVERY ISSUE was resolved to Woods liking, 


but the fact that some of them were resolved at all was 
due primarily to the set of rules he patiently enforced 
during debate. 


The job that faced the village eight years ago was 


one of structure. The village walls were fragile, the foun- 
dations shaky, and much of the structure was yet to be 
laid out and built. 


To this task Woods applied himself. And he is the 


major architect of this house we live in. The walls are 
up, the roof is on, the furnace is in, the driveway is 
surfaced. 


What faces the next village president is the inside of 


the house, the part that Woods apparently hadn't the 
inclination nor the time for. 


Because, in his haste to get the job done, Woods 


bruised a lot of feelings, turned a deaf ear to many a 
reasonable plea, ridiculed a few too many who didn't 
understand or appreciate the issues as well as he. 


And so we find communication the key plank in the 


platform of so many candidates for the village board this 
April. We find a desire to establish a closer contact with 
the residents. We find independent candidates making 
hay of the cool, impersonal efficiency of the Woods 
board. 


SO IT'S TIME for the warm. And it is ve<-y likely 


that the board that will convene in May under the presi- 
dency of present Trustee John Walsh will be more polite, 
more deferential, less firmly controlled and less ef- 
ficient. It can afford to be. 


It was up to Woods to build the village, and he did. 
It is up to Walsh to tie it together. 
The legacy and the challenge are equally impressive. 


Road Problem Hits Deadend 


Resale Prices 
Up on Homes 


Resale prices of houses in Ar- 


lington Heights showed strong 
gains during the last half of 
1968. 


In a recently issued report by 


the Arlington Heights Federal 
Savings and Loan Association, 
Arlington Heights' increase in 
resale prices was up 29.7 per 
cent compared with the base 
period of 1962 to 1964. 


The three towns covered by 


the report, Arlington Heights, 
Mount Prospect and Palatine, 
indicated the largest increases 
in resale prices for any six 
month period since the selected 
base period of 1962 to 1964. 


COMPARED WITH this base 


period, Palatine showed the 
largest percentage increase in 
resale prices in the last half of 
1968, an average of 31.1 per 
cent, 
Arlington Heights' 
in- 


crease was second highest, and 
Mount Prospect showed an av- 
erage increase of 24.9 per cent. 


The previous report, covering 


the first six months of 1968, 
showed average increases of 
20.2 per cent for Palatine, 19.8 
per cent for Arlington Heights, 
and 17.2 per cent for Mount 
Prospect. The last half of the 
year clearly shows an even 
stronger rate of gain in resale 
prices. 


The increase is also shown 


a 
comparison 
of resale of 


houses which sold in 1967 and 
again in 1968. 


PALATINE showed the larg- 


est average increase in resale 
prices, 11.5 per cent over last 
year. Mount Prospect's average 
was a gain of 9.8 per cent and 
Arlington Heights' average was 
8.9 per cent. 


Arlington Heights ted the Hst 


with 39 in number of homes re- 
sold during the last half of 1968. 
Mount Prospect's record was 14 
and Palatine's record was 15. 
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Porter To Head : 
Fund Drive 


Floyd W. Porter, 518 W. Min- 


er, Arlington Heights, has been 
selected as an area chairman . 
for a $5 million fund drive for 
Baker University in Baldwin 
City, Kansas. 


Porter attended Baker in 1938 


and majored in business admin—, 
istration. 


AREA CHAIRMEN, selected 


for their loyalty and contribu- 
tions to the university, will be: 
responsible for talking with oth- 
er Baker alumni and friends in. 
this area. 


Baker alumni set their goal at' • 


raising $500,000 of the total $5. 
million. 
1 - 


Mrs. Loncore 
* 


Is Initiated 


Mrs. Robert Longcore of 2434 


Brandenberry Court, Arlington 
Heights, has been initiated into 
Theta Eta chapter of Kappa 
Delta Pi, national honor society, 
at recent ceremonies at Nation- 
al College of Education, Evans- 
ton-Wilmette. 


The Arlington Heights Plan 


Commission backed itself into a 
complex thoroughfare problem 
Wednesday night and found a 
deadend. 


The problem is the inter- 


s e c t i o n s 
which 
Arlington 


Heights Road makes with Dun- 
dee Road on the northern edge 
of Arlington Heights and the 
southern edge of Buffalo Grove. 


The commission agreed that 


some way schould be found to 
straighten the road (the village 
would like to connect the two 
portions of the road with a 
graceful 
curve), but that it 


could not find the answer. 


So, it sent the problem to the 


village board, to permit the six 
trustees and the village presi- 
dent to try to find a solution. 


TWO GENERAL alternatives 


are possible. First, Arlington 
Heights Road could be looped 
northwest of Dundee Road to 
link up with the present road 
near the Lake County line. 


However. High School Dist. 


214 is not anxious to lose part of 
a school site, and Kenroy Build- 
ers is not pleased with a loss of 
t raff to near a planned shopping 
center in Buffalo Grove. 


Second, the road could be 


looped 
southeast of Dundee 


Road to connect with the pre- 
sent route, which runs just east 
of the Arlington Industrial and 
Research Center. 


If that pattern is followed, 


however, several homes would 


have to be demolished to clear 
a path for the road. 


JOHN BEST, a planning engi- 


neer for Arlington Heights, and 
Comr. James Ryan, who has 
served as a committee of one to 


some answer — even if it must 
come from the state or the 
county — should come as soon 
as possible. 


Each 
existing 
intersection, 


however, is partially in Buffalo 


seek a solution, agreed that Grove. Both villages lack spe- 
New Ghetto Program 
Will Be Described 


Persons attending the March 


' 19 meeting of the Arlington 
Heights Human Relations Com- 
mittee will learn of a new inner- 
city program designed to raise 
income levels and improve the 
quality of health and education 
in the area. 


John D. Purdy, director of de- 


velopment for the Community 
Renewal Society in Chicago, 
will speak on "What white sub- 
urbanites can do — and can't do 
- for the black ghetto." 


The 8 p.m. program will take 


place at the First United Meth- 
odist Church, 1903 E. Euclid St. 


PURDY WILL describe the 


initial work done in a $3.5 mil- 
lion, self-help program in the 
Kenwood-Oakland 
community 


on Chicago's south side. 


Called "Toward Responsible 


Freedom," the format will be 
more widely applied if success- 
ful in its present location. 


A graduate of St. Paul's 


school and Yale University, 
Purdy was midwest district 
manager for Dravo Corp. before 
he joined the staff of the renew- 
al society in 1962. He previously 
worked part-time for the organi- 
zation for several years and de- 
scribes himself as "a business- 
man-volunteer who went over- 
board" because of the pressing 
need for help among the poor. 


Members of other human re- 


lations committees in the area 
have been invited to the session, 
which is open to the public. 


Monti Is At Ft. Hood 


Army Pvt. Gregory L. Monti, 


22, son of Mr. and Mrs. LeRoy 
J. Monti, 1012 N. Highland, Ar- 
lington Heights, has been as- 
signed to the 2d Armored Divi- 
sion as Ft. Hood, Tex., as a 
missileman. 


Jty~the Giendty skies tf United 


Waikiki Holiday 


*386°° 


ONE WEEK 


as low as 


per person 


"Round Trip Jet Chicago/Honolulu1 


CALL 392-3100 


FOR RESERVATIONS 


INCLUDES: hotel accommodations for a week 
and a new automatic transmission, power steer- 
ing car for 4 days. Motor transfers and lei 
greeting also included. Every person also gets 
one admission to the Polynesian Cultural Center 
and Paradise Park. In addition, one round of 
Golf at Hawaii-Kai and one meal at each of two 
prominent restaurants are included with each 
ear. 


A SERVICE OF 


ARLINGTON 


MTIRMATIONAI. 


TRAVIL 


The BanJc-Baclcec/ Trove/ Agency 


Located In The Bank Lobby 


ARLINGTON 
NATIONAL 


cific jurisdiction on the two in- 
tersections, although a plan for 
the road has been on the Buf- 
falo Grove thoroughfare plan 
for the past three years. 


The village board will try to 


resolve the problem of a revised 
route for the road, which will 
become a heavily-traveled thor- 
oughfare, on March 17. 


(WFp.4 


Garry Ulig 
On Dean's List 


Cadet Garry Kevin Illig son of 


Mrs. Dorothy Williams, 703 E. 
F a l c o n D r i v e , Arlington 
Heights, made the dean's list 
for the first semester just ended 
at St. John's Military Academy, 
Delafield, Wis. 


HEYKIDS... 
WIN A TRIP TO 
DISNEYLAND or 
WASHINGTON, D.C1 


ENTER THE 
BAN«AROO 
COLORING 
CONTEST . . . 


WIN AN eXPENtt-&MO TRIP 
voo AND SOUR PARENTS, 


TRUE 6IFT 


, WMO •NTI* 


PKOVICKD MO* OR 
t» WITH y*ol 


«IT you* mttrM HANK 


•AHD &STAH.C 
AT— 


WALRO 
SHOES, inc. 


t E. Northwttt Hwy. 


Arlington Heights 


-4574 
Op* Fri. nitii 


SAVE 


20%O 


AND MORE 


DURING OUR BIG 


INVENTORY 


SALE 


off Nationally Advertised 


Stunning Silverplate 
TEA 
SETS 


While they last. .. choose 


from many charming Tea Sets 


Regularly Priced from $40 to $680 
Now . .. specially priced during this 


Once-in-a-Lifetime Sale 


Choose from over 


30 distinctive styles 


• 


Offer is Limited 


Come in Today 


CHARGE OR BUDGET 


Ftersiri 


i^ 


F<ob>t>im 


M SOUTH OUNTON COURT 
• 
ARLINGTON HEi&HTS 
• 
CL J-7»00 


OPEN THURSDAY AND FRIDAY TO t P.M 


f'raltiring Quality Diamond* 


Finrtt in Watchet, Sitivr. Cryttal, and China. 
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HAPLESS HOWARD Borde. attorney for Miller Builders pre- 
sented every reason he could muster for putting apartments 
on 48 acres of land adjacent to Greenbrier subdivision in 


northwest Arlington Heights. The plan commission watched, 
along with some 150 Greenbrier residents, and then pounded 
Borde and Miller into the sod with an 8-1 negative vote. 


Greenbrier Project Is 
Emphatically Rejected 


Otoituaries 


Re/omng (or the $12 million 


Greenbrier West apartment was 
emphatically rejected Wednes- 
day 
night 
by 
the 
Arlington 


Heights Plan Commission, des- 
pite Miller Builders' attempts to 
include '«> single familv homes 
in the development. 


With alxwt UN) persons from 


Greenbrier subdivision attend- 
ing the meeting, and loudly op- 


were concerned that 600 apart- 
ments were far too many for 
the property. Halfway through 
the meeting, Cmr. James Ryan 


Ryan, while agreein; that the 


tract is unsuitable for 100 per 
cent single-family development, 
urged approval of a greater mix 


asked Atty Howard Borde if' of single-family and apartment 
Miller wanted to increase the units. 
proportion 
of 
single 
family 
Philip Egezio of the Green- 


homes: 
brier Civic Assn. and George 


Do you want to take another | G r u 1 k e . representing home- 


crack at it?" 


Borde stared 


! owners living on the edge of the 


at his shoes,, site, read statements opposing 


posing the project, which would, shuffled a bit, then looked back [ the development on the grounds 


j of excessive traffic, too many 
school children, and over-taxed 
' sewer facilities. 


be directly west of their subdi- 
vision, the commission rejected 
the plan by an 8 to 1 vote. 


Before the meeting, Miller 


had decided to revise plans for 
the development It had includ- 
ed space for 30 single-family 
homes to shelter the Greenbrier 
subdivisions 
from 
the 


ments 


In addition to facing the sub- 


division, the 45-acre tract is 
east of Highway 53. Access to 


at Herman Soifer, a vice presi 
dent of real estate for Miller. 
Borde then said quietly to 
Ryan, "No, sir." 


Several m mutes later, Borde 


huddled with the Miller execu- 
tives. Borde then told the com- 
mission that Miller would ac- 


apart-1 cept consideration of the project 


in two pieces — apartment and 
single-family zoning. 


HOWEVER. IT became evi- 


dent later that both the au- 


the property would be provided 
partially by a frontage road off 
Palatine Road on the south. 


MII.LEK HAD reduced the 


number 
of apartment unit! 


from 620 to 600 — and cut the 
number of buildings from It to 
15 


The commissioners, however, 


dience 
and 
the 
commission 


were opposed to any project on 
that location that even ap- 
proached 600 apartment units. 


Cmr. Alice Harms said that 


the village has not had enough 
experience with this type of 
large size development to war- 
rant approval. 


Reject Re-zoning 


Fear 
of 
increasing 
traffic Route 53 interchange, 


problems 
by 
Winston 
Park' 


homeowners in Palatine was re-1 
APProva' °f »«<* a project un- 


moved Wednesday night wnen doubtedly would have increased 
re-zoning for one of the largest trafflc 
flow 
alonB Anderson, 


p r o p o s e d apartment devel- 
opments in the area was re- 
jected 


The Arlington Heights Plan, the Winston or Williams Drive 


Williams and Winston Drives in 
Palatine. 


i 
PROPOSAL to close either 


Commission 
overwhelmingly 


voted to recommend denial of 
Miller Builders' petition that 


intersection with Palatine Road 
were made last fall. But resi- 
dents of Winston Park subdivi- 


would have paved the wav for sion strongly objected since it 
construction of more than 600 would leave only one road con- 
apartments on the 45-acre tract necting the area with the junior 
northeast of the Palatine Road- expressway, Palatine Road. 


TESTEHEAB 


Miller representatives had ar- 


gued earlier that planned roads 
could handle the traffic flow, 
that a connection with the Met- 
ropolitan Sanitary Dist. sewer 
was possible, and that fewer 
c h i l d r e n would come from 
apartments than 
single-family 


homes on the 45 acres. 


JAMES PENN, a Dist. 25 


school board member, agreed 
that single-family development 
would provide more school chil- 
dren than an apartment devel- 
opment. 


Finally, Cmr Victor Beisler 


moved to deny approval, and 
the first seven commissioners 
on Secretary May Fyfe's roll 
call agreed with the dismissal. 


The eighth, Ryan, voted to 


deny, but he stressed that his 
only objection was the improper 
mix of single family with apart- 
ment units. Finally, chairman 
William Hannum, named Mon- 
day as commission chairman, 
voted to approve the devel- 
opment. 


The audience, which had been 


gaveled to order several times 
during the evening, cheered, 
fied with what happened." 
Egezio said he was "quite satis- 
! Egezio said he was "quite satis- 


fied with what happened.'' 


The vUlage board wiU act onj 


I the once-rejected proposal 
on 


April 7, unless Miller Builders 
' decides to withdraw the propos- 
lal. 


ON MONDAY NIGHT, caucus 


presidential 
candidate, 
Jack 


Walsh in response to a question 
at a candidate's night meeting, 
had said, "I don't give that de- 
velopment a chance of passing 
either the plan commission or 
our board." 


That statement made Borde 


A STUDY IN VALUES: Property values were 
at stake in the deliberations on Greenbrier 
West apartments. So naturally property own- 
ers turned out. With catcall and argument 
they presented their clear consensus that 
Miller Builders should not be permitted to 


build anything except single family homes in 
the area Miller had proposed for apartments. 
It was another example of the suburban max- 
im, "Nobody gives a damn for anything ex- 
cept the things he owns." 


Graduate of Viator 
Dies in Viet War 


unhappy, to put it mildly. He 
would have preferred to con- 
front only the plan commission 
and the audience, without the 
additional burden of opposition 
from the leading village presi- 
dential candidate. However, 
Borde was not so lucky. 


Answer Criticism 
On Water Funds 


Long-standing criticism from 


Mrs. Barbara Vidmar, repeated 
during her current independent 
campaign for village trustee, on 
transfer of funds from the wa- 
ter system account to the gener- 
al fund were answered at length 
yesterday by Frank Palmatrie. 


Palmatier, 
an 
incumbent 


trustee on the caucus slate for 
re-election, said the fund trans- 
fer is simply a matter of proper 
cost 
accounting 
reflecting 
a 


charge to the water system for 


65 YEARS AGO 


Cook Count) Herald, March 4.1904 


Over $2,000.000.000 will be poured into the pockets of the i 


people of the United States because of the war between Russia 
and Japan Of the sum, over half will go into the pockets of the j 
farmer The man behind the plow in the Middle West now stands 
as dictator to Russia and Japan. The wheat he raised, the corn he 
plowed, the cattle he owns are needed in the Far East and when 
the victor comes to figure up the war indemnity, he will find that 
the bulk of the expense has gone to the American farmer. 


50 YEARS AGO 


Cook County Herald. March 7. 191!) 


The regular meeting of the Arlington Heights Village Board 


was held Monday. March 3, 1919. 


The finance committee reported favorably on bills and pay 


roll amounting to $252.60 which were ordered to be paid. 


A petition signed by property owners abutting north Dunton 


Avenue from the end of the paving to the village limits pledging 
$200 to have the road fixed up by putting on crushed stone, was 


Sitter 
Hero in 
Blaze 


A basement fire caused dam- 


age estimated at approximately 
$400 to the Thomas Grossman 
home, 310B Starling Lane, Roll- 
ing Meadows, Wednesday night. 


More estensive damage was 


avoided through the correct ac- 
tion by a teenaged baby-sitter, 
according to Fire Chief Tom 
Fogarty. 


referred to the street committee. 
' 
, Dorothy Johnson, of 3805 Hol- 


The treusurer's report, showing a balance of $46774 was read I lyi smelted smoke, opened the 


and referred to the finance committee. 
' basement door and saw flames, 


tightly and 
department, 
25 YEARS AGO 


Arlington Heights Herald, March 3. 1941 


closed the 
phoned the 


door 
fire 


| taking the two small children to 


An A&P super market ad reminded shoppers to bring their a neighbor's home, 


ration stamps and listed the following prices for food: Pork roast, 
SHE HAD BEEN 


25 cents a pound, bacnn. 25 cents a pound: smoked ham, 29 cents 
a pound. link sausage. 39 cents a pound, ground beef, 25 cents a 
pound, and chuck roast, 25 cents a pound. 


Other food prices included three pounds of coffee for 59 cents, 


four pounds of cabbage for 10 cents, a pound of fresh peas for 15 
cents, twul (wo bunches of fresh beets for II cents. 


trained in 


one of the classes for baby- 
sitters sponsored by Rolling 
Meadows Park District and the 
local schools. 


10 YEARS AGO 


Arlington Height* Herald. Mnrch 5. 1959 


The death sentence, as it is applied in Illinois, is arbitrary, 


rare, haphazard nnd useless as a deterrent to capital offenses. So 
concludes a survey released last week by Eugene S. Zemans. 
executive director of Chicago's John Howard Association 


The study was made in connection with a proposal in the 


Illinois legislature to establish a six-year moratorium on the use 
of the death sentence. 


Each course includes training 


by Fireman Charles Sellards on 
correct action in case of a fire. 


"It paid off," remarked the 


chief. 


The fire apparently started in 


a 
corner 
where toys were 


stored. Chief Fogarty said ceil- 
ing beams and subflooring of 
the first floor were charred, and 
the bouse was smoke-filled. 


shared use of village facilities. 


"Many village employes en- 


gage in the operation of the wa- 
ter system," he pointed out. 
"The village manager is in 
charge of it, engineers render 
s e r v i c e s to it and Public 
Works Dept. personnel perform 
maintenance work." 


He added that if salaries for 


individuals working with the 
water system were not paid 
from the water fund, they would 
have to be paid by taxpayers 
and constitute a tax subsidy to 
the water system. 


ANSWERING MRS. Vidmar's 


charge that Skokie is the only 
other nearby community using 
t h i s method of accounting, 
Palmatier cited Palatine, Roll- 
ing Meadows, Des Plaines, Elk 
Grove Village, Mount Prospect 
and 10 other communities as ex- 
amples of municipalities which 
split salaries and other cost 
items. 


Speaking for all caucus candi- 


dates, Palmatier said that wa- 
ter needs of the village will be 
anticipated and met so there 
will be no serious water short- 
age in the future. 


Palmatier said that the new 


1-million gallon elevated storage 
tank near Arlington Heights and 
Golf Roads will be completed in 
May. 


Two new wells will be drilled 


during the next two years and a 
2-milllon gallon surface storage 
tank added. These will be fi- 
nanced by water revenue bonds, 
which will be retired by using 
future revenues of the water 
system. 


Nice Choice 


Connecticut's ranking general 


in the Revolution was Benedict 
Arnold. 


A purple heart winner, who 


requested a three-month exten- 
sion to stay in Vietnam until 
May 10, is the first soldier from 
Prospect Heights to be killed in 
the Vietnam war. 


Pfc James M. Kalter, 21, of 


211 Wolf Road, died Monday in 
a hospital at Long Dinh after 
being wounded in the head by 
shrapnel from an enemy, gre- 
nade. 


Private Kalter was among the 


first graduating class in 1965 at 
St. Viator High School in Arling- 
ton Heights. He attended St. Al- 
phonsus grammar school in 
Prospect Heights. 


At St. Viator, Private Kalter 


was a member of the school pa- 
per, and participated in the se- 
nior play, "Stalag 17." He was 
also a member of the chess club 
and book club and won a certifi- 
cate and medal for his > out- 
standing knowledge of Latin. 


P R I V A T E KALTER was 


drafted into the army in 1966 
and would have been eligible 
for release last month. 


"He felt he was needed over 


there more than stateside," said 


Pfc. JAMES M. KALTER 


Private Kalter's sister, Gloria, 
25. "He was assigned to the in- 
fantry division but wanted to 
become a machine gunner on a 
helicopter. He was granted a 
three-month extension because 
there were no immediate open- 
ings in the aviation depart- 
ment." 


Private Kalter was on bunker 


guard duty in Cu Chi, 18 miles 
northwest of Saigon, when he 
was wounded by the enemy. 
Doctors notified the family Sat- 
urday that he was in critical 
condition. He died two days lat- 
er. 


PRIVATE KALTER received 


the purple heart after 
being 


wounded in the back by shrap- 
nel from a mortar attack in Au- 
gust. Last May he was one of 
three men of a group of 18 who 
survived a bitter enemy am- 
bush near Tay Ninh. In a letter 
home he said he and the two 
other soldiers were holed up for 
four hours, cut off from any ra- 
dio contact, and praying to get 
out safely. He was awarded the 
Combat Infantry Badge follow- 
ing the Tay Ninh ambush. 


Funeral arrangements have 


not been made pending the re- 
turn of Private Kalter's body in 
a week to 10 days. 


Private Kalter is survived by 


his mother, Mrs. Florence Kal- 
ter; two brothers, Willard, 33, 
and Lawrence 31; and his sis- 
ter, Gloria. 


John P. Meagher 


John P. Meagher. 76, died 


Tuesday in DuPage County Me- 
morial Hospital, Elmhurst. 


He was born Oct. 15, 1892, in 


McComb, Miss., and lived at 
4N619 Church Road in Ben- 
senville. 


Visitation is today at Geils 


Funeral Hcme, 180 S. York 
Road, BensenvUle. Funeral ser- 
vices will be held tomorrow at 
10-30 a.m. from the funeral 
home to St. Alexis Catholic 
Church in BensenvUle, for 11 
a.m. mass. Interment will be at 
St. Joseph 
Cemetery, River 


Grove. 


Surviving 
are 
his 
widow, 


Irona; two daughters, Mrs. Vir- 
ginia Davies of BensenvUle, and 
Mrs. Alice Furlan of Harwood 
Heights, HI.; four sons, Tom of 
Tampa, Fla., Jack of Jackson- 
ville, Fla., Robert and Henry, 
both of BensenvUle; 14 grand- 
c h i l d r e n ; 17 great-grand- 
c h i l d r e n ; a sister, Maggie 
Rausa of Scrttle, Wash.; three 
brothers, Harry Rausa and Nick 
Rausa, both of Chicago, and 
Frank Rausa of HartsvUle. Ala. 


Deaths Elsewhere 


Donald L. Bach, 51, of Whea- 


ton, died suddenly Feb. 21, in 
Central DuPage Hospital, Win- 
field. Funeral services 
were 


held Feb. 24, at the Wheaton 
Evangelical Free Church in 
Wheaton. The Rev. LaReau 
Thorwall officiated. Interment 
was at Memory Gardens Ceme- 
tery in Arlington Heights. Sur- 
viving are his widow, Doris; 
three daughters, Carolyn at 
home, Mrs. Virginia Sandsmark 
of WUmette, and Annette Bach 
of Chicago; two sons, Marvin 
and Donald at home; his moth- 
er, Mrs. Martha Bach of Arling- 
ton Heights; two sisters, Mrs. 
Dorothy Carleston of Dundee, 
and Mrs. Marlyn Culton of 
Springfield, Mo.; and a brother, 
Harold Bach of Elgin. 


Mrs. Mary Jane Mead, 59, of 


Park 
Ridge, 
died 
suddenly 


Tuesday in her home. Memorial 
services will be held tomorrow 
at 2 p.m. at the Church of the 
Good Shepherd, 301 Ridge (cor- 
ner of Ridge and Landmeier 
Road) in Elk Grove VUlage. 
The Rev. Lloyd Weber wiU offi- 
ciate. Surviving are two daugh- 
ters, Mrs. Nedra Morbeck of 
Elk Grove Village, and Mrs. 
R a d a h Repel of Arlington 
Heights; a son Hal Mead of Chi- 
cago; seven grandchUdren; and 
two sisters. 


Ryan 3rd Candidate 
For Dist. 214 Board 


Natural Resource 


Southern forests supply 


estimated 60 per cent of 
nation's pulpwood. 


an 
the 


FBI., MAR. 7, 1969 


James T. Ryan, of 2006 Rose- 


hill, Arlington Heights, today 
announced he will be a candi- 
date April 12 for a one-year 
term on the High School Dist. 
214 board. 


Ryan, who had been one of 


five persons weighed for two 
s c h o o l board appointments 
made last month, said he was 
encouraged to run and had con- 
sidered the matter for a long 
time before deciding to take out 
candidate petitions. 


He said he wanted to assure 


himself that he could give the 
school board the proper time 
and without shorting the Arling- 
ton Heights Plan Commission, 
on which he serves. 


In a statement released to the 


papers he explained, "I specif- 
ically announce my candidacy 
for the one-year term so that 
each and every voter . . . will 
have the opportunity to review 
my record in one year." 


RYAN 
ALSO 
made 


points in his statement: 


—That it is "vitally impor- 


tant" to achieve close coopera- 
tion between the various plan 
c o m m i s s i o n s and the high 
school districts." 


—That the main prerequisites 


for a school board member are 
"a willingness to serve and a 
sense of objectivity . . . I be- 
lieve I have sufficient objectiv- 
ity to serve the students, the 
parents of the students and the 
taxpayer 
at-large. 
A 
board 


member must have a feeling of 
responsibility to each." 


—That he would do his best to 


insure "that, dollar for dollar, 
this district will have the best 
educational system that it col- 


lectively cares to afford." 


RYAN TOLD Paddock Publi- 


cations he felt he could serve as 
a bridge between the Arlington 
Heights Plan Commission and 
the high school district. He 
pointed out that board member 
Mrs. Leah Cummins holds a 
similar position with the Elk 
Grove Village Plan Commission 
whUe board member 
Frank 


Bergen serves on the Mount 
Prospect Plan Commission. 


Ryan called for using "lead- 


ership, direction and a willing- 
ness to listen to legitimate, le- 
gally presented student propos- 
als" as the answer to the trend 
of student "rebellion for rebel- 
lion's sake." 


Ryan, when he fUes his peti- 


tion, wUl become 
the third 


name on the list, a list of candi- 
dates for the one-year term. 
The others are Don McGlothlin 
of Wheeling and John M. Cos- 
tello of Mount Prospect, now 
holding a seat on the board by 
appointment. 


RYAN, 
A LAWYER, 
is 
a 


partner in the Chicago law firm 
of Morgan, Halligan, Lanoff and 
Cook. 


He is a former director of the 


Arlington Heights Jaycees, for- 
mer president of the Arlington 
Vista Home Owners Association 
and general counsel for the Illi- 
nois Young Republicans. 


Mrs. Marie Julia Georgen, 73, 


of Pompano Beach, Fla., died 
Tuesday in Holy Cross Hospital, 
Fort Lauderdale, Fla. Funeral 
services will be held tomorrow 
at 10:30 a.m. from Lewis Funer- 
al Home, 7600 W. Grand Ave., 
Elmwood Park, to St. Cyprian 
Church in River Grove, for 11 
a.m. mass. Interment will be at 
St. Joseph 
Cemetery, River 


Grove. Surviving are her hus- 
band, Louis J.; two daughters, 
Mrs. Marion Bedore o* Ohio, 
and Mrs. Florence Williams of 
Texas; two sons, Richard J. of 
Mount Prospect, and Robert J. 
of Chicago; 19 grandchildren 
and two great-grandchildren. 


Dist. 57 Salary 
Talks Saturday 


The Mount Prospect Dist. 57 


salary committee will meet 
with the Mount Prospect Educa- 
tion Assn. to negotiate teacher 
salary schedules for next year 
this Saturday at 8:30 a m. in the 
district administration building. 
701 W. Gregory St. The meeting 
is a closed session 


And One Leaked 


Nearly 9,000 offshore oil wells 


have been sunk in the world's 
continental shelves, says the 
National Geographic. 


4 


u fashion 


Hyacinth «id K 


"They complained about us 
using thin paint . . . wait 
'til they try to open these 


windows!" 
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Wilson School Orientation Set 


Wilson 
School 
in Arlington 


Heights will hold Parent Ori- 
entation night on Tuesday The 
meeting will begin at 8:00 p m. 
in the school's multi-purpose 
room. 13 E. Palatine Rd, 


The purpose of the meeting is 


to introduce parents of kinder- 
garteners for the 1969-70 school 


year to teachers Mrs. 
Jean 


Baughmann and Mrs. Ruth Cor- 
mier, principal Robert Parsons, 
and the school. 


PARENTS WILL have an op- 


portunity to ask questions about 
the May 15 registration of their 
children and will also receive 
pamphlets informing 
them of 


school procedure. 


25% OFF 
REED & BARTON 


STERLING 


Featuring 


These Eight 


Favorite 
Sterling 
Patterns 


All Individual items 
in these patterns are 


available at 


25% off open stock. 


Sale Ends Saturday! 


Ftersini 


Rototoin 


24 South Dunlon Court 
• 
Arlington Heights 


CLMrbrook 3-7900 


O|»n Thursday and Friday to 9 p.m. 


Potboilers 


ACH. YA! Der little ol* German lawyer Aribert Wild from Pala- 
tine has done some fancy convincing to get the little old shoe- 
maker on South Evergreen to close shop and move to Palatine. 
Wild now joins the Arlington Heights Federal Savings and Loan, 
Nicholas Lattof, and Walter Krause in the decision and profit 
making to be done on the block just north of Sigwalt between 
Evergreen and N. Arlington Heights Road. 
* 
* 
* 


MANY CONTRACTORS attended Arlington Heights Park Dist. 
bid openings for construction of buildings and pools on Wednes- 
day. As Park Director Thomas Thornton read one bid, a con- 
tractor groaned, "How can the bid be that low? It cuts me out." 
As Thornton read another bid which was rather high, someone 
commented, "They must have put the decimal point in the wrong 
place." 
* 


MAKE WEIGH — Local food store managers may find them- 
selves besieged with women who want to weigh their produce 
with truth in packaging. The Arlington Heights Woman's Club 
was told the plight of one woman in a popular store who couldn't 
find a five pound sack of potatoes that weighed more than 4/ 
pounds 
# 


WHERE, OH WHERE, will Arlington Heights find a building to 
replace Juliette Low in the upcoming village elections? The 
school was to be used as a polling place; however, even though 
the building is still standing after the disastrous February fire, it 
can't be used for voters. 
* 


WHOA, THERE! With giddy municipal visions of high-rise devel- 
opment over the air rights of the Chicago and North Western RR, 
there comes a note of reality added by a downtown banker. He 
figures that property in the central business district will have to 
be hitting $25,000 per square foot, before it will be worth while to 
build over the tracks. Current price of downtown land finished 
buildings is about $6,000 per square foot. 
» 
* 
* 


MORE WHOA THERE - Village Theatre had an idea. Get hold 
of the old Evangelical Free Church on the property purchased by 
the village for a cultural center and use the building as a theatre 
and youth center. Theatre people were excited, youth lovers were 
excited (youth might have been excited too, had it been in- 
formed), but the village administration is not. Watch for it not to 
happen 
• 


FIRED: Edward Deuss, Republican and public relations head for 
the Cook County Highway Dept. Deuss, who is 65, was responsible 
for supplying The Herald with information on the county's mecha- 
nizations — and delays — on the Palatine Road crisis last year. 
More Than 500 
At Smorgasbord 


A community smorgasbord, 


sponsored by the Elk Grove Vil- 
lage Teen Council to raise funds 
for decoration and operation of 
a proposed youth center, was 
attended by more than 500 per- 
sons Sunday. 


The afternoon event, held in 


Elk Grove High School's cafe- 
teria, netted a profit of more 
than $300, according to Suzanne 
Olson, superintendent of recrea- 
tion for the Elk Grove Park 


District. 


THE PARK district is the 


agency sponsoring the youth 
center. 


Miss Olson said that the coun- 


cil appreciated the support of 
the community. 


The unexpected popularity o: 


the event forced an early clos- 
ing, as the food supply had run 
out nearly two hours before the 
scheduled end of the affair. 


AESOP SAYS: 
The Boar 


and the Fox 


A wild Boar was whetting his tusks against the stump of a tree when a Fox 
happened by. Thinking to make fun of his neighbor, he made a great show 
of looking anxiously about, as if in fear of some sudden enemy. But the 
Boar kept right on with his work. 


"Why are you doing that?" asked the Fox at last with a grin. "I see no 


reason for it; there is neither hunter nor hound in sight nor any other 
danger." 


"True," replied the Boar. "But when that danger does arise, I shall have 


something else to do than to sharpen my weapons." 


It is too Iste to whet the sword when the trumpet sounds to draw it. 


Every generation since Aesop 2,500 
years ago h is known the wisdom of his 
lesson of preparedness. Today, as we 
enjoy Incressed financial income, Is the 
time to put some of it away — tor old 
age, illness, or emergency. 


Another sage put it this way: "It 


wasn't raimr g when Noah built the ark." 


Per Annum 


PASSBOOK SAVINGS 


Paid Quarterly 5*55* 


SAVINGS CERTIFICATES 


Six-Month T«rm« 
Sttuttordtttllt! 


i ill i 
Chattered by the United Slates Government 
Member, Federal Savings and Loan Iniurance'Cotporatlon 
Member, United Statei Savlngi and Loan League 
Member, Savlngi and Loan Foundation 


A R L I N G T O N HEIGHTS 
FEDERAL SAVINGS 


'& LOAN ASSOCIATION 


I A',' C A'.U'IM '. L 


Plan Center For Shopping 


The Northwest suburb's larg- 


est shopping center is expected 
to be under construction in 
Schaumburg by July 1. 


Underground 
improvements 


for the long awaited Sears 
(Woodfield) shopping center are 
now underway. Promoters say 
it will be the largest shopping 


center in the nation. 


The shopping center is ex- 


pected to include three and pos- 
sibly four large-size department 
stores including a Sears-Roe- 
buck, a J. C. Penney and a 
Marshall Field store. 


VILLAGE Pres. Robert 0. At- 


cher said Thursday an an- 


School Group Goal 
Is Local Chapters 


Citizens for Education Free- 


dom, a national group repre- 
senting private school interests, 
is targeting in on the Northwest 
suburbs. 


District chairman G. Michael 


Mokate of Mount Prospect says 
he wants to see 
chapters 


formed in every private school 
in W h e e l i n g , Elk Grove, 
Schaumburg and Palatine town- 
ships. 


Mokate is chairman of Lake- 


Cook Chapter, Dist. 3 of the 
CEF. 


He was in charge of a private 


CEF planning meeting last 
Wednesday in St. Raymond's 
rectory, Mount Prospect. 


The CEF group will meet 


again in private this week and 
then will hold a public planning 
conference Thursday, March 13, 
in the St. Raymond's rectory. 


Invitations to attend have 


gone out to school board, princi- 
pals and pastors of area paro- 
chial schools. 


THE CEF'S goal in Illinois is 


to put public pressure on the 
state legislature to pass a bill 
allotting a $50 grant for each 
elementary pupil and $100 for 
each high school child, no mat- 
ter whether the school he at- 
tends is public or private. 


Mokate calls this obtaining "a 


proper share of the state tax 
funds being appropriated for 
secular subject education." 


In a statement released to the 


press, he noted, "Our private 
schools individually face ex- 
tinction because of economic 
pressure. We can no longer tol- 
erate the burdens of double pay- 
ment for secular education. 
CEF in union with concerned Vietnam. 


parents and supporters seek an 
equitable and just solution to 
this nationally recognized social 
p r o b l e m of our modern 
society." 


St. Raymond CEF chairman 


David Mann and Sacred Heart 
of Mary CEF chairman Frank 
O'Malley are expected to an- 
nounce their plans for CEF 
meetings following the March 13 
conference. 


PTA Will Meet 
Board Hopefuls 


Dist. 23 PTA will meet Tues- 


day in the MacArthur Junior 
High School gym at 8 p.m. 


Three school board candidates 


will be on hand to conduct a 
question and answer period. 
They are Arthur S. Kester, of 
201 S. Maple Lane, Prospect 
Heights; Alan Krinsky, of 2027 
R o s e h i 11 Drive, Arlington 
Heights; and John B. Stull, of 
309 
Viola 
Lane, 
Prospect 


Heights. 


Ronald Greenberg from the 


Prospect Heigh*s Park Dist. is 
a'.so on the agenda to explain 
the spring and summer pro- 
grams. 


Tiedmond In Vietnam 


Marine Pfc. Gregory P. Tied- 


mond, son of Mrs. Rodney E. 
Neumann of 421 S. Prindle Av., 
Arlington Heights, was recently 
graduated from Basic Supply 
Organic Accounting School in 


nouncement with details about 
the center is expected to be 
made by the Taubman Co., 
builders, within 30 days. 


Taubman, which was former- 


ly headquartered in the Chicago 
area, has built several large 
centers throughout the country. 
The firm is now headquartered 
in Southfield, Mich. 


The first phase of the shop- 


ping center will include 1,844,000 
square feet of retail space. At 
the end of the second stage 
there will be 2.10 million square 
feet and the final stage will 
bring the size to 2.5 million. 


Atcher and Village Atty. Jack 


M. Siegel spent several days 
last week meeting with shop- 
ping center officials and engi- 
neers working out details. 


"THE SHOPPING center will 


use more water per day than 
the village presently bills," At- 
cher said. 


Public improvements for the 


center will be made through 
special assessment bonds issued 


by the village, Siegel said. The 
s p e c i a l assessment will be 
against the 245-acres owned by 
the center. 


"This will not cost the tax- 


payers of Schaumburg any-" 
thing," Siegel said. The devei-' 
opers will pay for the improve- 
ment bonds over a 10-year pe- 
riod. 


Atcher said much site prepa- 


ration must be completed be- 
fore actual construction of the. 
center can begin. "They hope to- 
be under way by July 1," he 
said. 


STORM SEWERS are now 


being laid along the shopping 
center property and what will 
be the future location of Inter- 
state 90 south of Golf Road. 
Other work for adequate drain- 
age includes cutting a channel 
to Salt Creek. 


The storm sewer is being paid 


for by Pure Oil Co. and the 
shopping center. It meets state 
highway department standards, 
Atcher said. 


PRE-SEASON SALE 


EXCELLENT 
QUALITY 


FAIRLY 
PRICED 


CENTRAL AIR CONDITIONING 


Gas-Fired Williamson "Five-in-One" 


"Five in-One" split-half cabinet construction 


T h « 
W M I i o m i o n 


"Fiy* m One" 
hoi oil its 


major components on heat 
mg, humidification, cooling, 
dehumtdification and elec 
Tronic 
air cleaning com 


pletely enclosed in an at 
tractive, streamlined, com 
pact cabinet It it available 
m a wide range of capac 
itie* to fit any size Kome 
— or ADO 
Wil- 


liamson central 
cooling to your 
present furnance 
system 
Today, 
summer 


without air condi- 
tioning is /ike win- 
ter without a fur- 
nace 


MASTER HEATING 


6* COOLING, INC. 


Arlington Heights 
255-5220 


Don't miss this once-a-year opportunity for big values 


at your Motorola dealer 


like this buy on ColorTV 
Quasar 


Color TV 


Spring 
Value 
Price 
ONLY 


with the "works in a drawer" 


/ The works are 10 tubefess plug-in 


mini-circuits for solid-state reli- 
ability and fast, at-home service 
• This is the-years-a head Color TV you v« 
been hearing about It s all solid state except 


for rectifier and picture tube * Automatic fine tuning with 
AFC •(•clronic picture lock provides the best possible pic 
ture, keeps it that way even when you change channels 
• Lighted channel indicators on VHP and UHF • Biggest 
screen Color TV you can buy 23 
picture (measured 


diagonally) 
$598 


NO DOWN PAYMENT! 


(N 


MODULAR 
PORTABLE 
STEREO 


• 8 wain total miiamintoui pttk 
power output (4 wilt* EIA muitc 
powtr output rating) • Two 6x9" 
iptaktrs • Dctachtblt spvaktr 
wirtgt • Dumond/uporiir* llyli 


SPRING VALUE PRICE 


18" TABLE COLOR TV 


•Jl 


• Powerful 24000 vo i pictura power 'deign 
aviragt) • Automatic gam control • Lighted 
channal indicators on VHP and UHF* Bull in 
VHf and UHF anttnni *> Cibmt< in wa'nut 
gramtct tin ih 


SPRING 
VALUE 
PRICE 


anttnni » Cibme' >n v 
8368 


SPECIAL VALUE 


"FAST-BACK" 
CHASSIS 
COLOR TV 
• Chum ilidit out riar ol i*( 


matic g*irt control • Ligr-Ud 
Channa) indicator! on VHP ind 
UHF • 4 X 6" Go'dtn Vote* 
Sp«»ktf • ConttTHXi'V t>v * 
cabmtt 


SPRING VALUE PRICE 
478 


NO MONEY DOWN 


SEE OUR BIG SPRING VALUES ON ALL MOTOROLA PRODUCTS 


Open daily 


9 to 6 
218 N. Dunton 
ARLINGTON HEIGHTS 
CL 5-0700 


Open Men., Thurj. 


4 Fri. to 9 


Dist. 214 to Preview 
Plans for High School 


Some imaginative approaches 


to design of the new Rolling 
Meadows High School will be 
previewed by the high school 
Dist 214 board 
of education 


Thursday night 


Alden Orptit of Orpiit. Orput 


and Associates will show board 
m e m b e r s possible building 
plans for the distVict's seventh 
high school 


Orput will also have some 


tentative estimates for cost of 
the new building which is ex-1 
pected to contain about 300.000 j 
square feet. 


Orput has been working for 


about six weeks with district 
administrators 
He 
took 
his 


plans to a central office staff 
meeting Tuesdn> afternoon and 
was barraged with questions 


AT THE END of the meeting, 


Supt. Edward H Gilbert sug- 
gested that Orput give the 


board two alternatives on de- 
sign of an auditorium for the 
building: one, an 800 seat the- 
ater capable of being subdivid- 
ed into four sections by mov- 
able walls; two, a smaller the- 
ater, probably seating 500 with 
two 
large 
instruction rooms 


planned for in divisional wings 
of the building 


The staff's preference is for 


the latter. 


The most imaginative feature 


of the Rolling Meadows High 
School shown Tuesday is the 
field house which may be circu- 
lar in design and domed Orput 
said he was "toying with that 
concept and may still suggest a 
square sided building " 


Orput has planned the build- 


ing with the auditorium in the 
center surrounded by a foyer, a 
wide corridor and two 300-seat 
cafeterias. On the side of the 


FACTORY AUTHORIZED 
ANNUAL 


SALE 


Hurry! Last 2 weeks 


at She/fcop TV! 


Versatile solid-state 


FM/AM PORTABLE 


... battery or AC powered for most 


dependable listening—anywhere! 


Enjoy magnificent performance—from slim- 
and-tnm model 1201, that brings you noise-free, 
drift-free FM, plus powerful AM radio. Has easy- 
to-read Slide Rule Dial, telescoping antenna, long- 
life batteries (up to 400 hours playing time), and 
built-in AC power supply. An outstanding value! 


Solid-State FM/AM 


Pocket Radio 


NOW 
ONLY 
95 


Big, room-filling sound will amaze you I Save $2 
on model FM806—and take the pleasure of noise-free 
FM, powerful AM listening anywhere you go. Tele- 
scoping antenna, battery, and leather-like carrying cases 
for radio and private-listening earphone. 


BUY NOW and SAVE! Magnavox $Q95 
Radios priced only from 
0 


Morf/iwesf Suburbs' Largest 


TV - Stereo Specialists 


SHELKOP 


TV and APPLIANCES 


700 E. Northwest Hwy. (Rt. 14) 


ARLINGTON HEIGHTS 


CL3-2187 
CL 3-2188 


Daily 8.30 to 9, Saturday to 6 


Clot.d Sunday 


FREE PARKING 


building facing Central Road 
would be built a two story wing 
housing art, music, and fine 
arts on the first floor, and sci 
ence and math classes on the 
second floor. 


The classrooms would be built 


around a resource room some- 
what like a library but contain- 
ing audio-visual equipment in 
addition. 


A SECOND two story wing to 


the west would house foreign 
language and social studies, on 
the second floor would be ad- 
ministrative offices and an in- 
structional materials center. 


The architects are encour- 


aging strong use of movable 
walls with the support of the ad- 
ministration. The idea is to 


Obituaries 


FBI., MAR. 7, 1969 


Mrs. I. C. Morrison 


Mrs Isabel Crawford Morri- 


son, 68, died Tuesday 
in 


Northwest Community Hospital, 
Arlington Heights. She was born 
May 15, 1900, in Chicago and 
had been a resident of Palatine 
Township for 21 years and lived 
at 712 W. Hill Road. 


Funeral services are being 


held today at 9:45 a.m. from J. 
L. Poole Funeral Home (for- 
merly Tharp), 25 W. Palatine 
Road, Palatine, to St. Theresa 
Catholic Church in Palatine for 
10 a.m. mass. Interment will be 
at Calvary Cemetery, Evanston. 


Mrs. 
Morrison was a clerk in 


Harris Pharmacy at 20 S. Dun- 
ton Ave. in Arlington Heights. 


She was the widow of the late 


James, and is survived by two 
daughters, Mrs. Isabel AUaben 
of Chicago, and Mrs. Betty Boll 
of Mount Prospect; eight grand- 
children; one great-grandchild; 
and 
a sister, Mrs. Sadie 


McVicar. 


Anthony Catalano 


Anthony Catalano, 77, died 


Wednesday in ST. Alexius Hos- 
pital, Elk Grove Village. He 
was born Jan. 17, 1892 in Italy 
and had been a resident of 
Roselle since 1937 and lived at 
126 W. Forest Ave. He was a 
self-employed farmer until his 
retirement about 10 years ago. 


Funeral services are being 


held today at 10 a.m. at Martin 
and Richert Funeral Home, 33 
S. Roselle Road, Roselle, to St. 
W a l t e r Catholic Church in 
Roselle for 10:30 a.m. mass. In- 
terment will be at Mount Car- 
mel Cemetery, Hillside. 


Surviving 
are 
his 
widow, 


M a r y , nee Cacioppo; two 
daughters, Mrs. Genevieve 
(Jack) 
Crawford, 
and Mrs. 


Phyllis (Cliff) Babbs, both of 
Roselle; two sisters, Mrs. Con- 
cetta Bona of New York, and 
Mrs. 
Mary Zito of Chicago. 


Mrs. Barbara Woeber 


Mrs. 
Barbara Woeber, 81, of 


Constantine, Mich., died Tues- 
day in St. Alexius Hospital, Elk 
Grove Village. She had been 
moved from Michigan to live 
with her daughter, Mrs, Adeline 
Geisler at 900 W. Algonquin 
Road in Palatine, only a few 
hours before she was taken to 
the hospital. 


Funeral services are being 


held today at 10:30 a.m. from 
A h l g r i m and Son Funeral 
Home, 201 N. Northwest High- 
way, 
Palatine, to St. Theresa 


Catholic Church in Palatine for 
11 a.m. mass. Interment pri- 
vate. 


Besides her daughter she is 


survived by a son, Charles Woe- 
ber of Denver, Colo.; six grand- 
children and four great-grand- 
children. 


Mrs. Dorothy Hitzler 


Mrs. 
Dorothy Hitzler, 63, of 


Park Ridge, died Tuesday in 
L u t h e r a n General Hospital, 
Park Ridge. She was born April 
23, 1904 in Chicago and lived at 
1020 S. Aldine. 


Funeral services were held 


yesterday at St. Andrews Lu- 
theran Church in Park Ridge. 
Interment was at family lot. 


Mrs. 
Hitzler was an active 


member of the Women's Aux- 
iliary at Lutheran General Hos- 
pital in Park Ridge. 


She was the widow of the late 


William J. and is survived by 
two daughters, Mrs. Jean John- 
son of Michigan and Mrs. Shir- 
ley Klein of Mount Prospect; 
three sons, William Hitzler of 
Park Ridge, Robert and John 
H i t z l e r both of Arlington 
Heights; eight grandchildren; a 
sister and two brothers. 


Contributions may be made to 


the American Cancer Society. 


make it possible for new ap- 
proaches to teaching to be 
adopted 10 years from now 
without having to completely 
renovate the building. 


Date of the school referendum 


to finance the building is set for 
April 12. Voters will also be 
asked to approve a tax rate in- 
crease totalling 33% cents. 


The referenda are being pre- 


sented at the same time to un- 
derscore the fact that the dis- 
trict will need the extra tax 
money to staff the building 
when it is ready for use in 1971. 


The board will meet as a 


committee of the whole at 8 
p.m. in Slichenmyer Adminis- 
tration Center, 799 W. Kensing- 
ton, 
Mount Prospect. The meet- 


ing is open to the public. 


f 


Sherman 
Hospital Ball 
Is Saturday 


Elgin's Sherman Hospital will 


hold its fifth annual benefit ball 
at the Round Table of The 
Carousel in Arlington Park Sat- 
urday night. 


Jim Gross and his banjo band 


will provide entertainment dur- 
ing the social hour beginning at 
6:30 
p.m. A buffet supper will 


be served at 8:30 p.m. and 
dance music will be provided by 
Les Waverly and his orchestra. 


Kelley Reid Pledges 


Kelley Reid, a freshman at 


Augustana College, Rock Island, 
has been pledged to Beta Ome- 
ga Sigma, social fraternity. 


Reid is a son of Mr. and Mrs. 


John S. Reid, 514 N. Chestnut, 
Arlington Heights. 


Nibble, Nibble 


Cottontail rabbits usually live 


out their lives in little more 
than an acre. 


Backers Increase For Mrs. Novotny 


Mrs. Gerald I. Brask, cam- 


paign co-chairman for Village 
Clerk Jeanne Novotny, has an- 
nounced additional names of Ar- 
lington Heights residents sup- 
porting Mrs. Novotny's candida- 
cy. 


Included are Frederick C. 


Leydig, former United Fund 
chairman and past president of 
the Illinois Young Republicans; 
Theodore H. Seller, School Dist. 
25 school board member; and 
John Kirkland, Cook 
County 


Arlington Turnabout 
Dance This Saturday 


Arlington High School will 


hold its annual turnabout dance 
Saturday from 8:30 to 11:30 
p.m. 
in the Grace Gym. 


Decorations reflecting an Old 


Town atmosphere will include 
special lighting effects. Music 
for the freshman-class spon- 
sored dance will be provided by 
the Blue Tailfox. 


Committees for the dance are 


headed by chairman Bob Giv- 
ens, decoration; Donna Skog- 
lund, refreshments; Patti Mill- 
e r , 
music; 
Pam Gatberg, 


theme, and Sue Collins, public- 


ity. 


THE DANCE attire is infor- 


Bianca Is Air 


Academy Nominee 


Frank P. Bianca, son of Mr. 


and Mrs. Ignatius Bianca, 818 
E. Olive, Arlington Heights, is 
the nominee for a possible ap- 
pointment to the Air Force 
Academy. Bianca is the nomi- 
nee from the Air Force ROTC 
detachment at Southern Illinois 
University. 


A freshman in engineering 


technology, Bianca will compete 
with nominees from 180 schools 
for the 10 academy appoint- 
ments available to ROTC stu- 
dents. 


mal and refreshments will be 
served in the cafeteria. 


John Hicks and Mrs. Howett 


Clancy, of the guidance depart- 
ment of the high school, are the 
sponsors for the freshman class. 


Tickets will be $1.50 per 


couple and may be purchased 
at the door. 


Valparaiso 17. 
Names Alumni 


Two residents of Arlington 


Heights.have been named to the 
current support committee of 
the national 16,000 member Val- 
paraiso University Alumni Asso- 
ciation, according to Arthur T. 
Wellman, River Forest, presi- 
dent'of the association. 


Louis S. Morgan, 210 E. 


Maude, and Clarence R. Strutz, 
1718 S. Chesterfield, are serving 
on the committee headed by 
P a u l F. Dickmeyer, Fort 
Wayne, Ind., vice-president for 
current support. 


Rare Distinction 


Martin Van Buren lived to see 


eight Presidents from 
eight 


different states succeed him in 
the presidency. 


Zoning Board of Appeals. 


Also on the list are Mrs. 


Thomas Gricell, Northwest Sub- 
urban Literfaith Council; Rob- 
ert Clark, past president of the 
Wheeling Township Republican 
Workshop; Mrs. Donald Mar- 
quis, past president, Wheeling 
Township Women's Republican 
Club; and Mrs. John Davis, also 
active in Republican work. 


MRS. 
WILLIAM Kelly, who 


works part-time in the village 
clerk's office volunteered her 
services in the campaign and 


Thomas Novotny will serve as 
finance chairman for his wife. 
Novotny served is western dis- 
trict campaign manager for 
Congressman Donald Rumsfeld 
in his first election. 


Village trustee Roy A. Bress- 


ler is Mrs. Novotny's other 
c h a i r m a n . Supporters pre- 
viously named include Robert 
Bukowski, Mrs. Alan MacDo- 
nald, 
Thomas 
Grisell, Mrs. 


George Hauff, Harold ?. Bun- 
nelle and Mrs. George Ireland. 


Others are Mrs. Harry J. Jen- 


kins and Holland A. Franzen. 


IN 


NEWS COVERAGE 


Paddock Publications readers are ac- 
customed to "scoops" and news ex- 
clusives; its professional 
staff 
of 


hard-digging reporters know and un- 
derstand the Community and its resi- 
dents. For thoroughness, accuracy, 
depth and breadth of coverage, rely 
on Paddock Publications to keep in- 
formed, and up-to-date.* 


GOODpYEAR 


SERVICE 


OFFER 


20-GalIon Trash Can 


Folyelbylcnt 
$ 


Construction 
]40 


Metal lock-lid handles pie- 
vent spilling. Sctubs clean 
easily. No seams or joints to 
trap dirt and sand. Avocado. 


Brake Adjustment 
urulirn 


•nktuttr 
$4ia SHE*. 


Mrilttsethtr *!** 
3KS5&S 


™ 
MBkttll 
•ffM 
Remove front A ieir wheelf, 
idjuit brakes, inspect front 
wheel bearings, inspect 
grease seels, add fluid, test. 


LOW-PRICE 
WHITEWALLS 
FOR TRUCKS 


Includes 
Oil Grease 
& Labor... 
Our car care experts 
use only good quality 
oil and grease when 
servicing your car. Re- 
member, your car runs 
safer, smoother and 
quieter with regular 
servicing by experi- 
enced mechanics. Don't 
wait... bring your car 
in today and take ad- 
vantage of this low 
price offer! 


ADD $1 IF 
PREMIUM OIL 
IS REQUESTED 


Up to twice the mileage 


OF OUR BEST SELLING TIRESI 


Truck Tim for 


Pick-up ud 
Panel Truck* 
-^f 
«5^-«rira-v "" 
GOOD/YEAR WORKHORSi 


MM lood-lookhu. tauoh.lnh «i— k..ii. 
prietd «t • tow... 
19 


The food-looking, tough-job tin built 
to t.k. hard work in ilrld.. 
»i 


• Bulfl of f Irani lripl.-l.mp«r«d nylon * 


cord 


t Tufiyn rubbtr... toufh.it rubbtr 


Goodytar »v«r ui.d in a tin 


NO MONEY DOWN on our E««y Piy 


7M.II I U. 


GOODfYEAR 


•CUSTOM WIDE TREAD 


Pric»* tttrt ft... 


Otlwr lint ivnlabll to. 
*t iligmijr hlttiir pneti. 


E70-14 
170-15 
G70-1S 


F70-14 
F70-1S 
H70-I5 


G70-14 


POLYGIAS TIRES 


" Cuff Gn1)vtr mtttt 


NO MONEY DOWN ON OUR EASY PAY PLAN! 


• 


Take 
your car 
where 
the 
experts 
are! 


MOUNT PROSPECT • 102 E. RAND ROAD ROLLING MEADOWS • 3007 KIRCHOFF ROAD 


Across from Randhurst Center 
So. Half of Rolling Meadows Shopping Center 


392-8181 
255-3600 


